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ORDINANCES 

PASSED  AT  THE  ANNUAL  SESSION 
J922-J923 


Xo.  710. 

An  ordinance  to  Repeal  and  Re-ordain  with  Amend- 
ments Section  27  of  Article  44  of  the  Baltimore 
City  Code  of  1893,  the  same  being  Section  34  of 
Article  32  of  the  Baltimore  City  Code  of  1906  as 
said  Section  was  Repealed  and  Re-ordained  with 
amendments  by  Ordinance  No.  629,  approved  Feb- 
ruary 20th,  1911,  said  Section  relating  to  the  Tu- 
ition Fees  of  Children  of  non-resident  Parents  or 
Guardians. 

Sectiox  1.  Be  it  ordained  hij  the  Mayor  and 
City  Council  of  Baltimore  That  Section  27  of 
Ai-ticle  44  of  the  Baltimore  City  Code  of  1893, 
the  same  being'  Section  34  of  Article  32  of  the 
Baltimore  City  Code  of  1906,  as  the  same  was 
re}>ealed  and  re-ordained  with  amendments  by 
Ordinance  ^o.  629,  approved  Febrnaiy  20th, 
1911,  be,  and  the  same  is,  hereby  repealed  and 
re-ordained  with  amendments  so  as  to  read  as 
follows : 

Section  34.  The  Board  of  School  Commis- 
sioners is  hereby  directed,  before  admitting  the 
children  of  non-resident  ])arents  or  guardians  in 
the  ])nblic  schools,  to  charge  the  following 
tuition  fees :  for  admission  to  the  Baltimore 
City  College,  per  capita.  One  Hundred  and 
Twenty-five  Dollars  ($125.00)  per  scholastic 
year;  for  admission  to  the  Baltimore  Polytech- 
nic  Institute,   per   capita.    One   Hundred   and 
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Fifty  Dollars    ($150.00)    per   scholastic  year: 
for  admission  to  the  Eastern  and  Western  Higli 
Schools,      per     capita,      Seventy-five      Dollars 
($75.00)  ]>er  scholastic  year;  for  admission  to 
tlu^  Colored  Hijih   School,   per  capita,  Eighty 
Dollars  ($80.00)  per  scholastic  year;  for  admis- 
sion to  the  Teachers'  Training  Schools,  per  cap- 
ita, Forty-two  Dollars  ($42.00)   per  scholastic 
year;  for  iidmission  to  the  Junior  High  and  Vo- 
cational   Schools,    per    capita,    Fifty    Dollars 
($50.00)  per  scholastic  year;  for  admission  to 
the  Elementary  Schools,  per  capita.  Forty  Dol- 
lars  ($40.00)   per  scholastic  year;   for  admis- 
sion to  the  Xight   Schools   (twelve  nights  per 
month,  six  months)   per  capita.  Eight  Dollars 
($8.00)    (one-fifth  of  a  day  school  tuition  for 
elementary  schools)  ;  the  said  tuition  fees  shall 
he  paid  in  quarterly  installments  and  invariably 
in  advance  to  the  City  Comptroller  on  bills  ren- 
dered by  the  Board  of  School  Commissioners 
for  account  of  the  public  school  fund ;  such  non- 
i^sident  parents  or  guardians  as  may  pay  taxes 
to  the  Mayor  and  City  Council  of  Baltimore 
shall  be  entitled  to  a  credit  on  such  tuition  bills 
to  an  amount  equal  to  that  portion  of  such  taxes 
which  is  levied  for  the  support  of  the  public 
schools,  and  in  case  such  credit  is  less  than  the 
tuition  fee  the  balance  shall  at  once  become  due 
and  payable,  but  if  the  portion  of  such  taxes 
levied  for  the  support  of  the  public  schools  be 
greater  than  the  tuition  fee,  no  allowance  shall 
be  given  as  against  the  tuition  bill  for  the  sul> 
sequent  year,  nor  shall  such  excess  be  refunded; 
such  credit  on  the  tuition  bills  shall  be  granted 
only  for  taxes  for  the  current  year  and  upon 
presentation  to  the  Board  of  Scho(d   Commis- 
sioners of  the  receipted   tax  bill  or  a   certified 
copy  thereof. 
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Section  2.  And  he  further  ordained.  That 
this  ordinance  shall  take  effect  September  1, 
1922. 

Approved  May  22,  1022. 

WM.  F.  BROENIN'G,  Maijor. 


'No.  711. 

An  ordinance  to  repeal  and  reordain.  with  amend- 
ments, Section  20  of  Article  35  of  the  Baltimore 
City  Code  of  1906,  relating  to  the  grading,  paving, 
regrading  and  repaying  or  repairing  of  sidewalks 
or  footways  in  the  City  of  Baltimore,  and  provid- 
ing that  the  cost  of  grading,  paving,  regrading  and 
repaving  or  repairing  said  sidewalks   or  footways 

.  when  paid  by  the  City  shall  be  a  lien  upon  the 
abutting  property,  as  said  Section  was  amended  by 
Ordinance  No.  573  of  March  26,  1921. 

Sectiox  1.  Be  it  ordained  hij  the  Mai/or  and 
City  Council  of  Baltimore,  that  Section  20  of 
Article  35  of  the  Baltimore  City  Code  of  1006, 
title  ''Streets  and  City  Engineer,"  snl>title 
''Footways/'  as  amended  hy  Ordinance  Xo.  573 
of  March  26,  1021,  l>e  and  it  is  hereby  repealed 
and  re-ordained  with  amendments,  to  read  as 
follows : 

20.  Whenever  the  Highways  Engineer  of 
Baltimore  City  shall  find  any  footway,  or  por- 
tion thereof,  of  any  paved  street,  lane  or  alley 
of  the  City,  not  properly  graded  and  paved,  or 
in  bad  repair  or  otherwise  in  a  defective  condi- 
tion, and  shall,  in  his  jndgtnent,  determine  tliat 
the  same  needs  grading,  paving,  re])aving  or  re- 
])airing,  tlie  said  Highways  Engineer  shall  s(n've 
a  written  or  jn-inted  notice  on  each  and  {^v(n'y 
person,  whose  property  binds  or  abnts  n}>on  said 
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footway  or  portion  thereof,  of  his  intention  to 
grade,  pave,  i^spave  or  repair  the  same,  and 
will  give  all  persons  interested  an  opportunity 
five  days  after  the  date  of  said  notice,  to  show 
cause,  if  any,  why  the  said  footway,  or  portion 
thereof,  should  not  be  graded,  paved,  repaved 
or  repaired.  If  the  owner  of  any  property  can- 
not be  found  by  the  Highways  Engineer,  he 
sliall  cause  said  notice  to  be  conspicuously  posted 
upon  the  premises,  the  footway  of  which  is 
found  by  said  Highways  Engineer  to  be  in  need 
of  grading,  paving,  repaving  or  repairing.  Any 
person  dissatisfied  with  the  decision  of  the  High- 
ways Engineer  with  reference  to  the  necessity 
of  grading,  paving,  repaving  or  repairing  any 
footway,  or  portion  thereof^  i^^^y?  within  two 
days  from  the  date  of  said  hearing  by  the  High- 
ways Engineer,  appeal  to  the  Appeal  Tax  Court, 
of  Baltimore  City,  which  Court  shall  hear  said 
appeal,  and  its  decision  shall  be  final  as  to  the 
necessity  of  grading,  paving,  repaving  or  repair- 
ing said  footway  or  portion  thereof.  If  there 
shall  be  no  appeal  from  the  decision  of  the 
Highways  Engineer,  or  if,  after  appeal,  his 
decision  shall  be  affimied  by  said  Appeal  Tax 
Court,  then  said  Highways  Engineer  shall  have 
the  said  footway,  or  said  portion  thereof,  so  in 
need  of  grading,  paving,  repaving  or  repairing 
properly  graded,  paved,  re])aved  or  repaired; 
provided  that  the  owner  of  tlie  property  shall 
have  the  option  of  luiving  said  footway  or  por- 
tion tlu^n^of  graded,  pavc^d,  repaved  or  repaired 
with  cement,  stone  or  brick,  in  accordance  witli 
th(^  ])rovisions  of  this  section  within  fifteen  "days 
after  said  notice  or  witliin  fifteen  days  after  the 
decision  of  the  Ap]>ejil  Tax  Court  in  case  there 
is  an  a  Pineal  to  said  (\)nrt.  Said  work  to  be 
(h)n('    nnch'r   tlie   sn])ervisi()ii    of   tlie   Higliways 
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Engineer  and  in  accordance  with  his  specifica- 
tions therefor.  All  footways  paved  or  repaved 
by  the  said  Highways  Enginecn-  shall  be  paved 
with  cement,  stone  or  brick,  in  the  discretion  of 
the  Highways  Engineer,  in  a  sufficient  and  sub- 
stantial manner  in  accordance  with  the  specifi- 
cations of  the  Highways  Engineer  for  cement, 
stone  or  brick  footways,  whichever  material  may 
be  selected  by  the  Highways  Engineer  for  the 
paving  and  repaving  or  repairing  of  said  foot- 
way. All  such  paving,  repaving  or  repairing 
shall  be  done  in  accordance  with  the  said  speci- 
fications and  in  the  manner  usually  followed  in 
modern  improved  sidewalk  paving  and  in  ac- 
cordance with  the  provisions  of  the  charter  re- 
lating to  public  contracts  and  work. 

Section'  2.  And  he  it  further  ordained,  that 
this  ordinance  shall  take  effect  from  the  date  of 
its  passage. 

Approved  June  1st,  1922. 

Wir.  F.  BEOENING,  Mayor. 


m.  712. 

An  ordinance  to  appoint  Joseph  Cilento,  Charles  J. 
Ryer  and  Ephraim  L.  Berry  man,  Constables  from 
the  Seventh  Ward,  Twenty-fourth  Ward  and 
Twenty-eighth  Ward,  of  Baltimore  City,  respect- 
ively. 

Section-  1.  lie  it  ordained  by  the  Mayor  and 
City  (^ouncil  of  Baltimore,  that  the  following 
(Constables  be,  and  they  are,  liereby  appointed: 
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7tli  Ward— Joseph  Cilento,  728  ^^.  Cliester 
Street,  in  place  of  Robert  Snyder,  deceased ; 

24tli  Ward— Charles  J.  Ryer,  1319  Reynolds 
Street,  in  place  of  Andrew  Lanehart,  deceased ; 

28th  Ward — Ephraini  L.  Berrj^man,  Walnnt 
Avenne  near  Western  Maryland  Railroad,  in 
place  of  William  Mnth,  resigned. 

Section  2.  And  he  it  further  ordained,  that 
this  ordinance  shall  take  effect  fi\)m  the  date  of 
its  passage. 

Approved  June  2,  1922.   . 

WM.  F.  ER()ENT:NCt,  Mayor. 


-No.  713. 

An  ordinance  granting  permission  to  the  Citizens 
National  Bank  of  Baltimore  to  erect  and  construct 
at  the  southwest  Corner  of  Light  and  Redwood 
streets,  in  the  City  of  Baltimore,  a  fireproof  office 
and  bank  building  to  a  height  exceeding  175  feet, 
and  relieving  the  Citizens  National  Bank  of  Balti- 
more from  compliance  with  certain  requirements 
of  the  Building  Code  of  Baltimore  City. 

Section  1.  Be  it  ordained  hy  the  Mayor  and 
City  Council  of  Baltimore  that  permission  Ix) 
and  the  same  is  herehv  given  and  granted  to  the 
Citizens  National  Bank  of  Baltimore  a  corpora- 
tion, to  erect  and  con  struct  at  the  southwest 
corner  of  Light  and  Redwood  Streets,  in  the 
City  of  Baltimore,  to  a  height  exceeding  175 
feet  and  not  exceeding  285  feet  a  fire-proof 
office  and  bank  huilding.  The  measurement  of 
the  height  of  said  l)uil(ling  shall  he  taken  from 
the  curl)  level  at  the  center  of  Redwood  Street 
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front  of  tlie  building  to  the  top  of  the  liigliest 
point  of  the  main  roof  I)eams;  alx)ve  whicli 
point  there  may  Ix^  a  parapet  or  other  archi- 
tectural features  not  exceeding  eight  feet  in 
height,  and  there  may  be  constructed  on  the  roof 
of  said  building  the  necessary  pent  houses  for 
elevators,  water  tank  and  ventilating  apparatus, 
pix)vided  the  entire  building  is  ^'Fir^proof 
throughout/'  The  words  ''Fire-proof  through- 
out'^  mean  that  all  material  entering  into  the 
construction  of  the  building  shall  be  fire  resist- 
ing except  the  usual  trim  of  rooms,  and  surfac- 
ing of  floors;  provided  however  that  metal 
frames  and  sash  shall  be  used  in  the  entire  build- 
ing and  that  all  windows  which  may  be  placed 
in  the  west  wall  of  the  building  shall  be  glazed 
with  wire  glass,  and  that  no  other  windows  need 
be  glazed  with  wire  glass  except  those  on  the 
south  side  of  the  building  from  the  alley  level 
to  a  height  not  less  than  60  feet  above  the  roof 
line  of  the 'adjacent  buildings. 

Section  2.  And  he  it  farther  ordained  that 
there  shall  be  one  stairway  of  flre^tower  type 
with  automatic  ventilation  at  the  top,  and  one 
spiral  fire  escape,  for  additional  protection 
from  fire  hazard,  both  alley  fronts  as  well  as 
court  walls  facing  the  alley  shall  be  provided 
with  a  four  inch  water  pii>e  placed  along  the 
main  cornice  and  provided  with  frequent  out- 
lets so  as  to  make  possible  the  flooding  of  these 
fronts  with  a  water  curtain.  Elevator  shafts 
are  to  be  enclosed  with  fire-proof  enclosures  and 
provided  with  automatic  ventihitors  at  the  top. 
The  building  shall  have  two  six  inch  stand 
pipes,  with  fire  department  standard  connec- 
tions, with  hoze  and  nozzels,  four  monitor  pipes 
on  the  i-oof  at  location  desio-uated  bv  the  Chief 
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of  Fire  Department,  a  fire  alarai  box  Avitli  di- 
rect connection  to  Fire  Department  headquar- 
ters, a  fire-proof  vault  for  the  storage  of  waste 
paper;  a  separate  course  of  power  is  to  be  pro- 
vided for  fire  fighting  purposes,  two  additional 
metal  skylights,  144  square  feet  each,  glazed 
with  plate  glass  to  be  installed  in  ix>of,  and 
standard  regulation  fire  doors  shall  be  provided 
in  basement  to  protect  all  stairs  and  shaft.  In 
case  one  is  used  for  fuel  same  shall  be  stored  in 
fireproof  vaults,  and  further  the  Fire  Depart- 
ment shall  at  all  times  have  access  to  and  free 
use  of  said  provisions  for  fighting  fires  on  this 
and  adjacent  property,  including  free  use  of 
water  and  pumps  in  the  building. 

Section  3.  And  he  it  further  ordained  that 
in  the  construction  of  the  said  building  the  Citi- 
zens N^ational  Bank  is  hereby  authorized  and 
permitted  to  construct  the  same  in  accordance 
with  the  engineering  principles  and  fonnulas 
hereinafter  enumerated : 

1.  Live  Load,  50  ])ounds  per  sq.  ft.  of  office 
floors. 

2.  Live  Load  of  100  pounds  per  sq.  ft.  of 
basement,  first  floor  and  roof  garden. 

3.  Reduction  of  live  load  on  meml>ers  car- 
rying over  200  s(].  ft.  of  floor,  10^^  . 

4.  Reduction  on  columns,  109^  of  live  load 
on  top  floor,  then  159^  on  next  floor,  etc.,  to 
50%  maximum  reduction. 

5.  Reinforced  concrete  in  building,  allow- 
able stress  for  compression  ;  650  ])ound  per  sq. 
inch  for  1  :2  :4  mix. 

().  Reinforced  footings,  Tallx>ts  formula, 
l>ulh'tiii  Xo.  r;7,  Fnivei'sitv  of  Illinois. 
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7.  All  forniulas  in  ac(M^rdance  with  reeoni- 
nieiidatioiis  of  Joint  Committee  on  reinforeed 
concrete,  American  Society  of  Civil  Engineers. 

8.  Allowable  tensile  stress  for  all  steel  work 
of  anv  kind,  16,000  ponnds  per  sq.  in. 

9.  Allowable  shear  on  concrete  mix  1  :2  :4. 
120  pounds  }>er  sq.  in.  reinforced  bv  steel  stir- 
rups to  carrv  two-thirds  of  this  in  tension  at 
16,000  }X)nn(ls  per  sq.  in. 

10.  Allowable  l>earinfi'  on  reinforced  con- 
crete mix  1 :2  :4,  direct  bearina"  allowed  to  a  sur- 
face of  an  area  at  least  equal  to  twice  the  loaded 
area,  800  jx)unds  per  sq.  in. 

11.  Stresses  allowed  for  rivets,  shop  rivets 
bearing"  21,000  shear,  12,000  jxmnds  per  sq.  in. 
Field  rivets  bearing  20.000  shear.  10.000 
pounds  per  sq.  in. 

12.  Column  fonuula  used,  safe  load  per  sq. 
in.  equals  16,000  minus  70  L  R  pounds,  nor 
more  than  13,000  pounds. 

13.  Butt  plates  at  column  splices  only  where 
metal  of  upper  column  does  not  l)ear  directly  on 
metal  of  column  below. 

But  in  all  other  res|Dects,  the  construction  of 
the  said  building  shall  he  in  accordance  with  the 
provisions  of  the  Building'  Code  of  Baltimore 
City. 

Sectiox  1.  AiuJ  he  if  furflipv  ordained  that 
this  ordinance  shall  take  effect  from  the  date  of 
its  passage. 

Approved  Tune  2,  1022. 

W^r.  F.  BPtOEXTXG.  Mfujor. 
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'No,  Y14. 

An  ordinance  granting  permission  to  the  Church 
Home  and  Infirmary  to  construct  a  building  on  the 
west  side  of  Bethel  Street,  50  feet  north  of  Fair- 
mount  Avenue. 

Section  1.  Be  it  ordauied  hy  the  Mayor  a7id 
City  Council  of  Baltimore,  That  perinission  be 
and  the  same  is  hereby  gTaiited  to  the  Church 
Home  &  Infimiary  to  oonstriict  a  building  on 
the  west  side  of  Bethel  street  50  feet  north  of 
Faimionnt  avenne. 

Section  2.  And  he  it  further  ordained. 
That  in  the  construction  of  said  building  the 
said  Church  Home  &  Infirmary  be  and  it  is 
hereby  authorized  and  permitted  to  constmct 
the  said  building  in  accordance  with  the  engi- 
neering principles  and  fonnulas  hereinafter 
enumerated,  namely: 

1  :2  :4  Concrete : 

Direct  bearing  500  lbs.  per  sq.  inch. 

Direct  bearing  on  2X  loaded  area,  800  lbs. 

per  sq.  inch  on  contact  area. 
Fibre  stress  in  bending,  650  lbs.  per  sq.  incli. 
Fibre  stress  in  bending  at  supports,  650  ]^lus 

15^/r   per  sq.  inch  for  continuous  beams. 
Punching  shear,  120  lbs.  per  sq.  inch. 
Shear  measuring  diagonal  tension  40  lbs.  per 

sq.  inch,  no  stirrups. 
Shear  measuring   diagonal    tension    120   lbs. 

per  sq.  inch,  stirruy)s  and  lient  bars. 

1  :iy2:3  Concrete: 

Direct  bearing,  625  per  sq.  inch. 

Direct  bearing  on  2X  loaded  area,  1,000  lbs. 

per  sq.  inch  on  contact  area. 
Fil>re  stress  in  bending,  800  llis.  per  sq.  inch. 
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Fibre  stress  in  beiidin^i'  at  supports,  800  lbs. 
per  sq.  iiicli  plus  15%  p^r  sq.  inch  for  con- 
tinuous beams. 

Punching  shear,  150  lbs.  per  sq.  inch. 

Shear  measurino;  diaii'onal  tension,  50  lbs.  per 
sq.  inch. 

Shear  measuring  diagonal  tension,  150  lbs. 
per  sq.  inch,  stirrups  and  bent  bars. 

Slcid  : 

Tensile  stress  in  reinforcing  bars,  16, 000 J 
per  sq.  inch. 

Compression  stress  on  bars  in  l>eams,  10,000Jf 
per  sq.  inch. 

Unit  direct  shear  on  bars,  10, 000 J  per  sq. 
inch. 

Bond  stress,  plain  bars.  SOJ,  defonned  bars, 
lOOJt  for  1  :2  :4  mix,  and  100  and  120J(:  re- 
spectively for  I'.lYo  :S  mix.  Hooks  to  add 
15%. 

Modulus  of  elasticity,  15  and  12  for  1 :2  :4 
and  1  :li/4  :  3  mix,  respectively. 

Fo  mini  as : 

Beams — The  straight  line  formulas  for  flex- 
ure. 
Columns — P  equals  fc  (Ac  plus  n  As). 

Columns : 

Rodded  Columns : 

Vertical  rods  not  less  than  1'  <  nor  more  than 
4%. 

P  equals  500  Ac  7500  avs  for  1 :2  :4. 

P  equals  625  Ac  7500  avs  for  1  ill/o  :3. 

(Structural  Steel  Cols,  encased  in  concrete.) 

To  be  designed  stress  (18,000  minus  70L/R 
lbs.  per  sq.  inch  in  direct  compression,  and 
to  be  covered  with  four  inches  of  concrete 
reinforced  with  vertical  rods  and  hooping. 
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(Hooped   Coluniiis)  :   Vertical   rods  not  less 

than  1%  nor  more  than  4%. 
P  equals  850  Ac  10,000  avs  for  1 :2  :4. 
P  equals  1,050  Ac  10,000  avs  for  1  :iy2  :  3. 

General  Assumption  of  Desigii : 

For  single  spans,  span  equals  distance  center 

to  center  of  supports. 
For   continuous   or   restrained   beams,    span 

equals  clear  distance  l>etween  supports. 
Pi'ackets  at  angle  of  45°  reduce  span  to  point 

where    their    de])th    equals    1/3    of    beam 

de])tli,   brackets   to  l)e   designed  for  shear 

and  bending'. 

Tee  Beams : 

The  assumed  effective  width  of  tee  beams 
shall  not  exceed  one-sixth  the  span  length 
on  either  side  of  beam,  nor  shall  the  over- 
hang on  either  side  at  the  web  exceed  six 
times  the  thickness  at  the  slab,  nor  shall 
the  total  effective  width  on  either  side  of 
center  of  beam  exceed  three-eighths  of  the 
disitance  betweeai  centers  of  the  adjoining- 
beams. 

Continuous  Beams  and  Slabs : 

]\r  equals  WL  divided  by  8 ;  WL  divided  by 
10;  WL  divided  by  12;  for  simple,  semi- 
continuous  and  c-ontinuous  meml^ers  re- 
spectively, where  W  equals  total  load.  But 
in  all  other  respects  the  construction  of  said 
building  shall  be  in  accordance  with  the 
provisions  of  the  present  Building  Code  of 
Baltimore  City. 

Put  in : 

Live  load,  first  floor,  50  lbs.  per  sq.  ft. 
Live  load,  upper  floors,  40  lbs.  per  sq.  ft. 
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Section  3.  Ami  be  it  further  ordained, 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  Tune  10th,  1922. 

WM.  F.  BROEXIXG,  ^fajjor. 


No.  715. 

An  ordinance  authorizing  and  directing  the  Harboi- 
Engineer  to  make  and  amend  from  time  to  time 
Rules  with  reference  to  the  safe  use  of  each  Bridge 
under  his  jurisdiction  and  control,  to  post  said 
Rules  on  the  said  Bridge,  and  providing  a  penalty 
for  the  violation  of  such  Rules. 

Sectiox  1.  Be  it  ordained  hi/  the  Mayor  and 
City  Conncil  of  Baltimore,  that  the  Harbor 
Engineer  l>e  and  he  is  hereby  anthorized  and 
directed  to  make,  and  from  time  to  time  amend 
the  same,  mles  as  to  the  safe  nse  of  each  of  the 
brid.o'es  nnder  his  jnrisdiction  and  contix)!.  Im- 
mediately after  the  adoption  of  snch  rules  as  to 
a  particular  bridge  the  same  shall  be  posted  in 
a  conspicnons  manner  on  said  bridge  so  as  to  be 
easily  seen  by  all  persons  nsing  said  bridge. 
Any  person  violating  any  mle  of  the  Harbor 
Engineer  as  to  the  nse  of  a  bridge  after  said 
rnles  shall  have  been  posted  on  said  bridge  as 
aforesaid,  shall  be  deemed  gnilty  of  a  misde- 
meanor and  shall  be  subject  to  a  fine  of  not  less 
than  Ten  "Dollars  ($10.00)  nor  more  than  Fifty 
Dollars  ($50.00")  for  each  offense,  said  tine  to 
be  collected  as  other  tines  for  violations  of  City 
ordinances  are  collected. 

Approved  Jnne  10,  1P22. 

Wl\r.  F.  EEOE:N'T:NrG,  Mayor, 
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No.  716 

An  ordinance  granting  permission  to  Dr.  H.  A.  Meis- 
ner  to  alter  and  convert  the  present  buildings  at 
1133  and  1135  Harford  Avenue,  for  use  as  veteri- 
nary hospital  and  garage. 

Wheraas,  the  present  buildings  located  at 
1133  and  1135  Harford  Avenne  are  nsed  as  a 
veterinary  hospital  and  stables;  and 

AVhereas,  it  is  desired  to  alter  and  convert  the 
buildings  for  nse  as  a  veterinary  hospital  and 
garage;  and 

Whereas,  Ordinance  'No.  606%,  which  be- 
came effective  Jnne  17,  1921,  prohibits  the  erec- 
tion of  a  public  garage  within  300  feet  of  any 
clnirch ;  and 

Whereas,  there  is  no  objection  on  the  part  of 
tlie  Harford  Ave.  M.  E.  Chnrch,  sitnated  at  the 
northeast  corner  of  Harford  avenue  and  Eiddle 
street,  to  the  proposed  alteration  and  conversion 
of  said  buildings ;  therefore 

Section  1.  Be  it  ordained  hy  the  Mayor  a7id 
City  Council  of  Baltimore,  That  permission  be 
and  the  same  is  hereby  granted  to  Dr.  H.  A. 
Meisner  to  alter  and  convert  the  present  build- 
ings at  1133  and  1135  Harford  avenue,  for  use 
as  a  veterinary  hospital  and  garage;  the  altera- 
tions to  said  buildings  to  be  made  under  the 
supendsion  of  the  Inspector  of  Buildings  of 
Baltimore  City  in  accordance  with  the  Building 
Laws  of  said  City. 

Section  2.  And  he  it  further  ordained, 
Til  at  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  Tune  10,  1922. 

WM.  F.  BROENING,  Mayor. 
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1^0.  717. 


An  ordinance  to  repeal  Section  39,  Paragraphs  1  to  59,  inclusive. 
title  "Elevators,"  of  Ordinance  No.  155,  approved  June  19,  1908, 
entitled  An  Ordinance  repealing  and  reordaining  with  amend- 
ments Article  VII  of  the  Baltimore  City  Code  of  1893,  title 
"Buildings,"  and  to  reordain  the  same  with  amendments. 

Section  1.  Be  it  ordained  bv  the  Mayor  and  City  Council 
of  Baltimore,  That  Section  39,  paragraphs  one  to  fifty-nine, 
inclusive,  title  ^'Elevators,"  of  Ordinance  ]^o.  155,  approved 
June  19th,  1908,  be  and  the  same  are  hereby  repealed  and 
re-enacted,  so  as  to  read  as  herein  set  forth  in  sections  and 
rules  and  to  be  known  as  the  '''Elevator  Code,"  as  follows: 


ELEVATOK  CODE. 

Section  1.  a.  This  Code  of  safety  standards  shall  apply 
to  the  construction,  maintenance  and  operation  of  elevators, 
dumbwaiters,  escalators  and  their  hoistways  except  as  stated 
in  the  following  paragraph  : 

b.  This  Code  does  not  apply  to  belt,  bucket,  scoop,  roller 
or  similar  inclined  or  vertical  freight  conveyors,  tiering  or 
piling  machines  skip  hoists,  wharf  ramps  or  apparatus  in 
kindred  classes,  amusement  devices,  stage  lifts  or  lift  bridges, 
elevators  of  capacity  exceeding  30,000  pounds  and  platform 
area  exceeding  300  square  feet  when  suspended  by  cables 
near  each  corner  of  the  hoistway  and  at  additional  positions. 

c.  The  Code  recognizes  the  deteriorating  influence  of 
wear,  rough  usage,  and  the  atmospheric  conditions  under 
which  elevator  apparatus,  particularly  door  locks,  interlocks 
and  electric  contacts,  are  required  to  operate.  In  the  design 
and  installation  of  such  apparatus,  due  regard  must  be  given 
to  these  conditions  and  to  the  construction  upon  which  such 
apparatus  is  mounted. 
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Definitions. 

Section  2.  In  the  Code  the  meaning  of  the  following 
terms  shall  be  as  herein  defined. 

Elevator.  An  elevator  is  a  hoisting  and  lowering  mechan- 
ism equipped  with  a  car  or  platform  which  moves  in  guides 
in  a  substantially  vertical  direction. 

Dumbwaiters,  endless  belts,  conveyors,  chains,  buckets,  etc., 
used  for  the  purpose  of  elevating  materials,  and  tiering  or 
piling  machines  operating  within  one  story,  are  not  included 
in  the  term  "Elevator." 

Elevators  are  divided  into  two  classes,  as  follows:  (1) 
Passenger  Elevators ;  (2)  Freight  Elevators. 

Passenger  Elevator.  A  passenger  elevator  is  an  elevator 
on  which  passengers,  including  employees  other  than  those 
specified  in  the  definition  of  freight  elevator,  are  permitted  to 
ride. 

Freight  Elevator.  A  freight  elevator  is  an  elevator  used 
for  carrying  freight,  on  which  only  the  operator  and  the  per- 
sons necessary  for  loading  and  unloading  are  permitted  to 
ride. 

Dumhivaiter.  A  dumbwaiter  is  a  hoisting  and  lowering 
mechanism  equipped  with  a  car,  the  floor  area  of  which  does 
not  exceed  nine  (9)  feet,  whose  compartment  height  does  not 
exceed  four  (4)  feet,  the  capacity  of  which  does  not  exceed 
500  pounds  and  which  is  used  exclusively  for  carrying  small 
packages  and  freight. 

Escalator.  An  escalator  is  a  moving  Inclined  continuous 
stairway  or  runway  used  for  raising  or  lowering  passengers. 

Power  Elevator.  A  power  elevator  is  an  elevator  in  which 
the  motion  of  the  car  is  obtained  by  applying  energy  other 
than  by  hand  or  gravity. 
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Electric  Elevator.  An  electric  elevator  is  an  elevator  in 
which  the  motion  of  the  car  is  obtained  bv  an  electric  motor 
directly  applied  to  the  elevator  machinery. 

Hydraulic  Elevator.  A  liydranlic  elevator  is  an  elevator 
in  which  the  motion  of  the  car  is  obtained  by  liquid  under 
pressure. 

Plunger  Elevator.  A  plunger  elevator  i?  a  hydraulic  ele- 
vator having  a  ram  or  plunger  directly  attached  to  the  under 
side  of  the  car  platform. 

Steam  Elevator.  A  steam  elevator  is  an  elevator  in  whicli 
the  motion  of  the  car  is  obtained  by  a  steam  engine  directly 
applied  to  the  elevator  machinery. 

Single-Belied  Elevator.  A  single-belted  elevator  is  an  ele- 
vator in  which  the  machine  is  connected  to  a  reversible  motor, 
engine  or  turbine  by  a  belt  or  other  similar  means. 

The  use  of  single-belted  elevators  is  prohibited  by  this 
Code. 

Double-Belted  Elevator.  A  double-belted  elevator  is  an 
elevator  in  which  the  machine  is  connected  to  a  separate 
source  of  power,  such  as  shafting,  by  tw^o  belts  or  similar 
means  and  in  which  the  direction  of  motion  is  changed  with- 
out reversal  of  the  prime  mover. 

Platform  Elevator.  A  platform  elevator  is  an  elevator 
the  platform  of  which  is  suspended  or  supported  at  one  or 
more  points  at  or  below  the  platform  level. 

A  platform  elevator  within  the  building  line,  having  a  travel 
exceeding  fifteen  (15)  feet  shall  conform  to  the  requirements 
for  either  passenger  or  freight  elevators,  depending  upon  the 
use  to  which  it  is  put. 

Automatic  Button-Control  Elevator.  An  automatic  but- 
ton-control elevator  is  an  elevator  the  operation  of  which  is 
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controlled  by  buttons  in  such  manner  tliat  all  landing  stops 
are  automatic. 

Sidewalk  Elevator.  A  sidewalk  elevator  is  a  freight  ele- 
vator of  the  platform  type  the  hatch  opening  of  which  is 
located  either  partially  or  wholly  outride  the  building. 

Sidewalk  elevators  having  a  travel  exceeding  thirty  (30) 
feet  shall  conform  to  the  requirements  of  power  freight  ele- 
vators. 

Hand  Elevator.  A  hand  elevator  is  an  elevator  which  is 
operated  by  hand  or  gravity  and  which  has  no  other  power 
attached. 

Gravity  Elevator.  A  gravity  elevator  is  an  elevator  which 
is  used  only  for  the  lowering  of  freight  by  gravity. 

Elevator  Macliine.  An  elevator  machine  is  the  machinery 
and  its  equipment  used  in  raising  and  lowering  the  elevator 
car  or  platform: 

Winding-Drum  Machine.  A  winding-drum  machine  is  an 
elevator  machine  in  which  the  cables  are  fastened  to,  and 
wind  on  a  drum. 

Traction  Machine.  A  traction  machine  is  an  elevator  ma- 
chine in  which  the  motion  of  the  car  is  obtained  by  means  of 
traction  between  the  driving  drum,  sheave  or  sheaves  and  the 
hoisting  cables. 

Elevator  Car  or  Platform.  An  elevator  car  or  platform 
is  the  load-carrying  unit,  including  its  supporting  and  guid- 
ing frame,  and  enclosure. 

Car  Sling.  A  car  sling  is  the  supporting  frame  to  which 
the  car  platform,  upper  and  lower  sets  of  guide  shoes  and  the 
hoistina'  cables  are  usuallv  attached. 
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Suspension  Frame.  A  suspension  frame  is  the  structure 
(^including  tlie  ear  sling,  if  any)  to  wliicli  tlie  lioisting  cables 
are  usually  attached  and  which  support  the  car  Hoor  and  sill. 

Hoistivay.  A  hoistway  is  any  shaftway,  hatchway,  well 
hole  or  other  vertical  opening  or  space  in  which  the  elevator 
or  dumbwaiter  is  designed  to  operate. 

Hoistway  Enclosure.  A  hoistway  enclosure  is  any  sub- 
stantially vertical  structure  which  separates  the  hoistway, 
either  wholly  or  in  part,  from  the  lloors  or  landings  through 
which  the  hoistway  extends. 

Landing.  A  landing  is  that  portion  of  a  floor,  balcony  or 
platform  used  to  receive  and  discharge  passengers  or  freight. 

Travel.  The  travel  of  an  elevator  or  dumbwaiter  is  the 
vertical  distance  from  the  lowest  to  the  highest  landing. 

Overtravel.  Overtravel  at  the  top  of  the  hoistway  is  the 
distance  which  the  empty  car  or  platform  will  travel  above 
the  top  terminal  landing  under  normal  nmning  conditions, 
until  stopped  by  automatic  means  independent  of  the  manual 
car  control. 

Overtravel  at  the  bottom  of  thp  hoistway  is  the  distance 
available  for  the  car  platform  to  travel  below  the  lower  termi- 
nal landing  without  any  part  of  the  car  construction  being 
obstructed,  except  by  the  bumpers  or  buffers  installed  in  the 
pit.  The  movement  of  the  car  necessary  to  fully  compress 
the  bumpers  or  buffers  may  be  included  in  the  overtravel  at 
the  bottom. 

Clearance.  Clearance  at  the  top  of  the  hoistway  is  the 
vertical  distance  which  the  car  and  sling  can  travel  above  the 
limits  of  the  top  overtravel  without  striking  any  part  of  the 
overhead  structure. 

Clearance  at  the  bottom  of  the  hoistway  is  the  vertical  dis- 
tance between  anv  obstruction  in  tlie  lioistwav  extension  be- 
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low  the  bottom  terminal  lauding  and  the  lowest  point  on  the 
nnderstructure  of  the  car  sling,  exclusive  of  the  safeties, 
guide  brackets,  or  shoes,  when  the  car  is  resting  on  the  bump- 
ers or  buffers  when  fully  compressed. 

Clearance  on  the  sides  of  the  hoistw^ay  is  the  horizontal  dis- 
tance between  any  point  of  the  elevator  car,  exclusive  of  the 
car-sling  or  suspension  frame,  and  the  hoistway  enclosure  or 
any  projection  into  the  hoistway. 

Hoistway  Door  or  Gate.  A  hoistway  door  or  gate  is  the 
door  or  gate  in  the  enclosure  of  the  elevator  hoistway  at  any 
landing. 

JJoor  Closer.  A  door  closer  is  a  device  which  will  auto- 
matically close  the  door  when  released  by  the  operator,  i^o 
device  to  hold  open  the  door  or  doors  will  be  permitted  unless 
it  is  so  designed  and  installed  as  to  release  the  door  as  soon 
as  the  car  moves  from  the  landing. 

Car  Door  or  Gate.  A  car  door  or  gate  is  the  door  or  gate 
in  the  elevator  car. 


Full- Automatic  Door  or  Gate.  A  full-automatic  door  or 
gate  is  one  wdiich  is  opened  and  closed  automatically,  directly 
or  indirectly,  by  the  motion  of  the  car. 

Semi -Automatic  Door  or  Gate.  A  semi-automatic  door  or 
gate  is  one  which  is  manually  opened  and  is  closed  directly 
or  indirectlv  bv  the  motion  of  the  car. 


Independently  Operated  Door  or  Gate.  An  independent- 
ly operated  door  or  gate  is  one  which  is  opened  and  closed 
manually  or  by  power  from  a  source  in  no  way  derived  from 
tlic  motion  of  the  car. 

TIoisfing-Door  Tntrrlorlc.  A  lioistwny-floor  iuterlock  is  a 
device  tlio  purpose  of  wliicli  is: 
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First,  to  prevent  the  normal  operation  of  tiie  car : 

a.  Unless  only  that  hoistway  door,  opposite  which  the  car 
is  standing,  is  closed  and  locked  (Door  Unit  System)  ;  or 

b.  Unless  all  hoistway  doors  are  closed  and  locked  (Hoist- 
way  Unit  System)  ;  and 

Second,  to  prevent  the  opening  of  a  hoistway  door  from 
landing  side : 

a.  Unless  the  car  is  standing  at  rest  at  that  landing;  or 

b.  Unless  the  car  is  coasting  past  the  landing  with  its  car 
control  mechanism  in  the  STOP  position. 

The  interlock  shall  not  prevent  the  movement  of  the  car 
when  the  emergency  release  hereinafter  described  is  in  tem- 
porary use  or  when  the  car  is  being  moved  by  a  car -leveling 
device. 

A  hoistway  door  or  gate  shall  be  considered  closed  and 
locked  when  within  four  (4)  inches  of  full  closure,  if  at  this 
position  and  any  other  up  to  full  closure  the  door  at  gate  can- 
not be  opened  from  the  landing  side  more  than  four  (4) 
inches. 

Interlocks  may  permit  the  starting  of  the  elevator  when 
the  door  is  within  four  (4)  inches  or  less  of  full  closure,  pro- 
vided that  the  door  can  again  be  opened  up  to  four  (4)  inches 
from  full  closure  from  any  position  within  this  range  except 
that  of  full  closure. 

Hoistivay-Door  Electric  Contact.  A  hoistwaj-door  elec- 
tric contact  is  an  electrical  device  the  purpose  of  which  is  to 
prevent  the  normal  operations  of  the  car : 

a.  Unless  only  that  hoistway  door  opposite  which  the  car 
is  standing  is  within  two  (2)  inches  of  the  fully  closed  posi- 
tion (Door  Unit  System)  ;  or 

b.  Unless  all  hoistway  doors  are  within  two  (2)  inches 
of  the  fully  closed  position. 

The  contact  shall  not  prevent  the  movement  of  the  car  when 
the  emergency  release  hereinafter  described  is  in  temporary 
use  or  when  the  car  is  being  moved  by  a  car-leveling  device. 

Car-Gate  Electric  Contact.  A  car-gate  electric  contact  is 
an  electrical  device  the  purpose  of  which  is  to  prevent  the 
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normal  operation  of  the  car — except  by  the  use  of  a  car-level- 
ing device — nnless  the  car  gate  is  in  the  closed  position. 

Emergency  Release.  An  emergency  release  is  a  device 
the  purpose  of  which  is  to  make  inoperative  electric  contacts 
or  hoistway-doors  interlocks  in  case  of  emergency. 

Automatic  Car-Leveling  Device.  An  antomatic  car-level- 
ing device  *is  an  apparatus  the  purpose  of  which  is  to  move 
the  car  automatically  toward  the  landing  level  from  either  di- 
rection and  to  maintain  the  car  platform  at  the  landing  level 
during  loading  or  imloading. 

N 071- Automatic  Car-Leveling  Device.  A  non-automatic 
car-leveling  device  is  an  apparatus  the  purpose  of  which  is  to 
adjust  the  car  toward  the  landing  level  from  either  direction 
during  loading  or  unloading. 

A  leveling  device,  however,  may  also  he  used  for  the  emerg- 
ency operation  of  the  car. 

Inspector  of  Buildings,  means  the  Inspector  of  Buildings 
for  Baltimore  City. 

PART  I.— HOISTWAY   CONSTRUCTION   FOR  PASSENGER  AND 
FREIGHT  ELEVATORS  AND  FOR  DUUIBWAITERS. 

SECTION  3.— HOISTWAY  CONSTRUCTION. 

Rule  1. — Fire-Resisting  Hoistway  Enclosures. 

a.  Passenger  elevators  shall  be  installed  in  fire-resisting 
hoistwavs  conforming  to  the  requirements  of  the  Building 
Code  of  the  City  of  Baltimore.     (2) 

Exception:  Elevators  in  private  residences. 
Experience  has  demonstrated  the  value  of  the  elevator  as  a 
life-saving  device  in  case  of  fire.  A  simple  form  of  fire- 
resisting  construction  (cement  plaster  on  metal  lath)  will 
usually  resist  a  fire  for  a  greater  length  of  time  than  the 
elevator  can  be  used  as  an  exit  from  a  burning  building. 
Fire-resisting  hoistways  are  therefore  recommended  for  all 
elevators.  The  question  of  fire-proofing  freight-elevator  hoist- 
ways  will  be  determined  by  local  conditions.    (2) 
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1).  All  landing  openings  in  a  iire-resisting  lioistway  en- 
closure shall  be  provided  with  iii-e-resisting  doors  which  com- 
ply with  the  Code,  or  with  the  laws  or  ordinances  mentioned 
in  Eule  1  a,  in  so  far  as  there  is  no  conflict  with  Rule  1  a, 

Section  5,  of  this  Code.     (2) 

For     non-fire-resisting     hoistway     enclosures,    see    Rule     2, 

Sec.  4. 

Rule  2.— Clearance  on  the  Sides  of  the  Hoistways  of  Power 
Elevators. 

a.  The  hoistway  of  a  power  elevator  shall  have  a  clear- 
ance of  not  less  than  three-fourth  (%)  inch  between  the  sides 
of  the  car  and  the  hoistw^ay  enclosure,  and  not  less  than  one 
(1)   inch  clearance  between  the  car  and  its  connterweigjits. 

(2). 

Exception:     Platform  and  sidewalk  elevators  having  a  travel 

of  not  more  than  thirty  (30)  feet. 

b.  The  clearance  between  the  car  platform  and  the  land- 
ing thresholds  shall  be  not  less  than  three-fourths  (%)  inch 
nor  more  than  one  and  one-half  (1%)  inches.     (2) 

Exception:     Platform  and  sidewalk  elevators  having  a  travel 
of  not  more  than  thirty  (30)  feet. 

TABLE  1  OVERTRAVEL  AND  CLEARANCE  FOR  POWER  ELEVATORS 


Speed,  ft.  per  min. 


Above 


To  and 
including 


Over- 
travel 
at  top, 
ft. 


Clearance 

at  the 

top, 

ft. 


Over- 
travel 
at  bottom, 
ft. 


Clearance 

at  bottom, 

ft. 


For  Plunger  Elevators 


0 

50 

2J^ 

2 

1 

2 

50 

150 

3 

2 

IH 

2 

150 

300 

5 

2 

2H 

2 

300 

500 

7 

2 

3K2 

2 

For  Power  Elevators  or  Other  Types 


0 

150 

3 

2 

IM 

2 

150 

350 

4 

2 

2K2 

2 

350 

500 

5 

2 

W'i 

2 

500 

600 

5H 

2 

4H 

2 

600 

800 

6 

2 

5M 

2 
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c.  The  clearance  between  a  lioistway  enclosnre  and  a  load- 
ing side  of  the  car  platform  shall  be  not  more  than  four  (4) 
inches.     (2) 

Exceptions : 

(1st)  Platform  and  sidewalk  elevators  having  a  travel  of 
no  more  than  thirty  (30)  feet. 

(2nd)  Elevators  having  car  gates  provided  with  electric 
contacts. 

d.  If  two  or  more  cars  are  operated  in  adjacent  hoist- 
ways,  the  clearance  between  cars  shall  be  not  less  than  two 
(2)  inches.     (2) 

e.  If  ' 'furring  out"  be  necessary  to  comply  with  the  fore- 
going requirements,  the  '^furring"  shall  conform  to  the  re- 
quirements of  Rule  2,  Section  4,  for  lioistway  enclosures.  (2) 

Rule  3. — Pits,  Overtrarel  and  Clearances. 

a.  A  pit  shall  be  provided  at  the  bottom  of  every  power- 
elevator  hoistway.     (2) 

Exception:  Platform  elevators  having  a  travel  of  not  more 
than  fifteen  (15)  feet. 

1).      The  minimum  clearance  and  overtravel  at  the  top  and 
the  bottom  of  power-elevator  lioistway s  shall  be  those  given 
in  Table  1.     (2) 
Exceptions : 

(1st)  The  pit  for  power  sidewalk  elevators  shall  be  not  less 
than  two   (2)   feet  deep; 

(2nd)  No  overtravel  shall  be  required  at  the  bottom  of  the 
hoistway  of  platform  elevators  having  a  travel  not  in  excess 
of  fifteen  (15)  feet. 

c.  The  floor  of  the  pit  shall  be  approximately  level.  Suf- 
ficient slope  shall  be  allowed  for  drainage  but  no  recess  shall 
be  allowed  under  the  car  sling.     (2) 

The  requirements  of  this  paragraph  may  be  waived  if  old 
foundation  footings  are  encountered  in  a  new  installation  and 
it  is  inadvisable  to  remove  the  footing  entirely.  The  hazard 
due  to  an  uneven  pit,  however,  should  be  recognized  and  pre- 
caution taken  to  minimize  this  hazard. 
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(I.  Tlie  iiioveniciit  necessary  to  compress  the  bumpers 
may  be  included  in  the  overtravel  at  the  bottom.     (2 ) 

e.  A  minimum  overtravel  of  eighteen  (18)  inches  shall 
be  provided  at  the  top  for  band  elevators.  Xo  travel  is  re- 
quired at  the  bottom  for  hand  elevators.     (2) 

f.  Xo  overtravel  or  clearance  shall  be  required  for  hand- 
dumbwaiters.     (2) 

g.  The  minimum  overtravel  at  the  top  and  the  bottom  of 
power-dumbwaiter  hoistwavs  shall  be  as  given  in  Table  2. 

(2) 

Exception:      Xo  overtravel  shall  be  required  at  the  top  for 

"undercounter"  dumbwaiters. 


Table  2 — Overtravel  for  Power  Dumbwaiters. 


Speed,  ft.  per  min. 


Above. 

To  and  including 

0 

100 
200 

100 
200 
500 

Overtravel  at  top 
and  bottom. 


9  in. 

1  ft.  6  in. 

2  ft.  6  in. 


Rule  1. — HoistAvay  Windows  and  Penthouses. 

a.  Windows  in  the  hoistway  enclosure  of  a  power  freight 
elevator  shall  be  provided  with  vertical  bars  or  grating  having 
clearance  as  specified  in  Rule  2c  if  the  car  has  an  entrance 
toward  this  wall.  The  upper  surface  of  the  recess  formed  by 
»r  between  the  vertical  bars  shall  be  beveled  as  specified  for 
projections  in  Rule  2f.  Sec  4.     f  1) 

Exception:     Elevators  having  car  gates  equipped  with  elec- 
tric contacts. 


28  OKDIXAXCKS. 

1).  Windows  in  the  lioistway  enclosure  shall  be  fitted  on 
the  outside  or  inside  with  vertical  metal  bars  not  less  than 
five-eighths  (%)  inch  in  diameter  and  spaced  not  more  than 
ten  (10)  inches  apart,  or  wire  mesh  screen  not  greater  than 
1%  inch  mesh.     (1) 

This  is  the  usual  metliod  of  indicating  on  the  exterior  of  the 
building  the  location  of  an  elevator  hoistway,  and  serves  to 
warn  firemen  attempting  to  enter  the  building  or  placing  lad- 
ders against  such  windows. 

c.  Adequate  permanent  provision  for  artificial  light 
(electric  light,  if  available)  shall  be  made  in  the  penthouses 
of  power  elevators. 

The  penthouse  lighting  switch,  if  electric  light  is  used,  or 
the  lamp,  if  electricity  is  not  available,  shall  be  within  easy 
reach  of  the  entrance  to  the  penthouse. 

It  is  recommended  that  the  elevator  service  switch  and  the 
penthouse  lighting  switch  be  located  at  the  lock  jamb  side  of 
the  penthouse  entrance  door.  Both  these  switches  shall  be 
of  the  enclosed  type.     (1) 

d.  Safe  and  convenient  access  to  the  penthouse  entrance 
shall  be  provided.  When  penthouse  entrance  is  more  than 
four  (4)  feet  above  the  adjacent  floor  or  roof  surface,  access 
shall  be  provided  by  means  of  an  iron  ladder  or  stairs  with  an 
incline  not  in  excess  of  60  degrees  from  the  horizontal. 

The  ladder  or  stairs  shall  be  fitted  with  metal  handrail 
above  the  outside  stringers.  When  the  entrance  door  opens 
outwardly  a  platform  shall  be  provided  not  more  than  eight 
(8)  inches  below  the  door  sill.  The  platform  shall  be  not 
less  than  two  (2)  feet  wide  and  shall  project  not  less  than 
two  (2)  feet  beyond  the  ''lock"  jamb  of  the  door.  A  guard 
rail  shall  be  provided  at  the  edge  of  this  platform  except 
where  the  ladder  or  stairs  join  the  platform. 

Elevator  penthouses  shall  not  be  used  as  a  public  thorough- 
faro.  Doors  to  elevator  penthouses  shall  be  fitted  with  locks 
wliich  permit  the  door  to  bo  opened  from  the  inside  without 
n  key.     (4) 
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e.  Penthouses  of  power  -elevators  shall  be  constructed 
with  a  minimum  headroom  of  six  (6)  feet  above  the  platform 
required  in  Eule  4,  Sec.  3.     (2) 


Rule  5. — Machine  Snpports,  Loads  on  Snpports,  and  Factors  of 

Safety. 

a.  All  machinerv  and  sheaves  shall  be  so  supported  and 
anchored  as  to  effectually  prevent  any  part  becoming  loose  or 
displaced.  The  supporting  beams  shall  be  of  8teel,  sound  tim- 
ber or  reinforced  concrete.  It  shall  not  be  necessarv^  how- 
ever, to  install  beams  under  machinery  anchored  directly  to 
independent  foundations,  to  the  floor  of  the  machine  room 
or  to  the  platform  if  such  foundation,  floor  or  platform  is 
properly  constructed  to  support  the  loads.     (2) 

b.  In  computing  loads  on  overhead  supports,  due  allow- 
ance must  be  made  for  the  additional  stress  imposed  by  the 
acceleration  and  retardation  (32.2  ft.  per  sec.  per  sec.)  of 
the  moving  parts.     (2) 

c.  Xo  elevator  machinery  shall  be  hung  underneath  the 
supporting  beams  at  the  top  of  the  hoistway.     (1) 

Exceptions:  (1)  The  idler  or  deflecting  sheaves  with  their 
guards  and  frames;  (2)  devices  and  their  accessories  for  limit- 
ing or  retarding  the  car  speed;  and  (3)  dumbwaiter  machines. 

d.  The  factor  of  safety  based  on  the  ultimate  strength 
of  the  material  and  the  loads  assumed  in  "Rule  ob  shall  be  not 
less  than  the  following:    (1) 

For  steel 6 

For  timber 10 

For  reinforced  concrete 8 


Rule  6. — Platforms  Under  Machinery. 

a.  A  flooring  of  iron,  steel,  wood  or  reinforced  concrete, 
capable  of  sustaining  a  concentrated,  load  of  three  hundred 
(300)  pounds,  applied  at  any  point,  shall  be  provided  at  the 
top  of  the  hoistway  immediately  below  the  sheaves  or  at  the 
machine  beams.     (5) 
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Exceptions:  (1)  The  hoistways  of  elevators  operating 
through  automatic  hatch  covers;  (2)  sidewalk  elevators  outside 
the  building  line;   (3)  hand  elevators;  and  (4)  dumbwaiters. 

If  a  metal  grating  is  used  the  mesh  shall  be  not  larger  than 
one  and  one-half  (1%)  ii^ches.  Any  grating  with  mesh 
larger  than  one  (1)  inch  shall  be  covered  by  an  additional 
screen  of  not  larger  than  three-eighths  (%)  inch  mesh.  This 
screen  shall  be  securely  fastened  in  place. 

b.  If  the  grating  members  are  laid  flat,  they  shall  be  sup- 
ported by  battens  spaced  not  more  than  three  (3)  feet  apart. 
If  the  grating  members  are  placed  on  edge,  there  shall  be 
thimbles  between  each  two  members  strung  on  metal  rods  run- 
ning through  the  members.  The  rods  shall  be  riveted  at  their 
ends  and  spaced  not  more  than  three  (3)  feet  apart.  Equiva- 
lent construction  may  be  provided.     (5) 

c.  Wood  platforms  in  fire  resisting  hoistways  sliall  be  not 
less  than  three  (3)  inches  in  thickness.  If  the  platform  is 
made  of  two  or  more  layers  and  any  layer  is  less  than  three 
(3)  inches  in  thickness,  the  layers  shall  be  securely  spiked  or 
bolted  together.     (5) 

d.  The  grating  or  flooring  must  fill  the  entire  hoistway 
if  the  cross-sectional  area  is  fifty  (50)  square  feet  or  less, 
otherwise  the  platform  shall  extend  not  less  than  two  (2)  feet 
beyond  the  general  contour  of  the  sheaves  or  machines,  and 
to  the  entrance  of  the  hoistway  at  or  above  the  level  of  the 
platform.     (5) 

e.  If  the  platform  does  not  entirely  cover  the  hoistway, 
the  open  or  exposed  sid(^s  shall  be  provided  with  a  standard 
handrail  and  toeboard.  or  Avith  a  screened  railing  not  less 
than  forty-two  f  42  )  inches  high.    (See  Eule  la.  Sec.  4.)    (5) 

f.  Deflecting  sheaves  extending  below  the  machine  level 
shall  be  provided  with  cradles  which  comply  with  the  require- 
ments for  Class  "R  guards  referred  to  in  Kule  la.  Sec.  4.     (5) 

Exception:     Dumbwaiters. 
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Rule  7. — Stops  for  Counterweights. 

a.  Wliere  winding  drum  macliines  are  used  there  shall  be 
a  permanent,  substantial  beam  or  bar  at  the  top  of  the  coun- 
terweight guides  and  beneath  the  counterweight  sheaves  to 
prevent  the  counterweights  from  being  drawn  into  the  sheaves. 

(5) 

Exception:      Dumbwaiters. 

Rule  8. — Pipes  and  Wiring, 

a.  The  electrical  conductors  installed  in  or  under  an  ele- 
vator or  counterweight  hoistway  except  the  f  exible  cables  con- 
necting the  car  with  the  fixed  wiring,  shall  be  encased  in 
metal  conduits  or  shall  be  armored  cables.       (2) 

'Ro  pipes  conveying  gases  or  liquids  which  if  discharged 
into  the  hoistway  would  endanger  life,  shall  be  installed  in 
or  under  any  elevator  or  counterweight  hoistway.     (2) 

1^0  electrical  conduits  or  cables,  except  such  as  are  used  to 
furnish  or  control  power,  light,  heat  or  signals  for  the  ele- 
vator or  hoistways,  shall  have  an  opening,  terminal,  outlet  or 
injunction  within  the  hoistw^ay,  but  shall  be  continuous  be- 
tw^een  outlets  or  terminals  situ.ated  entirely  outside  the  hoist- 
way. 

It  is  not  intended  to  prohibit  the  interruption  of  long  runs 
for  the  purpose  of  supporting  or  pulling  in  conductors,  and 
pull  boxes  may  be  installed  for  this  purpose. 
Pipes,  conduits  and  armored  cables  shall  be  securely  fast- 
ened to  the  hoistway  enclosure.     (2) 

b.  'No  part  of  any  electric  circuit  having  a  nominal  volt- 
age in  excess  of  seven  hundred  and  fifty  (750)  volts  shall  be 
used  on  any  car-control  system.  Circuits  of  higher  nominal 
voltage  may.  however,  be  used  in  macliine  rooms  or  pent- 
houses for  the  operation  of  motors,  provided  that  all  control 
and  signal  wiring  is  thoroughly  insulated  from  the  power  cir- 
cuit and  all  machine  frames  and  metal  handropes  are  thor- 
oughly grounded.     (2) 
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c.  All  live  parts  of  electrical  apparatus  in  elevator  hoist- 
ways  shall  be  protected  against  accidental  contact  with  cur- 
rent-carrying parts  by  suitable  enclosing  coverings.  Metal 
coverings  shall  be  thoroughly  grounded.  All  wiring  shall 
comply  with  the  requirements  of  the  National  Electrical 
Safety  Code,  and  with  the  National  Electric  (Fire)  Code. 
(2) 

Rule  9. — Thoroughfares. 

a.  'No  thoroughfare  shall  be  permitted  across  the  hatch 
cover  of  a  hoistway  whether  inside  or  outside  of  a  building, 
except  over  the  hatch  cover  at  the  top  landing  of  a  platform 
or  sidewalk  elevator.     (2) 

b.  A  hatch  cover  of  the  vertical  lifting  type  for  a  plat- 
form elevator  shall  not  be  used  as  a  thoroughfare  nnless : 

(1)  There  is  a  space  of  two  (2)  feet  above  the  hatch  cover 
when  at  the  top  of  its  travel,  and 

(2)  Gates  not  less  than  thirty  (30)  inches  high  are  placed 
at  the  exposed  sides  before  the  hatch  cover  is  raised. 
(2) 

c.  A  hatch  cover  of  the  swinging  type  for  a  sidewalk  ele- 
vator shall  not  be  arranged  to  open  against  the  building  nor 
shall  it  be  used  as  a  thoroughfare  unless  when  vertically 
opened  there  is  a  space  of  eighteen  (18)  inches  between  the 
covers  and  any  obstruction  in  the  direction  of  opening.     (2) 

d.  There  shall  be  no  thoroughfare  under  the  hoistway  of 
any  elevator,  or  counterw^eight  unless  all  of  the  following  con- 
ditions exist:     (2) 

(1)  Bumpers  or  buffers  are  provided  conforming  to  the 
requirements  of  such  devices.  (See  Rule  2,  Sec.  8, 
and  Rule  2,  Sec.  12.) 

(2)  The  car  and  counterweights  are  provided  with  safety 
devices  conforming  to  the  requirements  for  such  de- 
vices. (See  Rule  5,  Sec.  7;  Rule  6,  Sec.  11 ;  Rule  4, 
Sec.  15.)     (2) 
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(3)  There  shall  be  a  floor  under  the  hoistway  sufficiently 
strong-  to  withstand  without  injury  the  impact  of  the 
car  or  counterweight  descending  with  rated  load  and 
at  normal  speed  or  at  governor  tripping  speed  where 
a  governor  is  used.  (2) 
Exception:     Dumbwaiters. 

SECTION   4.— HOISTWAY   GUARDS   AND   SCREENS. 

Rule  1. — Standard  Guards. 

a.  Tlie  standard  r.iilings,  toeboards,  guards  for  cables  and 
machinery,  etc.,  mentioned  in  this  Code  shall  conform  to  the 
requirements  of  the  American  Standard  Code  for  Power- 
Transmission  Machinery.    (5)    (See  Appendix.) 

Kule  2. — Non-Fire-Kesisting  Hoistway  Enclosures. 

a.  Where  fireproof  construction  is  not  required,  hoistway s 
shall  be  enclosed  to  a  height  not  less  than  six  (6)  feet  from 
each  floor  on  all  sides  not  used  for  loading  or  unloading. 
Where  material  is  stored  near  a  hoistway  enclosure  the  en- 
closure shall  extend  from  floor  to  ceiling.  (See  Rule  2h.)  (5) 

Exception:  The  hoistways  of  dumbwaiters  serving  more 
than  two  floors  shall  be  enclosed  from  floor  to  ceiling. 

b.  Where  an  elevator  is  located  adjacent  to  a  stairway, 
that  portion  of  the  hoistway  adjoining  the  stairway  shall  be 
enclosed  to  a  height  of  not  less  than  six  (6)  feet  above  each 
stair  tread.     (5) 

c.  The  hoistways  of  power  passenger  and  freight  eleva- 
tors shall  be  enclosed  from  door  lintel  to  ceiling,  on  the  sides 
used  for  loading  or  unloading'. 

Exceptions:  (1)  Platform  elevators  within  a  building  hav- 
ing a  travel  not  exceeding  fifteen  (15)  feet;  (2)  sidewalk  ele- 
vators having  a  travel  not  exceeding  thirty  (30)  feet;  (3)  ele- 
vators operating  through  automatic  hatch  covers;  and  (4)  ele- 
vators having  gates  provided  with  car-gate  electric  contacts. 
(See  Rule  2c,  Sec.  3.) 
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The  enclosure  shall  he  not  more  than  four  (4)  inches  from 
the  edge  of  the  car  platform  on  the  sides  used  for  loading  or 
unloading.     (  5  ) 

d.  Enclosures  shall  be  building  walls,  solid  or  latticed 
partitions,  grille  work,  metal  grating,  expanded  metal,  or 
wood. 

Where  wire  grille  work  is  used,  the  wire  shall  be  not  less 
than  Xo.  13  Steel  Wire  Gage  (0.0915  in.  diam.),  and  the 
mesh  shall  be  not  more  than  two  inches. 

Where  expanded  metal  is  used,  the  thickness  shall  be  not 
less  than  Xo.  13  U.  S.  Gage  (0.004  in.  diam.). 

Wood  slats  shall  be  not  less  than  one-half  (V2)  i^ch  thick. 

The  spacing  between  vertical  bars  or  slats  shall  be  not  more 
than  one  (1)  inch,  except  where  used  as  ^'furring"  material 
required  in  Rule  2,  Sec.  3.  In  this  case  the  spacing  between 
vertical  bars  or  slats  shall  be  not  more  than  four  (4)  inches. 

(5) 

e.  When  any  of  the  following  conditions  exist,  openings 
in  the  enclosures  shall  he  covered  with  a  netting  of  square 
mesh  not  greater  than  one-half  (%)  inch  and  of  wire  not 
smaller  than  [N'o.  20  Steel  Wire  Gage  (0.0348  in.  diam.)  : 

(1)  The  clearance  between  the  enclosure  and  any  part  of 
the  cars,  counterweight  or  any  sliding  landing  door  is 
less  than  one  (1)  inch. 

(2)  The  enclosure  is  grille  or  openwork  having  openings 
which  will  pass  a  one  and  one-half  (IY2)  ii^ch  dia- 
meter ball. 

(3)  The  openings  in  the  enclosure  are  within  reach  of  a 
person  standing  on  a  landing,  stairway,  floor  or  car 
platform.     (5) 

f.  Projections  extending  inward  one  (1)  inch  or  more 
from  the  general  surface  of  the  hoistway  enclosure,  and  whicli 
are  opposite  a  car  entrance  of  a  power  elevator  sliall  be 
beveled  on  the  under  side  at  an  angle  of  not  less  than  sixty 
(GO)  degrees  from  the  horizontal  or  shall  be  guarded  with 


metal  plates  or  Ly  wood  faced  with  metal  of  not  less  than  Xo. 
11  U.  S.  Gage  (0.125  in.).  These  plates  or  guards  shall  be 
firmly  and  permanently  fastened  to  the  hoistwav  enclosure. 

(4) 

Exception:      Elevators   having   cars   provided   with  car-gate 

electric  contacts. 

g.  Recesses,  other  than  windows  and  landing  openings 
in  the  general  surface  of  the  hoistway  enclosure  of  a  power 
freight  elevator,  which  are  opposite  a  car  opening  shall  be 
filled  in  flush  with  the  general  surface  of  the  hoistway  to  com- 
ply with  rule  2d.     (5) 

The  under  surface  of  a  recess  formed  by  or  between  verti- 
cal bars  shall  be  beveled  as  specified  for  projections  in  Rule 
2f,  Sec.  4. 

For  windows  see  Rule  4a,  Sec.  3.     (5) 

h.  Hoistwavs  for  freii>'ht  elevators  havinii'  hatch  covers  as 
set  forth  in  Rule  3  will  be  accepted  in  lieu  of  the  enclosure 
herein  required,  provided  that  in  addition  to  such  hatch  cov- 
ers the  hoistway  shall  be  guarded  on  all  sides  not  used  for 
loading  and  unloading,  by  a  standard  railing  and  toeboard  as 
described  in  Rule  1.  Such  railing  shall  be  placed  not  less 
than  twelve  (12)  inches  from  the  general  line  of  the  hoist- 
way.    (5) 

i.  The  hoistway  enclosure  adjacent  to  a  landing  opening- 
shall  be  of  sufiicient  strength  to  support  in  true  alignment  the 
landing  doors  and  gates  wdth  their  operating  mechanism  and 
interlocks.     (5) 

Rule  3. — Protection  of  Hatch  Openings. 

a.  Automatic  hatch  covers  will  be  permitted  only  on  side 
walk  elevators.  The  hatch  covers  of  sidewalk  elevators  shall, 
v,^hen  closed,  be  capable  of  sustaining  a  live  load  of  three  hun- 
dred (300)  pounds  per  square  foot. 

b.  Existing  wood  liateli  covers  shall  be  metal-clad  on  their 
under  side  and  edges,  except  at  tlie  top  landing  of  sidewalk 
elevators.     (3) 
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c.  Tlie  sidewalk  landing  of  a  sidewalk  elevator  shall  be 
guarded  on  each  exposed  side  by  a  gate  not  less  than  thirty 
(30)  inches  high  when  hatch  cover  is  open  and  the  car  is  not 
at  the  landing. 

The  sidcAvalk  landing  shall  also  be  guarded  as  specified 
above  when  the  unattended  car  is  at  the  landing.     (1) 


Rule  4. — Counterweight  Runway  Enclosures. 

a.  Runways  for  counterweights  located  outside  of  the 
elevator  hoistwa}'  and  for  elevators  operating  through  auto- 
matic hatch  covers  shall  be  enclosed  throughout  their  height, 
except  if  located  outside  of  building.  In  this  case  the  run- 
way shall  be  enclosed  to  a  height  of  at  least  seven  (7)  feet 
from  the  ground.     (5) 

b.  Counterweight  runways  of  power  elevators  located  in 
the  elevator  hoistway  shall  be  enclosed  from  a  point  twelve 
(12)  inches  above  the  floor  of  the  pit  to  a  point  at  least  seven 
(7)  feet  above  the  floor  of  the  pit  except  where  compensating 
chain  or  cables  which  practically  compensate  for  the  weight 
of  the  hoisting  cables  are  used.  In  this  case  counterweight 
enclosures  shall  not  be  required  on  the  side  facing  the  ele- 
vator.    (5) 


c.  Access  shall  be  provided  for  inspection,  maintenance 
and  repair  of  all  counterweights  and  cables.  Where  swinging 
doors  provide  access,  they  shall  be  equipped  with  spring 
hinges  to  close  the  doors,     (5) 


Rule  5. — Cable  Enclosures. 

a.  Where  cables  pass  through  floors  outside  the  hoistway 
enclosures,  such  cables  shall  be  guarded  to  a  height  of  at  least 
six  (6)  feet  from  each  floor  with  a  standard  power-transmis- 
sion guard.  (See  Eule  1  Sec.  4.)  The  floor  openings  shall 
be  not  greater  than  necessary  for  the  fi'oe  ])a?gage  of  the 
cables.     (5) 
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Rule  6. — (3! ate  Counter weij^ht  Enclosures. 

a.  Gate  or  door  counterweights  shall  run  in  metal  guides 
from  which  they  cannot  become  dislodged  or  shall  be  "boxed 
in."  The  bottoms  of  the  guides  or  boxes  shall  be  so  con- 
structed as  to  retain  the  counterweights  if  the  counterweight 
rope  breaks.     (5) 

Kule    T.^-Hoistway    Door   Interlock. 

(See  Definitions.) 

i\.  The  fiiiicrioniiiii  of  a  lioistwav-door  interlock,  to  ]>r(^- 
vent  the  normal  operation  of  the  car,  shall  not  be  dependent 
on  the  action  of  a  sprini;-  or  springs  in  tension,  nor  upon  tlie 
closing  of  an  electric  circuit.     (1) 


b.  Any  force  or  forces  used  to  perform  any  interlocking 
function  shall  be  so  arranged  that  their  failure  to  cause  the 
interlocking  action  will  prevent  the  movement  of  the  elevator 
car.     (1) 

c.  A  hoistway  door  or  gate  shall  be  considered  closed  and 
locked  when  within  four  (4)  inches  of  full  closxire,  if  at  this 
position  and  any  other  up  to  full  closure,  the  door  or  gate 
cannot  be  opened  from  the  landing  side  more  than  four  (4) 
inches.     (1) 

d.  Interlocks  may  permit  the  starting  of  the  elevator 
when  the  door  is  within  four  (4)  inches  or  less  of  full  closure, 
provided  that  the  door  can  again  be  opened  up  to  four  (4) 
inches  from  full  closure.     ( 1 ) 

Exception:  The  interlock  sliall  not  prevent  tlie  movement  of 
the  car  when  the  emergency  release  is  in  temporary  use  or 
when  the  car  is  being  moved  by  a  car-leveling  deVice. 

e.  'No  type  of  hoistway  door  interlock  or  electric  contact 
door  control  device  will  bo  permitted  unless  it  has  been  ap- 
proved l\v  the  Inspector  of  Buildings  on  a  basis  of  engineer- 
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ing  tests  to  determine  the  fitness  of  the  device  under  the  fol- 
lowing conditions : 

(a)  Life  function  test 

(b)  Test  without  lubricant 

(c)  Test  in  dusty  atmosphere 

(d)  Test  in  moist  atmosphere 

(e)  Misalignment  test. 

All  such  tests  shall  be  made  at  the  United  States  Bureau 
of  Standards  or  at  the  option  of  the  Inspector  of  Buildings  at 
any  engineering  laboratory  of  equal  repute,  and  a  certificate 
giving  the  results  of  such  tests  of  each  device  submitted  shall 
be  filed  with  the  Inspector  of  Buildings,  and  shall  be  recorded 
in  full  by  him. 

The  Certificate  of  Eesult  of  Tests  when  filed  shall  be  re- 
corded, and  shall  be  conclusive  evidence  of  all  facts  set  forth 
therein,  and  a  copy  thereof  under  the  sworn  certificate  of  the 
Inspector  of  Buildings  shall  be  conclusive  evidence  of  all  of 
the  facts  set  fortii  therein  and  of  the  tests  aforesaid  in  any 
proceed inus  or  prosecution  arisini>-  under  tliis  ordinance.    (3) 

llule  S. — Hoistway  Door  and  Car  Oate  Electric  Contact. 

(See  Definitions.) 

a.  The  functioning  of  an  electric  contact,  to  prevent  the 
movement  of  the  car,  shall  not  be  dependent  upon  the  action 
of  a  spring  or  springs  in  tension  nor  upon  the  closing  of  an 
electric  circuit.     (1) 

b.  Electric  contacts  shall  be  designed  so  that  they  are 
directly  opened  by  a  lever  or  other  device  attached  to  and  op- 
erated by  the  door  or  gate,  or  by  the  attendant.      (1) 

c.  Car-gate  contacts  shall  be  held  open  by  the  opened 
gate,  unless  they  are  installed  so  as  to  he  inaccessible  from  the 

elevator  car.     (1) 

Exception:  The  contact  shall  not  prevent  the  movement  of 
the  car  when  the  emergency  release  is  in  temporary  use  or 
when  the  car  is  being  moved  by  a  car-leveling:  device. 
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Kule  9. — Emerjieuey  Kelease. 

a.  The  emergency  release  control  shall  be  in  the  car, 
plainly  visible  to  the  occupants  of  the  car  and  reasonably,  but 
not  easily,  accessible  to  the  operator.     (1)  . 

b.  To  operate  the  car  under  emergency  conditions  it  shall 
be  necessary  for  the  operator  to  break  a  glass  cover  protecting 
the  emergency  release  and  to  hold  the  emergency  release  in 
operating  position.  The  emergency  release  shall  be  so  con- 
structed and  instalknl  thnt  it  cannot  be  readily  tampered  with 
or  ^^plugged^'  in  the  operating  position.     (1) 

c.  Rods,  connections  and  wiring  used  in -the  operation  of 
the  emergency  release,  that  are  accessible  from  the  car,  shall 
be  enclosed  to  prevent  being  tampered  with  readily.     (1) 

It  is  recommended  that  in  buildings  in  wliicli  an  engineer  or 
mechanic  is  regularly  stationed  an  alarm  bell  and  indicator  be 
provided  in  the  engine  or  repair  room  to  give  notice  that  an 
emergency  release  is  being  used  and  to  indicate  which  car  is 
being  so  operated. 

Rule   10. — Car-Leveling   Device. 

Rules  governing  the  construction  and  operation  of  car-level- 
ing devices  will  be  promulgated  when  these  devices  are  more 
fully  developed. 

SECTION  5.— LANDINGS. 

Rule  1. — Hoistway  Doors  for  Passeiiaer  Elevators. 

a.  No  automatic  fire  door,  the  functioning  of  which  is 
dependent  on  the  action  of  heat,  shall  lock  any  landing  open- 
ing in  the  hoistway  enclosure  of  any  passenger  elevator  nor 
any  exit  leading  from  any  hoistway  landing  door  to  the  out- 
side of  the  building.     (1) 

b.  Landing  openings  in  passenger-elevator  hoistway  en- 
closures shall  he  protected  by  sliding  doors,  combination  slid- 
ing and  swino-iiio-  doors,  or  bv  sAviniiinii'  doors.  See  TJule  lb 
Sec.  3.     (1)  ^      ■ 
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c.  The  distance  between  the  hoistway  side  of  the  landing 
door  opposite  the  car  opening  and  the  hoistway  edge  of  the 
landing  threshold,  shall  be  not  more  than  four  (4)  inches. 
If  the  door  slides  in  two  or  more  sections,  the  four-inch  di- 
mension applies  to  that  section  which  closes  against  the  door 
jamb.     (2) 

]^o  hardware,  except  that  required  for  interlocking,  in- 
dicator and  signal  devices,  shall  project  into  the  hoistway  be- 
yond the  line  of  the  lauding  throshohl.  The  hnver  edge  of 
the  interlocking  devices  shall  be  beveled  as  required  in  Rule 
2f  Sec.  4.  (1) 
• 

d.  Hoistway  door  interlocks  which  conform  to  Rule  7 
Sec.  4,  shall  be  used  on  the  hoistway  doors  of  power  passenger 
elevators.     (5) 

All  hoistway  doors  for  hydraulic  elevators  shall  be  equipped 
with  door  closers.     (5) 

e.  Provision  shall  be  made  to  render  the  car  operative 
independent  of  the  position  of  the  landing  doors,  in  case  of 
fire,  panic,  or  other  emergency,  by  means  of  an  emergency 
release  conforming  to  Rule  8,  Sec.  5.     (8) 

f.  Hoistway  doors  for  hand  passenger  elevators  shall  be 
equipped  with  interlocks,  unless  (1)  hoistway  gates  which 
close  when  the  car  leaves  the  landing  are  installed  in  addition 
to  the  hoistway  doors,  or  (2)  the  hoistway  door  is  made  in 
two  parts,  one  above  the  other,  the  lower  part  extending  not 
less  than  thirty  (30)  inches  above  the  floor  and  arranged  to 
l>e  opened  only  after  the  upper  part  has  been  opened.     (8) 

g.  Hoistway  doors  shall  be  arranged  to  be  opened  by 
hand  from  the  hoistway  side,  except  when  locked  '^out  of  serv- 
ice." T^Teither  the  main  exit  door  nor  the  doors  at  lower  ter- 
minal hiiidiiig  shall  l)e  locked  ''out  of  service^"  whih^  the  ele- 
vator is  in  operation.     (1) 
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h.  If  the  entire  control  of  a  power  passenger  elevator  is 
located  on  the  car,  the  hoistway  doors  shall  be  so  arranged 
that  they  cannot  be  opened  from  the  landing  side,  except  by  a 
key  or  a  special  mechanism.  If  the  control  is  not  located  en- 
tirely on  the  car,  the  hoistway  doors  shall  be  so  arranged  that 
unless  the  car  is  at  the  landing,  the  doors  cannot  be  opened 
from  the  landing  side  except  bv  a  kev  or  a  special  mechanism. 

(1) 

i.  The  landing  doors  of  a  passenger  hand  elevator  enclos- 
ure may  be  opened  from  the  landing  side  if  the  word  ^'eleva- 
tor" is  conspicuously  displayed  on  the  landing  side  of  the 
door  and 

(1)  Tlio  (>i)(Miiiigs  iwv  0(piii>p(Ml  wirli  iiravity  closing  gates 
extending  to  the  floor;  or 

(2)  If  the  hoistway  door  made  in  two  parts,  one  above 
the  other,  the  lower  part  extending  not  less  than  thirty 
(30)  inches  above  the  floor  and  arranged  to  be  opened 
only  after  the  upper  part  has  been  opened ;  or 

(3)  The  landing  door  is  equipped  with  two  spring  locks 
or  latches,  one  located  not  less  than  six  (6)  feet  above 
the  floor.     (1) 

j.  Landing  doors  for  passenger  elevators  shall  bo  so  ar- 
ranged that  it  is  not  necessary  to  reach  back  of  any  panel, 
jamb  or  sash  to  operate  them.     (1) 

Rule  2. — Hoistway  Boors  and  Gates  for  Freight  Elevators. 

a.  Landing  openings  in  freight-elevator  hoistway  enclos- 
ures, except  for  one-story  sidewalk  elevators,  shall  be  equipped 
with  doors  or  gates.  If  doors  are  used  they  shall  comply  with 
the  fire-resistine:  requirements  for  doors  in  such  enclosures. 
(5) 

Landing  openings  in  the  outside  wall  of  a  building  shall 
be  equipped  with  doors  complying  with  tlie  flre-resi sting  re- 
quirements for  doors  in  such  wall.     (5) 
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b.  Hoistway  dooTS  or  gates  shall  withstand  a  force  of 
seventy-five  (75)  pounds  applied  perpendicularly  to  the  door 
or  gate  at  any  point  without  permanent  deformation  and 
without  being  sprung  from  their  guides.      (4) 

c.  Hoistway  gates  made  of  grille,  lattice  or  other  open- 
work shall  reject  a  ball  two  (2)  inches  in  diameter.     (1) 

d.  Gates  shall  extend  from  the  landing  threshold  to  a 
height  of  at  least  sixty-six  (QQ)  inches  when  closed,  unless 
lack  of  headroom  makes  gates  of  this  height  impracticable. 
(2) 

Fn  this  case  the  gates  shall  be  not  less  than  forty-two  (42) 
inches  high,  and — except  top  landing  gates  for  elevators  op- 
erating through  automatic  hatch  covers — shall  be  set  back  at 
least  twelve  (12)  inches  from  the  landing  threshold  and  the 
car  shall  be  provided  on  landing  sides  with  warning  chains 
suspended  from  the  car  platform.     (2) 

Where  lack  of  headroom  precludes  a  standard  gate  at  the 
lowest  landing,  the  bottom  rail  of  the  gate  may  be  placed  not 
more  than  eighteen  (18)  inches  above  the  floor.     (2) 

Warning  chains  shall  be  not  less  than  three  (3)  feet  long 
and  spaced  not  more  than  six  (6)  inches  apart.  They  shall 
be  of  wire  not  smaller  than  'No.  7  Steel  Wire  Gage  (0.177  in. 
diam.),  and  fastened  to  wood  sills  or  cleats  with  one-inch 
staples.     (2) 

e.  The  hoistway  doors  or  gates  for  freight  elevators  shall 
be  provided  with  interlocks  or  electric  contacts  and  locks  ex- 
cept when  semi-  or  full-automatic  gates  or  doors  are  used. 
Interlocks  and  electric  contacts  shall  conform  to  the  require- 
ments of  Rules  7  and  8,  Sec.  4,  respectively.     (8) 

f.  Provision  shall  be  made  to  render  the  car  operative 
independent  of  the  position  of  the  landing  doors,  in  case  of 
fire,  panic  or  other  emergency,  by  means  of  an  emergency  re- 
lease con  forming  to  Tviile  0,  Sec.  4.     (8) 
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g.     Semi-  or  fnll-antomatic  gates  shall  move  in  guides.    (1) 

h.  Terminal  and  intermediate  landing  openings  of  eleva- 
tors operating  at  a  speed  not  in  excess  of  seventy-five  (75) 
feet  per  minute,  and  designed  for  carrying  automobiles  and 
trucks,  mav  be  provided  with  full-automatic  doors  or  gates. 

(2) 

i.  Hoistway  doors  or  gates  closed  by  gravity  and  not  by 
direct  motion  of  the  car  shall  be  permitted  only  if  the  car 
speed  does  not  exceed  seventy-five  (75)  feet  per  minute.     (5) 

j.  Semi-automatic  gates  or  doors  of  power  elevators  shall 
be  provided  with  a  locking  device  which  will  prevent  the  nor- 
mal opening  of  the  gate  or  door  unless  the  car  floor  is  at  or 
near  the  landing.     (5) 

Rule  3. — Doors  at  Dumbwaiter  Laiulln^'s. 

a.  Landing  openings  in  dumbwaiter  hoistway  enclosures, 
except  at  the  upper  terminal  landing  of  ^^under-counter'' 
dumbwaiters  serving  only  two  adjacent  floors,  shall  be 
equipped  with  gates  or  doors,  unless  the  bottom  of  the  open- 
ings is  not  less  than  thirty  (30)  inches  above  the  floor.     (5) 

b.  The  upper  terminal  landing  opening  of  '^under-coun- 
ter'' dumbwaiters  serving  more  than  two  adjacent  floors  shall 
be  provided  with  means  to  guard  persons  from  falling  down 
+he  hoistway.     (5) 

c.  Landing  doors  of  power  dumbwaiters  serving  two  ad- 
jacent floors  may  be  counterweighted  to  remain  open  if  the 
bottom  of  tlio  door  is  not  loss  than  eigliteon  (18)  inc]i(\^  above 
the  floor.     (5) 

(1.  Landing  ()])('niniis  for  ''bntton-control''  dnnihwaitci' 
hoistways  serving  more  than  two  landings  shall  be  protected 
with   gates  or  doors  equipped  with  electric  contacts  which 
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pi'oveiit  the  operation  of  the  iiiaeliiiic  wiiilc  any  hoistway  gate 
or  door  is  open.     (5) 

e.  If  the  bottom  of  the  opening  is  less  than  thirty  (30) 
inches  above  the  landing  floor  and  the  door  opening  is  large 
enough  to  he  niistakon  for  a  door  to  a  room,  the  landing  door 
shall  be  in  two  parts,  one  above  the  other,  the  lower  part  ex- 
tending not  less  than  thirty  (30)  inches  high  above  the  floor, 
arranged  to  be  opened  only  after  the  npper  part  has  been 
opened,  except  where  gates  which  close  when  the  car  leaves 
the  landing  are  installed  in  addition  to  the  landing  doors.    (5) 

f.  J^anding  oj)ening8  of  j)o\\'('i'  dunibwaitor  hoistways 
serving  two  or  more  floors  shall  be  provided  with  fire-resist- 
ing gates  or  doors  conforming  to  the  requirements  specified  in 
Eule  1,  Sec.  3.     (5) 


Kule  4. — Landing  Floors  for  Passenger  and  Freijilit  Elevators. 

a.  The  door  saddle  shall  be  constructed  and  maintained 
so  that  persons  will  not  readily  slip  thereon.     (2) 

b.  If  there  is  a  railroad  track  upon  any  elevator  landing, 
the  tops  of  the  rails  shall  be  flush  with  the  floor  for  a  distance 
of  six  (6)  feet  from  the  threshold.     (5) 


Rule  5. — Lighting  at  Landiners. 

a.  When  the  car  of  a  power  elevator  is  in  service  at  the 
landing,  the  landing  edges  of  the  threshold  and  car  platform 
shall  be  plainly  visible.  The  minimum  allowable  illumina- 
tion on  car  floor  and  landing  threshold  shall  be  0.75  foot- 
candle.     (1) 

This  illumination  is  approximately  that  given  by  a  forty  (40) 
watt  metallic-filament  lamp,  with  a  plain  glass  globe  placed 
seven  (7)  feet  three  (3)  inches  from  the  landing  edge  of  the 
car  platform,  or  of  a  sixty  (60)  watt  lamp  of  the  same  type 
placed  nine  (9)  feet  from  the  landing  edge. 
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SECTION  6.— MACHINE  ROOMS. 

Rule  1. — Machiiie-Itoom  Location. 

a.  Elevator  macliine  rooms  shall  be  provided  with  ample 
illumination.     (1) 

For  machine  rooms  located  in  the  penthouse,  see  Rule  4d, 
Sec.  3. 

b.  Power-elevator  machines  shall  be  surrounded  by  sub- 
stantial grille  work  or  other  enclosure  unless  located  in  ma- 
chine, engine  or  pump  rooms  in  charge  of  an  attendant  or 
secured  against  unauthorized  access.     (5) 

Rule  2. — Access  to  Machinery. 

a.  Safe  and  convenient  access  shall  be  provided  to  power- 
elevator  machinery.  This  access  shall  be  exterior  to  and  in- 
dependent of  the  hoistway  or  car.  If  the  parts  are  located 
on  or  over  a  platform  at  the  top  of  the  hoist  way,  access  shall 
be  above  the  level  of  the  platform,  if  practicable.     ( 5 ) 

b.  Exposed  gears,  belts  and  other  moving  parts  of  ele- 
vator machinery  shall  be  guarded  in  accordance  with  the 
standards  referred  to  in  Rule  1,  Sec.  4.     (5) 

c.  When  double-belted  elevator  machines  are  hung  from 
ceilings,  roofs  or  mezzanines,  a  working  platform  removable 
if  necessary  extending  not  less  than  eighteen  (18)  inches  be- 
yond the  general  contour  of  the  machine  shall  be  provided 
underneath  the  machine  when  the  distance  between  the  floor 
and  the  supporting  beams  is  ten  (10)  feet  six  (6)  inches  or 
more. 

The  distance  between  the  under  side  of  this  platform  and 
the  floor  shall  be  not  less  than  six  (6)  feet  six  (6)  inches, 
and  the  distance  between  the  under-side  supporting  beams  and 
the  platform  shall  be  not  less  than  five  (5)  feet  six  (6)  inches 
from  the  supporting  beams  when  the  distance  from  the  sup- 
porting beams  and  the  floor  is  more  than  twelve  (12)  feet. 
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This  platform  shall  be  capable  of  sustaining  a  concen- 
trated load  of  three  hundred  (300)  pounds  per  square  foot, 
and  provided  with  handrails  and  access  ladder.     (5) 


PART  IL— POWER  PASSENGER  ELEVATORS. 

SECTION  7.— CAR  CONSTRUCTION  AND  SAFETIES  FOR  POWER 

PASSENGER. 

Rule  1. — tar  t'oiistriietioii. 

a.  Power  passenger-elevator  car  enclosures  shall  not  de- 
flect more  than  one^quarter  (1/4)  inch  if  subjected  to  a  force 
of  seventv-five  (75)  pounds  applied  at  any  point  perpendicu- 
lar to  the  enclosure.  The  car  enclosure  shall  be  secured  to 
the  car  floor  and  sling  in  such  a  manner  that  it  cannot  work 
loose  or  become  displaced  in  ordinary  service.     (2) 

b.  Power  passenger-elevator  cars  shall  have  steel  slings 
designed  with  a  factor  of  safety  of  at  least  six  (6)  based  on 
the  rated  load  uniformly  distrilDuted,  except  that  elevators  in 
private  residences  and  elevators  of  the  plunger  type  which  are 
not  provided  with  counterweights  need  not  comply  with  the 
requirements  of  this  paragTaph.     (2) 

c.  Except  for  cable  anchorages  no  cast  iron  in  tension 
shall  be  used  for  a  suspension  member  of  any  car  sling. 
Plunger  heads  shall  be  of  steel  when  subject  to  tension.     (2) 

d.  Elevator  cars  shall  be  lighted  at  all  times  when  in  use. 
Electric  light  shall  be  used  if  current  is  available.  The  in- 
tensity of  illumination  shall  be  not  less  than  0.75  foot-candle 
at  the  landing  edge  of  the  car  platform.     (1) 

This  illumination  is  approximately  that  given  by  a  forty  (40) 
watt  metallic-filament  lamp,  with  a  plain  glass  globe  placed 
seven  (7)  feet  three  (3)  inches  from  the  landing  edge  of  the 
car  platform,  or  of  a  sixty  (60)  watt  lamp  of  the  same  type 
placed  nine  (9)  feet  from  the  landing  edge. 
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e.  No  glass  shall  be  used  in  elevator  cars  except  to  cover 
certificates,  lighting  fixtures  and  appliances  necessary  for  the 
operation  of  the  car.     (2) 

It  is   recommended   that   no   piece   of  glass    exceed    one    (1) 
square  foot  in  area. 

Rule  2. — Car  Compartments, 

a.  ^o  passenger-elevator  car  shall  have  more  than  one 
compartment.      ( 1 ) 

Rule  3. — Car  Enclosures. 

a.  Cars  for  passenger  elevators  shall  be  enclosed  at  sides 
and  top,  except  the  openings  necessary  for  entrance  or  exit. 
An  emergency  exit  is  not  considered  a  car  opening.     (4) 

b.  The  car  enclosure,  either  ^^openwork"  or  solid,  may  be 
of  metal  or  wood. 

If  of  ^'openwork"  it  shall  reject  a  ball  two  (2)  inches  in 
diameter.  If  the  opening's  are  larger  than  one-half  (V2)  i^ich 
square  they  shall  be  covered  with  wire  netting  of  not  more 
than  one-half  (%)  inch  square  mesh  and  of  wire  not  smaller 
than  Xo'.  20  Steel  Wire  Gage,  (0.0348  in.  diani.  )  to  a  height 
of  at  least  six  (6)  feet  from  the  car  floor.     (4) 

c.  E'o  passenger-elevator  car  shall  have  more  than  two 
(2)  entrances.     (4) 

d.  Power  passenger-elevator  cars  shall  be  provided  with 
an  emergency  exit  in  the  top  of  the  car.  This  exit  shall  be 
not  less  than  sixteen  (16)  inches  wide  and  not  less  than  four 
hundred  (400)  square  inches  in  area.  If  there  is  an  elevator 
in  an  adjacent  hoistway  without  intervening  enclosure  and 
the  vertical  distance  between  any  two  consecutive  landing 
openings  exceeds  thirty  (30)  feet,  there  shall  be  provided  in 
addition  to  the  top  exit  an  emergency  side  exit  to  the  adjacent 
car.     (  5  ) 
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e.  A  car  door  or  gate  shall  be  provided  at  each  entrance 
to  power  passenger  cars  having  more  than  one  entrance  or 
exit  and  each  door  or  gate  shall  be  provided  with  car-gate  elec- 
tric contacts,  or  mechanical  interlock.     (5) 

f.  A  car  door  or  gate  shall  be  provided  at  entrance  of 
cars  when  used : 

(1)  For  express  service 

(2)  In  department  stores,  hotels  and  apartments.     (5) 
Exception:    "Button-control"  elevators  may  be  operated  with 

an  open  gate  if  there  is  no  passenger  in  the  car. 

Kule  4. — Cars  Coiiiiterbjihiiiciiig  One  Another. 

a.  Passenger-elevator  cars  shall  not  be  arranged  to  coun- 
terbalance one  another.     (1) 

Kiile  t>. — Platform  Elevators. 

a.  Platform  elevators  used  for  passenger  service  shall  con- 
form to  the  requirements  of  power  passenger  elevators.     (5) 

Rule  6. — Car  Safeties  and  Speed  Governors. 

a.  Passenger  elevators  suspended  by  cables  shall  be  pro- 
vided with  a  "safety"  attached  to  the  underside  of  the  car 
sling  and  capable  of  stopping  and  sustaining  the  car.     (1) 

The  "safety"  shall  be  so  constructed  that  if  applied  it 
cannot  decrease  its  retarding  force  until  the  car  has  stopped 
and  that  no  decrease  in  the  tension  of  the  governor  cable  or 
motion  of  the  car  or  counterweight  in  the  descending  direc- 
tion shall  release  the  "safety."     (1) 

b.  For  elevators  having  a  speed  in  excess  of  100  feet  per 
minute,  the  "safety"  shall  be  operated  by  a  speed  governor. 
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Fig.  1. — Maximum  Governor  Tripping  Speed  for  a  Given  Car  Speed. 

The  '^safety"  shall  be  designed  so  that  the  retardation  of  the 
car  shall  not  exceed  64.4  feet  per  second  per  second.     (5) 

For   relation   between   car   speed    and    stopping    distance   at 
above  retardation,  see  Fig.  2. 


c.  The  speed  governor  shall  be  ^^set''  to  canse  the  applica- 
tion of  the  "safety"  before  the  speed  of  the  descending  car 
exceeds  the  maxininm  tripping  speed  given  in  Fig.  1  corre- 
sponding to  the  rated  car  speed.     (1) 

Xo  "car  safety"  shall  be  permitted  for  stopping  an  ascend- 
ing car.  If  a  "safety"  is  nsed  to  stop  an  ascending  car,  the 
"safety"  shall  be  applied  to  the  connterweight.     fl) 
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(1.     The  governor  shall  be  located  where  it  cannot  be  struck 
bv  the  car  in  case  of  overtravel.     (1) 
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Fig.   2. — Minimum  Stopping  Distance  With  a  Maintained   Uniform 

Retardation  of  64.4  ft.  per  Sec.  per  Sec.  During 

Time  of  Stopping. 

e.  The  motor  circuit  and  the  brake-control  circuit  shall 
be  opened  before  or  at  the  time  the  governor  trips.     (2) 

f.  The  governor  cable  shall  be  of  iron,  steel  or  phosphor 
bronze.  The  cable  shall  be  not  less  than  three-eighths  (%) 
inch  in  diameter. 


g.  The  arc  of  contact  between  the  govc^rnor  ro])e  and  the 
<lriviiig  sheave  shall,  in  conjnnction  witli  a  tension  device, 
])r()vide  suffic'nMit  ti'actioii  to  canse  ])r()])(>r  ()])ei"atinn  of  the; 
governor.     (1) 
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li.  Elevators  having  wiiidiiig-dnim  machines  shall  be  pro- 
vided with  a  "slack-cable"  device  which  will  cnt  off  the  power 
and  stop  the  elevator  machine  if  the  car  is  obstructed  in  its 
descent.     ( 1 ) 

i.  Slack  cable  devices  for  electric  elevators  shall  be  oper- 
ated electrically  and,  if  the  machine  is  located  above  the 
shaft,  shall  be  placed  on  the  car.     (2) 

With  overhead  machines,  the  weight  of  cables  themselves 
may  prevent  them  from  functioning  a  device  placed  below  the 
drum. 

j.  Xo  car  ''safety"  which  depends  on  the  completion  or 
maintenance  of  an  electric  circuit  for  the  application  of  the 
'^safety"  shall  be  used.  Car  ''safeties"  shall  be  applied  me- 
chanically.    (1) 

k.  The  gripping  surfaces  of  car  or  counterweight  "safe- 
ties" shall  not  be  used  to  guide  the  car  or  counterweights.    (1) 

1.  A  pawl  and  ratchet  shall  not  be  considered  a  sufficient 
safety  device.     (1) 

m.  The  car  and  counterweights  shall  respectively  be 
brought  to  rest  on  the  bumpers  or  buffers  before  the  counter- 
weights or  car  pass  their  limits  of  overtravel  at  the  top  of  the 
hoistway.     (2) 

Rule  7. — Car- Safety  Tests. 

a.  A  rated-capacity  test  under  the  supervision  of  a  desig- 
nated authority  shall  be  made  of  every  new  elevator  before 
che  elevator  is  placed  in  regular  service.     (2) 

b.  Every  installation  of  a  ''safety"  designed  to  sustain 

the  car  shall  be  tested  with  the  rated  load  on  the  car.     (2) 

c.  The  application  of  the  "safety"  by  a  speed  governor 
shall  be  obtained  by  causing  the  car  to  descend  at  the  gov- 
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eriior  tripping  speed  corresponding  to  the  rated  speed  of  the 
car  as  indicated  in  Fig.  1.     (2j 

d.  With  alternating  current  machines  when  the  car  and 
rated  load  are  not  sufficient  to  overhaul  the  machine  at  the 
governor  tripping  speed,  the  governor  may  be  tripped  by 
hand.     (2) 

e.  All  installations  of  hoistway  door  interlocks  and  car 
gate  electric  contact  shall  be  tested  under  all  conditions  of 
service  and  for  compliance  with  Rules  7c  and  7d,  Sec.  4. 

Rule  8. — Capacity  and  Loading. 

a.  TJie  minimum  carrying  capacity  of  a  power  passenger 
elevator,  shall  be  seventy-five  (75)  pounds  per  square  foot  of 
platform  area  inside  the  car  enclosure.     (1) 

b.  A  metal  plate  shall  be  fastened  in  a  conspicuous  place 
in  the  car  and  shall  bear  the  following  information  in  not  less 
than  one-fourth  (1/4)  inch  letters  or  figures  stamped  in,  etched 
or  raised  on  the  surface  of  the  plate. 

(1)  The  rated  capacity  of  the  elevator  in  pounds. 

(2)  The  maximum  number  of  passengers  to  be  carried, 
based  on  one  hundred  and  fifty  (150)  pounds  per  per- 
son. 

(3)  The  rated  speed  in  feet  per  minute  at  wliich  the  ele- 
vator is  designed  to  operate. 

(4)  The  cable  data  required  by  Rule  lb,  Sec.  10.     (5) 

c.  'No  passenger  elevator  shall  be  Tised  for  carrying  safes 
or  otlior  concentrated  loads  greater  tlian  tlie  rated  capacity  of 
the  elevator,  unless  the  elevator  is  provided  with  a  "safe- 
hoisting"  attachment  designed  for  tlie  '^safe-lift"  load.  The 
car  platform,  car  slings,  sheaves,  shafts  and  cables  shall  be 
designed  for  the  "safe-lift"  load  with  a  factor  of  safety  of  not 
less  than  five  (5).  Tlie  car  "safeties"  for  this  type  of  ele- 
vator uvo(]  not  be  d(>siiiH(Ml  ((.  hold  tlio  "safe-lift"  load.      (5) 
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d.  PiKsseiiger-cIcvator  cars  used  for  (currying  safes  or  other 
coiiC(.'iitrate(l  loads  sJiall  he  jH'ovided  with  a  ''locking  device" 
which  will  hold  the  car  at  any  landing  independently  of  the 
hoistijig  cables  while  the  safe  or  otlicn*  ohject  is  heiiig  loaded 
or  nnloaded.     (5) 


SECTION  8.— COUNTERWEIGHTS,  GUIDES  AND  BUMPERS  FOR 
POWER  PASSENGER  ELEVATORS. 

Rule  1. — Counterweights. 

a.  (,'onnterweights  shall  run  in  guides.      (Ij 

b.  If  two  counterweights  run  in  the  same  guides,  the  car 
counterweight  shall  be  above  the  machine  counterweight  and 
there  shall  be  a  clearance  of  not  less  than  eight  (8)  inches 
between  the  counterweights.     (!) 

c.  If  an  independent  car  counterweight  is  used,  it  shall 
not  be  of  sufficient  weight  to  cause  undue  slackening  in  any 
of  the  cables  during  acceleration  or  retardation  of  the  car.  (1 ) 

d.  Counterweight  sections,  wdiether  carried  in  frames  or 
not,  shall  be  secured  by  at  least  two  tie  rods  passing  through 
holes  in  the  sections.  The  tie  rods  shall  have  lock  nuts  at 
each  end,  the  lock  nuts  being  secured  by  cotter  pins.  Exist- 
ing counterweights  of  the  box  type  may  be  secured  by  ''U" 
straps  fastened  to  the  frame  and  weights  in  lieu  of  the  rods. 
(5) 

Rule  2. — Car  and  Counterweiiilit  Bumpers  or  Buffers, 

a.  Car  bumpers  or  buffers  shall  be  installed  in  the  pits 
under  power  passenger  elevators.     (1) 

Spring  bumpers  or  their  equivalent  may  be  used  with  ele- 
vators having  a  speed  not  excecMling  !^5()  fe(»t  ])er  minute. 

Oil  buffers  or  their  equivalent  shall  be  used  with  elevators 
having  a   speed  gr(^at(4   than   -2~)i)  feet   per  niiiiute.     {'2) 
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b.  The  spring  l)nmpers  or  oil  buffers  shall  be  designed  to 
cause  a  retardation  of  the  car  not  in  excess  of  64.4  feet  per 
second  per  second : 

1  When  descending  with  one  person  in  the  car  at  rated 
car  speed,  and 

2  With  fully  loaded  car  at  governor  tripping  speed.    (2) 
See  Figs.  1  and  2. 

Exception:  For  plunger  elevators  the  bumpers  or  buffers 
shall  stop  the  fully  loaded  car  at  the  maximum  operating 
speed. 

c.  Bumpers  or  buffers  shall  be  located  symmetrically  with 
reference  to  the  center  of  the  car.     (2) 

d.  Adequate  provision  in  the  design  of  plunger  elevators 
shall  be  made  to  stop  the  plunger  as  well  as  the  car.     (2) 

e.  Counterweight  bumpers  or  buffers  similar  to  those  re- 
quired for  cars  in  Rule  2a,  shall  be  installed  under  the  coun- 
terweights of  passenger  elevators.     (2) 

Rule  3.— Guide  Kails. 

a.  Car  and  counterweight  guide  rails  of  passenger  ele- 
vators shall  be  of  steel,  except  for  elevators  having  a  travel  of 
not  more  than  one  hundred  (100)  feet  and  operating  at  a 
rated  speed  not  in  excess  of  one  hundred  (100)  feet  per 
minute.     (2) 

It  is  recommended,  however,  that  steel  guide  rails  be  used 
for  all  power  passenger-elevators.     (2) 

Where  the  use  of  steel  rails  presents  an  accident  hazard 
as  in  chemical  or  explosive  factories,  wood  guide  rails  may  be 
used  for  any  rise  or  car  speed.     (2) 

b.  Guide  rails,  particularly  where  in  contact  with  the 
guide  slioos  when  the  car  is  at  the  landing,  shall  be  securely 
fastened  with  iron  or  steel  bracket  (or  their  equivalent)  of 
such  strength,  design  and  spacing  that  the  guide  rails  and 
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their  fastenings  shall  not  deflect  more  than  one-fourth  (14) 
inch  under  normal  operation.     (2) 

They  shall  withstand  the  application  of  the  '"safety'^  when 
stopping  a  fully  loaded  car  or  the  counterweight.  The  guid- 
ing surfaces  of  the  guide  rails  upon  which  ^'safeties"  operate 
shall  be  finished  smooth  and  the  joints  shall  be  tongued  and 
grooved  or  doweled.     (2) 

Guide  rails  and  their  fastenings  shall  be  secured  in  posi- 
tion by  clips  or  through  bolts  of  not  less  than  the  following 
sizes : 

6%  and  7l^  lb.  rails I/2  in.  bolts 

14  lb.  rails %  in.  bolts 

30  lb.  rails %  in.  bolts 

c.  The  use  of  expansion  bolts  or  sleeves  of  iron  or  steel 
will  not  be  permitted  to  be  used  to  fasten  guide  rails  or  guide 
rail  brackets  to  brick  or  concrete. 

The  guide  rails  shall  be  ''bottomed"  on  suitable  supports 
and  extended  at  the  top  to  prevent  guide  shoes  running  off  in 
csise  the  overtravel  is  exceeded.     (2) 

Cast  iron  shall  not  be  used  for  guide  rails.     (2) 

c.  The  weight  of  steel  guide  rails  shall  he  not  less  than 
given  in  Table  3.     (3) 

The  size  of  wood  guide  rails  shall  be  not  less  than  given  in 
Table  4.     (See  Eule  3a.)     (2) 
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TABLE  3  WEIGHT  PER  LINEAL  FOOT  OF  EACH  GUIDE  RAIL 


Total  Weight  of  Car  and  Load; 
Total  Weight  of  Counterweights 

Minimum 

Weight  of 

each  Car 

Guide  Rail, 

(lb.) 

Minimum  Weight  of  each  Counterweight 
Guide  Rail, 

(lb.) 

per  pair  of  rails, 
(lb.) 

With 
Guide- 
Rail 

Without  Guide- 
Rail  Safeties 

Above 

To  and 
including 

1  to  1 
Roping 

2  to  1 
Roping 

0 
4000 
15000 

4000 
15000 
40000 

7K 
14 
30 

7H 
14 
30 

6^ 
7.4 
7H 

6  4 
7H 
14 

TABLE    4    SIZE    OF    WOOD    GUIDE    RAILS 


Total  Weight  of  Car  and  Load  per 
Pair  of  Maple  Guide  Rails. 

(lb.) 


Above 


0 
5000 


To  and  Including 


5000 
8000 


Size  of  each  Guide 
Strip  in  Inches 


2      x2i 
2><^x3 


d.  When  practicable  but  one  pair  of  car  guides  shall  be 
used  for  passenger  elevators. 

When  more  than  two  car  guide  rails  are  used,  the  car 
' 'safety"  shall  be  so  constructed  and  adjusted  as  to  maintain 
the  car  floor  substantially  level  when  the  "safety"  operates. 
(2) 

SECTION   9.— MACHINES   AND   MACHINE    SAFETIES   FOR 
POWER  PASSENGER  ELEVATORS. 


Kiile  1.^ — Machines  jiiid  Macliiiierv. 


a.  Drums  aud  leading  sheaves  shall  be  of  cast  iron  or 
steel,  and  shall  have  finished  grooves.  TJ-grooves  shall  be  not 
mor(»  than  one-sixteenth  (1/lG)  inch  larger  than  the  cables, 
(2) 
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h.  Tlie  factors  of  safety  based  on  the  static  loads  (the 
rated  load  plus  the  weight  of  the  car,  cable,  counterweight, 
etc.)  to  be  used  in  the  design  of  elevator  machines  shall  be: 
(2) 

8  for  wrought  iron  or  wrought  steel 
10  for  cast  iron,  cast  steel  and  other  materials. 

c.  Set-screw  fastening  shall  not  be  used  in  lieu  of  keys 
or  pins.     (1) 

d.  jSTo  friction  gearing  nor  clutch  mechanism  shall  be 
used  for  connecting  the  drums  or  sheaves  to  the  main  driving 
gear.     (1) 

e.  'No  belt  nor  chain-driven  machine  shall  operate  any 
passenger  car.     (5) 

f.  Worm  gears  having  cast-iron  teeth  shall  not  be  used 
for  passenger-elevator  machines.     (2) 

g.  Winding-drum  and  traction  machines  for  passenger 
elevators  shall  be  equipped  with  brakes  which  are  applied 
automatically  by  springs  or  gTavity  when  the  control  is  at  the 
^^stop"  position.  Electric  passenger-elevator  machines  shall 
be  equipped  with  electrically  released  brakes.     (5) 

Except  when  the  rated  load  will  not,  within  the  limits  of 
travel  accelerate  the  car  speed  above  150  per  cent  of  rated 
speed,  the  brakes  shall  not  be  released  until  power  has  been 
applied  to  the  motor. 

h.  Under  normal  operating  conditions  the  action  of  the 
brake  magnet  shall  not  be  retarded  by  any  motor-field  dis- 
charge or  counter-voltage  nor  by  any  single  ground  or  short- 
circuit.     (5) 

Rule  2. — Hydraulic  ^raehiiies. 

a.  Hydraulic-elevator  machines,  whether  of  the  vertical 
or  horizontal  type,  shall  be  so  constructed  and  so  roped  that 
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the  piston  will  be  stopped  before  the  car  can  be  drawn  into 
the  overhead  work.  Stops  of  ample  strength  shall  be  provided 
to  bring  the  piston  to  rest  when  under  full  pressure,  without 
damage  to  the  cylinder  or  cylinder  head.     (5) 

b.  If  the  cylinder  is  located  in  or  adjacent  to  the  hoistway 
the  traveling  sheaves  for  vertical  hydraulic  elevators  shall  be 
guided.  The  "uide  rails  and  guide  shoes  shall  be  of  metal. 
(6) 

c.  The  side  frames  of  traveling  sheaves  for  vertical  hy- 
draulic elevators  shall  be  either  of  structural  or  forged  steel. 

(5) 

The  construction,  commonly  known  as  the  '^U"  strap  con- 
nection, shall  not  be  used  between  the  piston 'rods  and  the 
traveling  sheaves.     (7) 

d.  Where  more  than  one  piston  rod  is  used  on  the  ver- 
tical pulling  type,  an  equalizing  crosshead  shall  be  provided 
for  attaching  the  rods  to  the  traveling-sheave  frame,  to  insure 
an  equal  distribution  of  load  on  each  rod.     (5) 

Equalizing  or  cup  washes  shall  be  used  under  the  piston- 
rod  nuts  to  insure  a  true  bearing.     (5) 

c.  Cylinders  of  hydraulic-elevator  machines  shall  1)0  pro- 
vided with  means  for  releasing  air  or  other  gas.     (4) 

f.  Piston  rods  of  tension-type  hydraulic  elevators  shall 
have  a  factor  of  safety  of  not  less  than  eight  (8),  based  on 
the  cross-sectional  area  at  the  root  of  the  thread.  A  true 
bearing  shall  be  maintained  under  the  nuts  at  both  ends  of 
the  piston  rod  to  prevent  eccentric  loading  on  the  rods.     (2) 

g.  The  outlet  of  pressure  tanks  shall  be  located  to  pre- 
vent the  probability  of  the  entrance  of  air  or  other  gas  into 
the  elevator  cylinder.      (5) 

h.  Automatic  sto]-)  valves  for  elevators  shall  be  packed 
with  cup  leathers,  or  other  means  shall  be  used  to  prevent 
stickino-  of  the  valve  stems.     (1) 
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i.  Each  pump  coiiDccted  to  the  pressure  tank  of  a  hy- 
draulic passenger  elevator  shall  he  equipped  with  a  relief 
valve,  so  installed  that  it  cannot  he  shut  off.  The  relief  valve 
shall  he  of  sufficient  size  and  so  set  as  to  pass  the  full  capacitv 
of  the  pump  at  full  speed  without  exceeding  the  safe  working 
pressure  of  the  pimip  or  tank.  The  relief  valve  shall  he 
piped  to  discharge  into  the  discharge  tank  or  pump  suction. 
Two  or  more  relief  valves  mav  he  used  to  obtain  the  capacity. 
(2) 

j.  Elevator  pumps,  unless  equipped  with  pressure  regu- 
lators which  control  the  motive  power,  shall  he  equipped  with 
automatic  hy-passes.     (1) 

k.  Pressure  tanks  shall  he  made  and  tested  in  accordance 
with  the  A.  S.  ^L.  E.  Boiler  Code  requirements  for  hydraulic 
pressure  vessels.     (2) 

1.  Each  pressure  tank  shall  he  provided  with  a  w^ater- 
gage  glass,  having  brass  fittings  and  valves,  attached  directly 
to  the  tank  and  so  located  as  to  show  the  level  of  the  w^ater 
when  the  tank  is  more  than  half -filled.     (5) 

Each  pressure  tank  shall  have  a  pressure  gage  which  cor- 
rectly indicates  pressure  to  at  least  one  and  one-half  (1%) 
times  the  normal  working  pressure  allowed  in  the  tank.  This 
gage  shall  be  connected  to  the  tank  by  a  brass  or  other  non- 
corrodible  pipe  in  such  a  manner  that  the  gage  cannot  be  shut 
off  from  the  tank  except  by  a  cock  with  a  'T''  or  lever  handle 
(the  ^'T"  or  lever  set  in  line  with  the  direction  of  the  flow). 
The  cock  shall  be  in  the  pipe  near  the  gage. 

The  tank  shall  he  pr()\i(l(Ml  with  n  ouc-iiiiartcr  (^4)  iiu-h 
pipe-size  valved  connection  for  attaching  an  inspector's  gage 
while  the  tank  is  in  service.  This  is  for  testing  the  accuracy 
of  the  pressure  gage.     (4) 

m.  Pressure  tanks  that  may  be  subjected  to  vacuum  shall 
be  provided  with  one  or  more  vacuum  valves  to  prevent  col- 
lapse of  the  tanks.     (4) 
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n.  Pressure  tanks  shall  be  so  located  and  snpported  that 
inspection  may  be  made  of  the  entire  exterior.     (2) 

o.  Discharge  tanks  open  to  atmosphere  shall  be  so  de^ 
signed  that  when  completely  filled  the  factor  of  safety  shall  be 
not  less  than  four  (4),  based  on  the  ultimate  strength  of  the 
material.  Discharge  tanks  shall  be  covered  to  prevent  the  en- 
trance of  foreign  material  and  provided  with  a  suitable  vent 
to  atmosphere.     (2) 

p.  Hydraulic  elevators  operated  from  a  pressure  tank 
where  the  fluid  pressure  is  obtained  by  directly  admitting 
steam,  air  or  other  gas  to  the  tank  shall  comply  with  all  the 
rules  covering  hydraulic  elevators.     (1) 

q.  A  check  valve  shall  be  provided  on  the  pressure  line 
to  each  machine.     (5) 

Rule  3. — Machine   Safeties   and   Terminal   Stops. 

a.  Power  passenger  elevators  shall  be  provided  at  each 
end  of  the  hoistway  with  at  least  two  independent  means,  ex- 
clusive of  the  manually  operated  car  control  (i.  e.,  the  car 
switch,  push  buttons,  handrope  or  lever  devices,  etc.),  to  au- 
tomatically stop  the  car  within  the  limits  of  overtravel.     (5) 

Exceptions:     Hydraulic  elevators.    (See  Rule  3b.) 

Suitable  bumpers  ot  buffers  will  be  considered  one  of  the 
independent  means  required  by  this  rule  for  elevators  having 
traction  machines,  provided  that  when  the  car  or  counter- 
weight is  resting  on  the  bumpers  or  buffers  there  is  insufli- 
cient  traction  to  raise  the  counterweight  or  car.     ( 5 ) 

Tf  one  or  more  speeds  slower  than  full  speed  are  used, 
the  slow-down  device  shall  not  be  considered  one  of  the  inde- 
pendent means  of  stopping  required  by  this  rule.     (5) 

b.  Hydraulic  elevators  shall  be  provided  with  an  inde- 
pendent automatic  means  for  gradually  stopping  the  car  at 
the  upper  and  lower  terminal  landings  independently  of  the 
operator.     (1) 
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If  the  speed  of  the  elevator  does  not  exceed  150  feet  per 
minute,  the  means  employed  may  operate  in  combination 
with  the  car  control  mechanism  and  the  main  operating  valve. 

(1) 

If  the  speed  of  the  elevator  exceeds  150  feet  per  minute, 
an  automatic  stop  valve  shall  be  provided  for  this  purpose. 
This  valve  shall  be  independent  of  the  main  operating  valve 
and  preferably  in  the  piping  between  the  main  operating 
valve  and  the  cylinder.     (1) 

Rule  4.— Control. 

a.  'No  passenger  elevator  having  a  speed  greater  than 
one  hundred  (100)  feet  per  minute  shall  be  controlled  by  a 
direct  hand-operated  rope,  cable  or  rod.     (5) 

b.  No  ])assenger  elevator  having  a  speed  greater  than  one 
hundred  and  fifty  (150)  feet  per  minute,  except  hydraulic 
elevators,  shall  be  controlled  by  a  rope  or  cable  operated  by  a 
wheel  or  a  lever  mechanism.     (4) 

b2.  Hydraulic. cars  operated  by  wheel  controller  shall  be 
provided  with  some  form  of  indicating  device  to  show  the 
position  of  the  control  valve.  Such  device  shall  be  marked 
and  shall  indicate  ^^up,"  '^down,"  and  ^'off.''  Wheel  controller 
to  be  marked  to  indicate  direction  of  motion.     (5) 

c.  Passenger  elevators  controlled  by  a  rope  or  cable  ac- 
cessible from  the  outside  of  the  hoistway  shall  be  equipped 
with  all  the  safeguards  required  for  button  control  elevators. 

(1) 

d.  Overhead  tension  weights  for  handropes  shall  be  se- 
cured by  chains  attached  to  the  weights  and  to  a  suitable 
anchorage.     (1) 

e.  Guards  which  will  keep  the  handropes  on  the  sheaves 
shall  be  installed,  unless  means  are  used  to  maintain  the  hand 
ropes  in  tension .     ( 1 ) 
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f.  No  electric  circuit  having  a  nominal  voltage  in  excess 
of  seven  hundred  and  fifty  (750)  volts  to  ground  shall  be 
used  for  any  power  passenger-elevator  control  system.     (1) 

g.  The  handle  of  the  ''car  switch"  of  ''car-switch"  con- 
trolled elevators  shall  be  arranged  to  return  to  the  "stop" 
position  and  lock  there  automatically  when  the  hand  of  the 
operator  is  removed.     (5) 

The  directional  buttons  of  button-control  elevators  shall  l>e 
arranged  to  return  to  the  "open"  position  when  the  hand  of 
the  operator  is  removed.     (1) 

li.  Electrically  dri\en  elevators  shall  have  an  emergency 
switch  adjacent  to  the  control  apparatus  on  the  car  to  cut  off 
the  source  of  power.  Tn  automatic  button-control  elevators 
the  stop  button  on  the  car  may  be  used  as  the  emergency 
switch  if  it  is  a  red  button  marked  "STOP."     (1) 

i.  A  manually  operated  double-pole  "disconnecting" 
switch  shall  be  installed  in  the  main  line  of  electrically  con- 
trolled elevator  machines.  This  switch  shall  be  located  ad- 
jacent to  and  visible  from  the  elevator  machine.  'No  pro- 
vision shall  be  made  to  close  the  disconnecting  switch  from 
any  other  part  of  the  building.     (5) 

It  is  recommended  when  practicable  that  this  switch  be 
located  in  the  machine  room  at  the  lock- jamb  side  of  the 
entrance  door. 

j.  The  breaking  of  a  circuit  to  stop  an  automatic  button- 
control  elevator  shall  not  depend  on  the  operation  of  a  spring 
or  springs  nor  upon  the  completion  of  an  electric  circuit.     (1) 

k.  The  frames  of  electric-elevator  apparatus  shall  be  thor- 
oughly grounded.    Handropes  shall  also  be  grounded.     (1) 

1.     Electric  "slack-cable"  switches  shall  be  enclosed.     (1) 

m.  ISTo  control  system  shall  be  used  which  depends  on  the 
c(mipletion  or  maintenance  of  an  electric  circuit  for  the  in- 
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terruption  of  the  power,  for  the  application  of  electromechan- 
ical brakes,  for  the  operation  of  ^'safeties,"  or  for  the  closing 
of  a  contactor  by  an  emergency  stop  button,  except  that  this 
paragraph  does  not  apply  to  dynamic-braking  and  speed-con- 
trol devices.     (5) 

n.  ''Car-switch"  or  hand-lever  control  levers  shall  be  so 
arranged  that  the  movement  of  the  lever  towards  the  car  gate 
f which  the  operator  usually  faces)  will  cause  the  car  to  de- 
scend and  movement  of  the  lever  away  from  the  gate  will 
cause  the  car  to  ascend.     (2) 

o.  On  mechanically  controlled  elevators  the  operation  of 
directional  switches  or  operating  valves  shall  not  depend  sole- 
ly upon  belts  nor  u]3on  cast-  or  malleable-iron  chains.  If  a 
handrope  is  used,  the  cable  shall  be  securely  anchored  to  the 
operating  sheave  or  drum.     (4) 

p.  ]^o  circuit  breaker  operated  automatically  by  a  iire- 
alarm  system  shall  cat  off  either  the  power  or  the  control  from 
a  passenger  elevator.     (1) 

q.  Automatic  button-control  elevators  shall  conform  to 
the  following  requirements : 

1  If  the  car  has  started  for  a  given  landing  no  impulse 
can  be  given  from  any  landing  to  send  the  car  in  the 
reverse  direction  until  the  car  has  reached  the  destina- 
tion corresponding  to  the  first  impulse.  It  is  per- 
missible to  stop  the  car  at  any  intermediate  landing  to 
take  on  or  discharge  passengers  going  in  the  original 
direction.     (1) 

2  If  the  car  has  stopped  to  take  on  or  discharge  passen- 
gers and  is  to  continue  in  the  direction  determined  by 
the  first  impulse,  it  is  permissible  to  start  the  car  by 
the  closing  of  the  car  gate.     (1) 
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Fig.  3. — Minimum  Distance  for  Acceleration  and  Retardation  Based 
on  Rate  of  14  ft.  per  Second  per  Second. 


3  The  car  cannot  be  started  under  normal  operation  un- 
less every  hoistAvay  door  is  closed  and  locked  in  the 
closed  position.     (Hoistway  Unit  Interlock  System.) 

(1) 

r.  Each  electric  elevator  operated  by  a  polyphase  alter- 
nating-current motor  shall  be  provided  with  relay  of  the  po- 
tential type  which  will  prevent  starting  the  motor — 

(1 )  rf  the  phase  rotation  is  in  the  wrong  direction,  or 

(2)  If  there  is  a  failure  in  any  phase.     (1) 
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Rule  5. — Limits  for  Acceleration  and  Retardation. 

Under  normal  operation,  no  passenger  elevator  shall  have 
a  maximum  rate  of  acceleration  or  a  retardation  greater  than 
fourteen  (14)  feet  per  second  per  second.     (2) 

For  relation  between  car  speed  and  accelerating  distance,  see 
Fig.  3. 

SECTION    10.— CABLES    AND    SIGNAL    SYSTEMS    FOR    POWER 
PASSENGER  ELEVATORS. 

Rule  1. — Cables. 

a.  Car  and  conntei'weight  cables  for  power  passenger  ele- 
vators shall  be  of  iron  or  steel  without  covering,  except  that 
marline-covered  cables  are  permitted  where  liability  to  ex- 
cessive corrosion  or  other  hazard  exists.  "No  chains  shall  be 
used  for  hoisting.  All  power  elevators  shall  have  at  least  two 
lifting  cables.     (4) 

b.  Where  winding-drum  machines  are  used  the  capacity 
plate  required  in  Rule  7,  Sec.  6,  shall  bear  the  following  in- 
formation:    (1) 


Cable  Specifications. 


Cable. 

Number. 

Diameter  in 
Inches. 

Rated  Ulti- 
mate   Strength 
in  Pounds. 

Hoisting 

Car  counterweight 

Machine  counterwt. 

()6 
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Where  traction  machines  are  used,  the  capacity  plate  re 
quired  in  Kule  7,  Sec.  6,  shall  bear  the  following  informa- 
tion:    (1) 


Cable  Specifications. 


Hoisting  Cables 


Number. 


Diameter  in 
Inches. 


Rated  Ulti- 
mate   Strength 
in  Pounds. 


Where  hydraulic  machines  are  used,  the  capacity  plate  re- 
quired in  Eule  7b,  Sec.  6,  shall  bear  the  following  informa- 
tion:    (1) 


Cable  Specifications. 


Cable. 

Number. 

Diameter  in 
Inches. 

Rated  Ulti- 
mate   Strength 
in  Pounds. 

Hoisting 

Car  counterweight 

See  "Appendix  B"  for  Table  of  Cable  Strength. 

In  addition  a  metal  tag  shall  be  attached  to  the  cable  fas- 
tenings. On  this  tag  shall  be  given  the  diameter,  ultimate 
strength,  and  material  of  the  cable,  and  the  date  of  the  cable 
installation.     (1) 

c.  TTnless  the  ultimate  strength  and  material  are  known, 
the  loads  shall  be  limited  to  the  loads  allowed  for  iron  cables 
of  the  same  diameter.     (3) 
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d.  The  factor  of  safety  based  on  static  loads  for  car  and 
countei'weight  cables  for  power  passenger  elevators  shall  be 
not  less  than  the  values  given  in  Fig.  4,  corresponding  to  the 
rated  speed  of  the  car.     (5) 

e.  The  number  and  diameter  of  the  cables  are  determined 
by  using  the  factor  of  safety  found  by  Kule  la,  Sec.  10,  to- 
gether with  the  ultimate  strength  of  the  cable.  The  com- 
puted load  on  the  cables  shall  be  the  weight  of  the  car.  plus 
its  rated  capacity,  plus  the  weight  of  hoisting  cables  and  the 
compensation.     (See  Rule  8,  Sec.  7,)     (6) 

f.  All  cables  anchored  to  a  winding  drum  shall  have  not 
less  tlian  one  ( 1  )  turn  of  cable  on  the  wiiidinii'  drum  when  the 
car  or  counterweight  has  reached  the  extreme  limit  of  its 
overtravel.     (1) 

g.  The  diameter  of  a  sheave  or  a  winding  drum  for  a 
hoisting  or  a  counterweight  cable  shall  be  not  less  than  thirty- 
eight  (38)  times  the  diameter  of  the  cable.     (2) 

h.  Xo  car  or  counterweight  cable  shall  be  repaired  or 
lengthened  by  splicing.     (1) 

i.  The  winding-drum  ends  of  car  or  counterweight  cables 
shall  be  secured  by  clamps  on  the  inside  of  the  drums  or  by 
one  of  the  methods  specified  in  the  following  paragraphs  for 
fastening  cables  to  cars  or  counterweights.     (1) 

j.  The  car  and  counterweight  ends  of  cables  shall  be  fas- 
tened by  spliced  eyes,  by  return  loop,  or  by  individual  tapered 
babbitted  sockets.  Such  fastenings  are  not  required  for  the 
compensating  counterweight  cables  of  plunger  elevators. 

yieihod  of  Splicing  Cables.  If  the  spliced  eye  is  used  a 
metal  thimble  shall  be  placed  within  the  eye  and  the  splice 
made  with  not  less  than  the  following  number  of  tucks :  first 
strand,  two  tucks :  second  strand,  three  tucks :  third  strand, 
four  tucks ;  remainder  of  strands,  five  tucks.     The  eve  shall 
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Fig.  5. — Factors  of  Safety  for  Hoisting  Cables  for  Passenger 

Elevators. 

be  drawn  tightly  around  the  thimble,  the  strands  drawn 
tightly  after  each  tuck  and  the  tuck  smoothly  laid.  After  the 
last  tuck  is  made  each  strand  shall  be  cut  off  not  closer  than 
one-fourth  (1/4)  inch  from  the  tuck  and  beaten  down  flush. 
The  splice  may  be  left  bare  or  served  with  marline. 

Method  of  Making  Return  Loops.  When  the  two  ends  of 
one  continuous  cable  are  both  secured  to  the  winding  drum,  to 
the  car  or  to  the  counterweight,  a  return  loop,  without  cut- 
ting the  cable,  may  be  made  at  the  counterweight  or  car.  To 
form  such  loop  the  cable  shall  be  passed  around  a  metal  thim- 
ble closely  fitting  the  cable.  Immediately  above  the  thimble  a 
^^clamp'^  shall  be  placed  on  the  doubled  cable  and  securely 
bolted  to  prevent  slip])ing  of  either  leg  of  the  cable  througli 
the  elauip  should  the  o])])osite  leg  ])v  (Mitirely  released.      ((]) 

Method  of  8ocl'eting  Cables.  If  a  babbitted  socket  is  used 
the  length  of  the  socket  shall  be  not  leas  than  four  (4)  times 
the  diameter  of  the  cable.  The  hole  at  the  small  end  shall 
be  as  ii'iven  in  Table  5. 
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Table  5. — Relation  of  Cable  to  Small  Diameter  of  Cable  Socket. 


Nominal  Dia.  of  Cable 

Inside   Diameter   of   Small   End   of 

in  inches. 

Cable  Socket. 

!4  to    11/16  inclusive 

shall   not  be  more   than   1/16   in.    larger 

than  cable  diameter. 

•;4  to  1 1/16  inclusive 

shall   not  be  more  than   .3/32   in.    larger 

than  cable  diameter. 

l^^  to  VAi       inclusive 

shall  not  be  more  than  Vs  in.  larger  than 

i 

cable  diameter. 

The  small  end  of  the  socket  shall  be  free  from  cutting 
edges.  The  hole  at  the  large  end  of  the  socket  shall  be  not 
less  than  three  (3)  times  the  diameter  of  the  cable.  The 
socket  shall  be  drop-forged  steel,  steel  casting,  or  formed  in  a 
substantial  block  of  cast  iron.  The  socket  shall  be  of  such 
strength  that  the  cable  will  break  before  the  socket  is  percepti- 
bly deformed. 

Before  cutting,  the  cable  shall  be  served  with  wire  at  the 
end  of  the  length  to  be  used,  i^ter  cutting,  the  cable  shall  be 
served  with  wire  at  a  distance  from  the  end  of  the  cable  equal 
to  the  length  of  the  socket  plus  two  and  one-half  (21/2)  times 
the  diameter  of  the  cable. 

Large    cables    should    be    served    for    a    distance    of    several 
inches  to  prevent  unwrapping. 

The  socket  shall  be  slipped  over  the  cable  and  the  serv- 
ing at  the  end  of  the  cable  removed.  The  fiber  core  shall  be 
removed  to  the  remaining  serving,  the  wires  separated  and 
thoroughly  cleaned. 

The  wires  shall  be  ^^turned  in"  toward  the  center  of  the 
cable  for  a  distance  of  not  less  than  two  and  one-half  (2%) 
times  the  diameter  of  the  cable. 

The  w^ires  shall  be  sprinkled  with  powdered  rosin  or  dipped 
in  a  suitable  fluxing  solution  and  the  socket  shall  be  put  in 
place. 

The  socket  and  cable  shall  1k'  warmed  and  ])oure(l  full  of 
merited  l>abbit  or  spelter  metal.  Care  shall  l)e  taken  not  r«» 
overheat  the  metal  thereby  injuring  the  cable  wires. 
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Whichever  method  is  used  for  fastening  the  cable,  the  fas- 
tening shall  be  capable  of  sustaining  a  load  of  not  less  than 
eighty  (80)  per  cent  of  the  ultimate  strength  of  the  undis- 
turbed portion  of  the  cable.     (6) 

Kule  2.— Cable  Equalizers. 

a.  Equalizers  shall  be  provided  at  car  and  counterweight 
ends  of  hoisting  cables  for  traction  elevators  having  two  or 
more  cables.  Equalizers  shall  be  provided  at  car  and  counter- 
weight if  the  cables  to  them  wind  in  right-  and  left-hand 
grooves  of  a  winding  drum.     (2) 

It  is  recommended  that  for  traction  elevators  the  equal- 
izers consist  of  compression  springs.     (2) 

Rule  3. — Signal  Systems. 

a.  The  hoistway  of  every  power  passenger  elevator  ex- 
cept automatic  button-control  elevators  shall  be  provided  with 
a  signal  system  by  means  of  which  signals  can  be  given  from 
anv  landino'  whenever  the  elevator  is  desired  at  that  land- 
ing.     (1)    '' 

b.  Automatic  button-control  elevators  shall  be  provided 
with  an  audible  emergency  signal  operative  from  the  car.   (1) 


PART  III.— PO^VER  FREIGHT  ELEVATORS. 

SECTION  11.— CAR  CONSTRUCTION  AND  SAFETIES  FOR 
POWER  FREIGHT  ELEVATORS. 

Rule  1.— Car  Construction. 

a.  Power  freight-elevator  car  enclosures  shall  not  deflect 
more  than  one-fourth  (1/4)  of  an  inch  if  subjected  to  a  force 
of  seventy-five  (75)  pounds  applied  at  any  point  perpendicu- 
larly to  tiie  car  enclosure.  The  car  enclosure  shall  be  secured 
to  the  car  floor  and  sling  in  such  a  manner  that  it  cannot  work 
loose  or  become  displaced  in  ordinary  service.     (2) 
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b.  Power  freight-elevator  cars  shall  have  steel  slings  de- 
signed with  a  factor  of  safety  of  at  least  six  (6)  based  on  the 
rated  load  uniformly  distributed.  Elevators  of  the  plunger 
type  which  are  not  provided  with  counterweights  need  not 
comply  with  the  requirements  of  this  paragraph. 

Elevators  for  carrying  automobiles  shall  have  car  plat- 
forms of  sufficient  strength  to  support  safely  seventy  (70) 
per  cent  of  the  live  load  concentrated  equally  at  any  two 
points  fifty-six  (56)  inches  apart  on  a  line  parallel  with  the 
entrance  sill  of  the  car.     (2) 

c.  Except  for  cable  anchorages  no  cast  iron  in  tension 
shall  be  used  for  a  suspension  member  of  any  car  sling.     (2) 

d.  Power  sidewalk  elevators  shall  be  provided  with  either 
flat  metal  tops  or  arched  bows  of  sufficient  strength  to  open 
tlio  hatch  cover  or  l)p  pi^^vidcd  with  some  (h'vicc  that  will 
stop  the  car  before  a  person  riding  on  it  could  be  injured,  if 
the  hatch  cover  should  fail  to  open.     (5) 

e.  If  there  is  a  railroad  track  on  the  elevator  car,  the 
tops  of  the  rails  shall  be  flush  with  the  car  floor.     (2) 

f.  Elevator  cars  shall  be  lighted  at  all  times  when  in  use. 
Electric  light  shall  be  used  if  current  is  available.  The  in- 
tensity of  illumination  shall  be  not  less  than  0.75  foot-candle 
at  the  edge  of  the  car  platform.     (1) 

This  illumination  is  approximately  that  given  by  a  forty  (40) 
watt  metallic-filament  lamp,  with  a  plain  glass  globe,  placed 
seven  (7)  feet  three  (3)  inches  from  the  landing  edge  of  the 
car  platform,  or  of  a  sixty  (60)  watt  lamp  of  the  same  type 
placed  nine  (9)  feet  from  the  landing  edge. 

g.  Xo  glass  shall  be  used  in  elevator  cars  except  to  cover 
certificates,  lighting  fixtures  and  appliances  necessary  for  the 
operation  of  the  car.     (2) 

It  is  recommended  that  no  piece  of  glass  shall  exceed  one 
(1)  square  foot  in  area. 
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Kule  2. — Car  Comiuirtments. 


a.  No  power  freight-elevator  car  shall  have  more  than  one 
compartment.     (4) 

Rule  3. — Car  Enclosures. 

a.  Cars  for  power  freight  elevators  other  than  platform 
elevators  shall  be  enclosed  at  sides  except  the  openings  neces- 
sary for  loading  and  unloading,  to  a  height  of  at  least  six  (6) 
feet,  or  to  the  crosshead  if  the  crosshead  is  lower.     (4) 

b.  The  car  enclosure,  either  "openwork"  or  solid,  may  be 
of  metal  or  wood.     (4) 

If  of  "openwork"  it  shall  reject  a  ball  two  (2)  inches  in 
diameter.  Tf  the  openings  are  larger  than  one-half  (I/2)  inch 
square  they  shall  be  covered  with  wire  netting  of  not  more 
than  one-half  inch  square  mesh  and  of  wire  not  smaller  than 
No.  20  Steel  Wire  Gage  (0.0384  in.  diam.)  to  a  height  of  at 
least  six  (6)  feet  from  the  car  floor,  where  the  clearance  to 
any  part  of  the  lioistway  structure  or  the  counterweight  is 
less  than  five  (5)  inches.     (4) 

c.  If  the  car  enclosure  is  cut  away  at  the  front  to  provide 
access  to  the  handrope,  the  enclosure  shall  be  cut  low  enough 
to  prevent  injury  to  the  operator's  hand.     (4) 

d.  Power  freight-elevator  cars  shall  be  equipped  with 
solid  top  covers  or  wire  grille  work  having  a  mesh  that  will 
reject  a  ball  one  and  one-half  (1%)  inches  in  diameter  and 
of  wire  not  less  than  No.  10  Steel  Wire  Gage  (0.135  in. 
diam.)  or  its  equivalent.  The  top  or  cover  shall  be  sufifi- 
ciently  strong  to  sustain  a  load  of  one  hundred  and  fifty 
(150)  pounds  applied  at  any  point.     (4) 

Exceptions:  (1)  Elevators  operating  through  automatic 
hatch  covers;  (2)  sidewalk  elevators;  (3)  platform  elevators; 
(4)  elevators  having  automatic  closing  gates  extending  to  the 
floor  at  all  landings  above  the  lowest  landing;  and  (5)  ele- 
vators with  landing  doors  which  open  only  from  the  hoistway 
side  except  by  a  key  and  which  are  kept  closed  unless  the  car 
is  at  the  landing. 
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e.  Car  gates  or  doors  for  freight  elevators  when  closed 
shall  guard  the  full  opening,  except  that  they  need  not  be 
more  than  six  (G)  feet  high.     (4) 

f.  Elevator  cars  operating  in  hoistways  outside  the  build- 
ing which  are  enclosed  only  at  the  ground  landing,  shall  be 
protected  on  the  exposed  side  or  sides  either  by  independently 
operated  bars  or  gates  equipped  with  electric  contacts,  or  by 
semi-automatic  bars  or  gates.     (4) 


*Rule  4. — Cars  Counterbalancing  One  Another. 

a.  Power  freight-elevator  cars  shall  not  be  arranged'  to 
counter-balance  one  another  if  persons  are  permitted  to  ride 
on  them  or  to  step  on  them  for  the  purpose  of  loading  or  un- 
loading, unless  hoistway  gates  or  doors  are  provided  which 
are  equipped  Avith  door  interlocks  or  electric  contacts.      (2) 

Eule  5. — Car  Safeties  and  Speed  Governors. 

a.  Freight  elevators  suspended  by  cables  shall  be  pro- 
vided with  a  ^'safety"  attached  to  the  under  side  of  the  car 
sling  and  capable  of  stopping  and  sustaining  the  car  and  rated 
load.     (1) 

The  "safety''  shall  be  so  constructed  that  if  applied  it  can- 
not decrease  its  retarding  force  until  the  car  has  stopped  and 
that  no  decrease  in  the  tension  of  the  governor  cable  or  motion 
of  the  car  or  counterweight  in  the  descending  direction  shall 
release  the  ^'safety."     (1) 

b.  For  elevators  having  a  speed  in  excess  of  100  feet  per 
minute  the  ^'safety"  shall  be  operated  by  a  speed  governor, 
and  the  ^^safety"  shall  be  designed  so  that  the  retardation  of 
the  car  shall  never  exceed  64.4  feet  per  second  per  second. 
(5) 

For    relation   between    car    speed    and    stopping    distance   at 
above  retardation,  see  Fig.  2. 
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c.  The  speed  governor  shall  be  ''set"  to  cause  the  applica- 
tion of  the  ''safety"  before  the  speed  of  the  descending  car  ex- 
ceeds themaximnm  tripping  speed  given  in  Fig.  1.     (1) 

^0  "car  safety"  shall  be  permitted  for  stopping  an  ascend- 
ing car.  If  a  "safety"  is  used  to  stop  an  ascending  car,  the 
"safety"  shall  be  applied  to  the  counterweight.     (1) 

d  The  governor  shall  be  located  where  it  cannot  be  struck 
by  the  car  in  case  of  overtravel.     (1) 

e.  The  motor  circuit  and  the  brake-control  circuit  shall 
be  opened  before  or  at  the  time  the  governor  trips.  -(2) 

f .  The  governor  cable  shall  be  of  iron,  steel  or  phosphor 
bronze.  The  cable  sliall  not  bo  loss  than  throo-oiglits  (••s) 
inch  in  diameter.     (6) 

g.  The  arc  of  contact  between  the  governor  rope  and  the 
driving  sheave  shall,  in  conjunction  with  a  tension  device, 
provide  sufficient  traction  to  cause  proper  operation  of  the 
governor.     (1) 

h.  Elevators  having  winding-drum  machines  shall  be  pro- 
vided with  a  "slack-cable"  device  which  will  cut  off  the  power 
and  stop  the  elevator  machine  if  the  car  is  obstructed  in  its 
descent.     (1) 

i.  'No  "car  safety"  which  depends  on  the  completion  or 
maintenance  of  an  electric  circuit  for  the  application  of  the 
"safety"  shall  be  used.  "Car  safeties"  shall  be  applied  me- 
chanically.    (1) 

j.  The  gripping  surfaces  of  car  or  counterweight  "safe- 
ties" shall  not  be  used  to  guide  the  car  or  countei^weights.    (1) 

k.  A  pawl  and  ratchet  shall  not  l>e  considered  a  sufficient 
safety  device.     (1 ) 
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1.  The  ear  and  counterweights  shall  respectively  be 
brought  to  rest  on  the  bumpers  or  buffers  before  the  counter- 
weights or  car  pass  their  limits  of  overtravel  at  the  top  of  the 
hoistway.     (2) 

Rule  6.— Car-Safety  Tests. 

a.  A  rated-capacity  test  shall  be  made  of  every  new  ele- 
vator before  the  elevator  is  placed  in  regular  service.     (2) 

b.  Every  installation  of  a  '^safety"  designed  to  sustain  the 
car  shall  be  tested  with  the  rated  load  on  the  car.     (2) 

c.  The  application  of  the  ^^safety"  by  a  speed  governor 
shall  be  obtained  by  causing  the  car  to  descend  at  the  gov- 
ernor tripping  specnl  corres})ondi]ig  to  tlic  VAtvd  speed  of  the 
car  as  indicated  in  Fig.  1.     (2) 

d.  With  alternating-current  machines  when  the  car  and 
rated  load  are  not  sufficient  to  overhaul  the  machine  at  the 
governor  trippini>'  speed,  the  i^'overnor  nuiv  be  tripped  bv 
hand.     (2)  ^  ^ 

e.  All  installations  of  hoistway  door  and  car  gate  electric 
contact  shall  l)e  tested  under  all  conditions  of  service.     (2) 

Rule  7. — Capacity  and  Loading:. 

a.  A  metal  plate  shall  be  provided  which  shall  be  fast- 
(^ned  in  a  conspicuous  place  in  the  elevator  car  and  shall  bear 
the  following  information  in  not  less  than  one-fourth  f  l/|  ) 
inch  letters  or  figures,  stamped,  etched  or  raised  on  th(^  sur- 
face of  the  plate  :     (5) 

(1)  Tiie  capacity  of  the  (^levator  in  ])ounds. 

(2)  The  rated  speed  at  which  the  elevator  is  designed  to 
operate. 

(3)  The  cable  data  required  in  Ttule  lb.  Sec.  11. 

The  capacity  of  tlie  elevator  shall  also  be  indicated  in  a 
conspicuous  place  in  the  ear,  in  letters  and  figures  not  l(\ss 
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than  one  (1)  inch  high,  by  the  word  CxVPAClTY,  followed 
by  figures  giving  the  rated  capacity  in  ponnds.     (5j 

b.  Xo  freight  elevator  shall  be  used  for  carrying  safes  or 
other  concentrated  loads  greater  than  the  rated  capacity  of 
the  elevator,  unless  the  elevator  is  provided  with  a  "safe-hoist- 
ing'' attachment,  designed  for  the  '*safe-lift"  load.  The  car 
platform,  car  slings,  sheaves,  shafts  and  cables  shall  be  de- 
signed for  the  "safe-lift"  load  with  a  factor  of  safety  of  not 
less  than  five  (5).  The  car  ''safeties"  for  this  type  of  ele- 
vator need  not  be  designed  to  hold  the  ''safe-lift"  load.     (1) 


SECTION    12.— COUNTERWEIGHTS,    BUMPERS,    AND    GUIDES 
FOR    POWER  FREIGHT   ELEVATORS. 

Jhile  1. — Coiiiiierweiglits. 

a.      ("oiniterweights  shall  run  in  guides.     (1) 


1).  If  two  counterweights  run  in  the  same  guides,  the  car 
counterweight  shall  be  above  the  machine  counterweight  and 
there  shall  be  a  clearance  of  eight  (8)  inches  between  the 
counterv.'cights.     (1) 


c.  If  an  independent  car  counterAveight  is  used,  it  shall 
uot  be  of  sufficient  weight  to  cause  undue  slackening  in  any 
of  the  cables  during  acceleration  or  retardation  of  the  car. 

(1) 

(1.  Counterweiglit  sections,  whether  carried  in  frames  or 
not,  shall  be  secured  by  at  least  two  tie  rods  passing  through 
lioles  in  all  th(^  sections.  Existing  counterweights  of  the  box 
type  may  be  secured  by  ''U"  straps  fastened  to  frame  and 
weights  in  licMi  of  the  rods.  The  tie  rods  shall  have  lock  nuts 
at  each  end.     The  lock  nuts  shall  be  secured  bv  cotter  pins. 

(1) 
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Rule  2. — Car  and  Counterweight  Bumpers  or  Buffers. 

a.  Car  bumpers  or  butters  sliall  be  installed  in  tlie  pits 
under  power  freight  elevators.     (2) 

Spring  bumpers  or  their  equivalent  shall  be  used  with  ele- 
vators having  a  speed  greater  than  fifty  (50)  feet  per  minute 
and  not  exceeding  three  hundred  and  fifty  (350)  feet  per 
minute.     (2) 

Oil  butfers  or  their  equivalent  shall  be  used  with  elevators 
having  a  speed  greater  than  three  hundred  and  fifty  (350) 
feet  per  minute.     (2) 

b.  The  spring  bumpers  or  oil  buffers  shall  be  designed  to 
cause  a  retardation  of  the  car  at  a  rate  not  in  excess  of  G-I-.4 
feet  per  second  per  second. 

(1)  When  descending  witli  oiu'  person  in  the  ciir  at  rated 
car  speetl,  and 

(2)  With  fully  loaded  car  at  governor  trip])ing  s})eed.    See 
Figs.  1  and  2.     (2)  ' 

Exception:  For  plunger  elevators  the  bumpers  or  buffers 
shall  stop  the  fully  loaded  car  at  the  maximum  operatint^ 
speed. 

c.  P)um})ers  or  buffers  shall  be  located  symmetrically  with 
reference  to  the  center  of  the  car.     (2) 

(1.  Ade(]uate  provision  in  the  design  of  plunger  elevators 
shall  be  made  to  stop  the  plunger  as  well  as  the  car.     (2) 

e.  Counterweight  bumpers  or  buffers  similar  to  those  re- 
quired for  cars  in  Rule  2a  sliall  be  installed  under  the  coun- 
terweights of  freight  elevators.     (2) 

Rule  3.— Guide  Rails. 

•A.  Cjir  and  counterweight  guide  rjiils  of  all  ])ower  freight 
elevators  shall  be  of  steel  except  for  elevators  having  a  travel 
of  not  more  than  one  hundred  f  100")  feet  and  operating  at  a 
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rated  speed  not  in  excess  of  one  Inindred  (  100)  feet  per  min- 
ute. 

It  is  recommended^  however,  tliat  steel  guide  rails  be  used 
for  all  power  freight  elevators. 

Where  the  use  of  steel  rails  presents  an  accident  hazard, 
as  in  chemical  or  explosive  factories,  wood  guide  rails  may  be 
used  for  any  rise  or  car  speed. 

Guide  rails,  particularly  where  in  contact  with  the  guide 
shoes  when  the  car  is  at  the  landing,  shall  be  securely  fast- 
ened with  iron  or  steel  brackets  (or  their  equivalent)  of  such 
strength,  design  and  spacing  that  the  guide  rails  and  their 
fastenings  shall  not  deflect  more  than  one-fourth  (%)  inch 
under  normal  operation. 

They  shall  withstand  the  application  of  the  ''safety"  when 
stopping  a  fully  loaded  car  or  the  counterweight.  The  guid- 
ing surface  of  the  guide  rails  upon  which  ''safeties"  operate 
shall  be  finished  smooth  and  the  joints  shall  be  tongued  and 
grooved  or  doweled.     (2) 

b.  The  use  of  expansion  bolts  or  sleeves  of  iron  or  steel 
will  not  be  permitted  to  be  used  to  fasten  guide  rails  or  guide 
rail  brackets  to  brick  or  concrete. 

Guide  rails  and  their  fastenings  shall  be  secured  in  posi- 
tion by  clips  or  through  bolts  of  not  less  than  the  following 
sizes : 

61/2  and  TV-  lb.  rails l/o-in.   bolts 

14  lb.  rails %-in.   bolts 

30  lb.  rails '%-iii'   bolts 

The  guide  rails  shall  be  "bottom"  on  suitable  supports  and 
extended  at  the  top  to  prevent  guide  shoes  running  off  in  case 
the  overtravel  is  exceeded. 
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Table  6.— Weight  per  Lineal  Foot  of  Each  Guide  Rail. 


Total  Weight  of 
Car  and  Load ;     ' 

Total  Weight  of 
Counterweights 

Minimum 

Weight  of 

Each  Car 

Guide  Rail. 

(lb.) 

Minimum  Weight  of  Each  Coun- 
terweight Guide  Rail. 

(lb.) 

per  pair  of  rails, 
(lb.) 

Without  Guide-Rail 
With                    Safeties. 

To  and 
Includ- 
ing 

Guide 

Above 

Rail.                           ^ 
Itol 
Roping. 

2tol 
Roping. 

0 

4000 

15000 

4000 
15000 
40000 

IV2 
14 
30 

14                 IV2 

30                 71/2 

61/2 

71/2 
14 

Table  7.— Size  of  Wood  Guide  Rails. 


Total  Weight  of  Car  and  load  per  Pair 
of  Maple  Guide  Rails. 

(lb.) 

Size  of  Each 

Guide  Strip 

in  Inches. 

Above 

To  and  Including 

0 
5000 

5000 
8000 

2     x2y2 
2%x3 

Cast  iron  shall  not  be  used  for  guide  rails.     (2) 

c.  The  weight  of  steel  guide  rails  shall  be  not  less  than 
as  given  in  Table  6.     (2) 

d.  The  size  of  wood  guide  rails  shall  be  not  less  than  given 
ill  Table  7.     (See  Rule  3a.)     (2) 
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SECTION    13.— MACHINES    AND    MACHINE    SAFETIES    FOR 
POWER  FREIGHT  ELEVATORS. 

Rule  1. — Machines  and  3Iachinery. 

ii.  Drums  and  leading  sheaves  shall  be  of  cast  iron  or 
steel,  and  shall  have  finished  grooves.  Grooves  shall  be  not 
more  than  one-sixteenth  (1/16)  inch  larger  than  the  cables. 
(2) 

b.  The  factors  of  safety  based  on  the  static  loads  (the 
rated  load  pins  the  weight  of  the  car,  cables,  counterweights, 
etc.),  to  be  used  in  the  design  of  elevator  hoisting  machines 
shall  be : 

8   for  wrought  iron  or  wrouglit  steel. 
10   for  cast  iron,  cast  steel  or  other  materials.     (2) 

c.  Set-screw  fastenings  shall  not  be  used  in  lieu  of  keys 
or  pins.     (2) 

(1.  W()]-m  gears  having  cast-iron  teeth  shall  not  be  used  to 
drive  power  freight-elevator  drums  or  sheaves.     (2) 

e.  Winding-drum  and  traction  machines  for  freight  ele- 
vators shall  be  equipped  with  brakes  which  are  applied  auto- 
matically by  springs  or  gravity  when  the  control  is  at  the 
^^stop"  position.  Electric  freight-elevator  machines  shall  be 
equipped  with  electrically  released  brakes.     (5) 

Except  when  the  rated  load  will  not,  within  the  limits  of 
travel,  accelerate  the  car  speed  above  150  per  cent,  of  rated 
speed,  the  brakes  shall  not  be  released  uutil  power  has  been 
applied  to  the  motor.     (5) 

f.  Under  normal  operating  conditions  the  action  of  the 
brake  magnet  shall  not  be  retarded  by  any  motor-field  dis- 
charge or  counter  voltage  or  by  any  single  ground  or  short- 
circuit.     (5) 
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Rule  2. — Hydraulic  Machines. 

a.  Hydraulic-elevator  machines,  whether  of  the  vertical 
or  horizontal  type,  shall  be  so  constructed  and  so  roped  that 
the  piston  will  be  stopped  before  the  car  can  be  drawn  into  the 
overliead  work.  Stops  of  ample  strength  shall  be  provided  to 
bring  the  piston  to  rest,  when  under  full  pressure,  without 
causing  damage  to  the  cylinder  or  cylinder  head.     (5) 

b.  If  the  cylinder  is  located  in  or  adjacent  to  the  hoist- 
way  tlie  traveling  sheaves  for  vertical  hydraulic  elevators 
shall  be  guided.  The  guide  rails  and  guide  shoes  shall  be  of 
metal.     (1) 

c.  'Hie  side  frames  ot"  traveling  sheaves  for  vertical  hy- 
draulic elevators  shall  be  either  of  structural  or  forged  steel. 

(1), 

The  construction  commonly  known  as  the  "U-strap  connec- 
tion" shall  not  be  used  between  the  piston  rods  and  traveling 
sheaves.     (7) 

d.  Where  more  than  one  piston  rod  is  used  on  the  vertical 
pulling  type,  an  equalizing  crosshead  shall  be  provided  for 
attaching  the  rods  to  the  traveling-sheave  frame,  to  insure  an 
equal  distribution  of  load  on  each  rod.     (5) 

Equalizing  or  cup  washers  shall  be  used  under  the  piston- 
rod  nuts  to  insure  a  true  bearing.     (5) 

e.  Cylinders  of  hydraulic-elevator  machines  shall  be  pro- 
vided with  means  of  releasing  air  or  other  gas.     (4) 

f.  Piston  rods  of  tension-type  hydraulic  elevators  shall 
have  a  factor  of  safety  of  not  less  than  eight  (8),  based  on  the 
cross-sectional  area  at  the  root  of  the  thread.  A  true  bearing 
shall  be  maintained  under  the  nuts  at  both  ends  of  the  piston 
rod  to  prevent  eccentric  loading  on  the  rods.     (2) 

g..  The  outlet  of  the  pressure  tanks  shall  be  arranged  to 
prevent  the  probability  of  the  entrance  of  air  or  other  gas 
into  the  elevator  cylinder.     (5) 


82  OEDIXANCES. 

h.  Automatic  stop  valves  for  elevators  shall  be  packed 
with  cup  leathers,  or  other  means  shall  be  used  to  prevent 
sticking  of  the  valve  stems.     (1) 

i.  Each  pump  connected  to  the  pressure  tank  of  a  hy- 
draulic freight  elevator  shall  be  equipped  with  a  relief  valve 
so  installed  that  it  cannot  be  shut  off.  The  relief  valve  shall 
be  of  sufficient  size  and  so  set  as  to  pass  the  full  capacity  of 
the  pump  at  full  speed  without  exceeding  the  safe  working 
pressure  of  the  pump  or  tank.  The  relief  valve  shall  be  piped 
to  discharge  into  the  discharge  tank  or  the  pump  suction. 
Two  or  more  relief  valves  mav  be  used  to  obtain  the  capacitv. 
(2) 

j.  Elevator  pumps,  unless  equipped  with  pressure  regu- 
lators which  control  the  motive  power,  shall  be  equipped  with 
automatic  by-passes.     (1) 

k.  Pressure  tanks  shall  be  made  and  tested  in  accordance 
with  the  A.  S.  M.  E.  Boiler  Code  requirements  for  hydraulic 
pressure  vessels.     (2) 

1.  Each  pressure  tank  shall  be  provided  with  a  water-gage 
glass  having  brass  fittings  and  valves,  attached  directly  to  the 
tank  and  so  located  as  to  show  the  level  of  the  water  when  the 
tank  is  more  than  half  filled.     (5) 

Each  pressure  tank  shall  have  a  pressure  gage  which  cor- 
rectly indicates  pressure  to  at  least  one  and  one-half  (iVii') 
times  the  normal  working  pressure  allowed  in  the  tank.  This 
gage  shall  be  connected  to  the  tank  by  a  brass  or  other  non- 
corrodible  pipe  in  such  a  manner  that  the  gage  cannot  be  shut 
off  from  the  tank  except  by  a  cock  with  a  ^^T"  or  lever  handle 
(the  "T"  or  lever  set  in  line  with  the  direction  of  the  flow). 
The  cock  shall  be  in  the  pipe  near  the  gage. 

The  tank  shall  bo  provided  with  a  one-quarter  (Vi)  inch 
pipe-size  valved  connection  for  attaching  an  inspector's  gage 
when  the  tank  is  in  service.  This  is  for  testing  the  accuracy 
of  the  pressure  gage.     (5) 
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in.  Pressure  tanks  that  may  be  subjected  to  vacuum  shall 
be  provided  with  one  or  more  vacuum  valves  to  prevent  eol- 
hipse  of  the  tanks. 

Vacuum  valves  shall  liave  openings  of  sufficient  size  to  pre- 
vent the  collapse  of  the  tank  if  a  vacutim  occurs.  If  neces- 
sary more  than  one  vacuum  valve  may  be  used  to  obtain  suffi- 
cient capacity.     (4) 

n.  Pressure  tanks  shall  be  so  located  and  supported  that 
inspection  may  be  made  of  the  entire  exterior.     (2) 

o.  Discharge  tanks  open  to  atmosphere  shall  be  so  de- 
signed tliat  when  completely  filled  the  factor  of  safety  shall 
be  not  less  than  four  (4)  based  on  the  ultimate  strength  of 
the  material.  Discharge  tanks  shall  be  covered  to  prevent  the 
entrance  of  foreign  material  and  provided  with  a  suitable 
vent  to  the  atmosphere.     (2) 

p.  Hydraulic  elevators  operated  from  a  pressure  tank 
where  the  fluid  pressure  is  obtained  by  directly  admitting 
steam,  air  or  other  gas  to  the  tank  shall  comply  with  all  the 
rules  covering  hydraulic  elevators.     (1) 

Rule  3. — Belted  Machines, 

a.  Belt   or  chain-driven  freight-elevator  machines  shall 

be  operated  at  a  car  speed  not  in  excess  of  sixty  (60)  feet  per 
minute.     (4) 

b.  Double-belted  elevator  machines  are  permitted  only 
when  driven  from  a  line  shafting  which  also  supplies  power 
for  other  purposes.     (2) 

c.  Single-belted  or  chain-driven  elevator  machines  are 
prohibited.     (7) 

This  does  not  apply  to  sidewalk   lift  or   platform   elevator 
travelling  less  than  fifteen  feet. 
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(1.  Means  shall  be  provided  to  stop  the  elevator  belts  of 
a  double-belted  elevator  machine  without  stopping  other  ma- 
chinery driven  from  the  same  source  of  power.     (7) 

e.  Elevator  belts  within  seven  (7)  feet  of  the  floor  except 
when  located  witliin  macliine  enclosures  shall  be  guarded  in 
accordance  with  the  standards  mentioned  in  Rule  1,  Sec.  4. 

(1) 

Kule  4. — Machine  Safeties  and   Terminal  Stops. 

a.  Power  freight  elevators  shall  be  provided  at  each  end 
of  the  hoistway  with  at  least  two  independent  means  exclu- 
sive of  the  manually  operated  car  control  (i.  e.,  car  switch, 
push  buttons,  handrope  or  lever  devices,  etc. )  to  automatically 
stop  the  car  wnthin  the  limits  of  overtravel.  (5) 
Exception:    Hydraulic  elevators.     (See  Rule  4b.) 


Suitable  bumpers  or  bu fibers  will  be  considered  one  of  the 
independent  means  required  by  this  rule  for  elevators  having 
traction  machines  provided  that  when  the  car  or  counter- 
weight is  resting  on  the  bumpers  or  buffers  there  is  insuffi- 
cient traction  to  raise  the  counterweight  or  car.     (5) 

Stop  balls  securely  fastened  to  the  handropes  may  be  con- 
sidered one  of  the  independent  means  of  stopping  required 
by  this  rule.     (5) 

If  one  or  more  speeds  slower  than  normal  speed  are  used, 
the  slow-down  device  shall  not  be  considered  one  of  the  inde- 
pendent means  of  stopping  required  by  this  rule.     (5) 

b.  Hydraulic  elevators  shall  be  provided  with  an  inde- 
pendent automatic  means  for  gradually  stopping  the  car  at 
the  upper  and  lower  terminnl  landings  independently  of  the 
operator.     (5) 

If  the  speed  of  the  elevator  does  not  exceed  one  hundred 
and  fifty  (150)  feet  per  minute,  the  means  employed  may 
operate  in  combination  Avitli  the  car-control  mechanism  and 
<]ie  main  operating  valve.     (5) 


It  the  speed  of  tlie  elevator  exceeds  one  hundred  and  iilty 
i^loO)  feet  per  minute,  an  automatic  stop  valve  shall  be  pro- 
vided for  this  purpose.  This  valve  shall  be  independent  of 
the  main  operating  valve  and  preferably  in  the  piping  be- 
tween the  main  operating  valve  and  the  cylinder.     (5) 

Kule  5. — Control. 

a.  jN^o  freight  elevator  having  a  speed  greater  than  one 
hundred  (100)  feet  per  minute  shall  be  controlled  by  a  direct 
liand-operated  rope,  cable  or  rod.     (2) 

b.  Xo  freight  elevator,  except  hydraulic  elevators,  hav- 
ing a  speed  greater  than  one  hundred  and  fifty  (150)  feet 
per  minute,  shall  be  controlled  by  a  rope  or  cable  opera t(Ml 
])y  a  wlieel  or  lever  mechanism.     (1) 

c.  i\^o  handrope  shall  be  accessible  from  the  outside  of  a 
building  if  the  elevator  hoistway  is  in  the  building.  Xo  hand- 
rope  shall  be  accessible  from  the  outside  of  the  hoistway  if 
the  hoistway  is  located  outside  the  building.     (1) 

d.  Overhead  tension  weights  for  handropes  shall  be  se- 
cured by  chains  or  cables  attached  to  the  weights  and  to  a 
suitable  anchorage.     (1) 

e.  Guards  Avhich  will  keep  the  ropes  from  leaving  the 
slieaves  shall  be  installed  unless  means  are  used  to  maintain 
the  handropes  in  proper  tension.     (1) 

f.  Power  freight  elevators  operated  by  means  of  a  direct- 
operated  handrope  shall  be  provided  with  a  centering  device 
which  will  insure  the  operating  mechanism  being  placed  in 
the  stop  position  when  it  is  desired  to  stop  the  car.     (4) 

Exception:     Sidewalk  elevators. 

g.  Xo  electric  circuit  having  a  nominal  voltage  in  excess 
of  seven  hundred  and  fifty  (750)  volts  to  ground  shall  be 
used  for  any  power  freight-elevator  control  system.     (1) 
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li.  The  handle  of  the  ''car-switch"  of 
trolled  elevators  shall  be  arranged  to  retnrn  to  the  '^stop" 
position  and  lock  there  antomatically  when  the  hand  of  the 
operator  is  removed.     (2) 

The  directional  push  buttons  of  button-control  elevators 
shall  be  arranged  to  return  to  the  "open"  position  when  the 
hand  of  the  operator  is  removed.     (1) 

i.  Electrically  driven  elevators  controlled  by  a  handrope 
or  car  sw^itch  shall  have  an  emergency  switch  on  the  car  to 
cut  off  the  source  of  power.     ( 1 ) 

Exceptions:    Elevators    operating   through    automatic    hatch 


In  button-controlled  elevators  the  stop  button  on  the  car 
may  be  used  as  the  emergency  switch  if  it  is  a  red  button 
marked  "STOP."     (1) 

j.  The  breaking  of  a  circuit  to  stop  an  automatic  button- 
control  elevator  shall  not  depend  on  the  operation  of  a  spring 
or  springs  nor  upon  the  completion  of  an  electric  circuit.    (1) 

k.  A  manually  operated  double-pole  disconnecting  switch 
shall  be  installed  in  the  main  line  of  electrically  controlled 
elevator  machines.  This  switch  shall  be  located  adjacent  to 
and  visible  from  the  elevator  machine.  Xo  provision  shall 
bo  made  to  close  this  disconnecting  switch  from  any  other 
]);irt  of  the  building.      (5) 

It  is  recommended  that  where  practicable  this  switch  be 
located  in  the  machine  room  at  the  lock-jamb  side  of  the 
entrance  door. 

1.  The  frames  of  electric-elevator  apparatus  shall  be 
gi-()iiiid(Ml.     TTandropes  shall  be  grounded.     (1) 

111.      I^'lcctric  "slnck-cnblc''  switches  shall  ])v  enclosed.    (1) 
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n.  ^o  control  sj'stem  sliall  be  used  whicli  depends  on  the 
completion  or  maintenance  of  an  electric  circnit  for  the  inter- 
ruption of  the  power,  for  the  application  of  electromechanical 
brakes,  for  the  operation  of  ^^safeties,"  nor  for  the  closing  of 
a  contractor  bv  an  emergency  stop  button,  except  that  this 
paragraph  does  not  apply  to  dynamic-braking  and  speed-con- 
trol devices.     (6) 

o.  "Car-switch''  or  hand-lever  control  le^^ers  sliall  be  so 
arranged  that  the  movement  of  the  lever  toward  the  opening 
(which  the  operator  usually  faces)  will  cause  the  car  to  de- 
scend and  a  movement  of  the  lever  away  from  the  opening 
will  cause  the  car  to  ascend.     (2) 

p.  Power  freight  elevators  controlled  by  handropes  shall 
be  equipped  with  rope  locks  for  holding  the  car  at  any  land- 
ing.    (4) 

Exceptions:  (1)  sidewalk  elevators;  (2)  elevators  equipped 
with  an  emergency  switch;  and  (3)  elevators  equipped  with 
interlocks  or  electric  contacts. 

q.  No  circuit  breaker  operated  automatically  by  a  fire- 
alarm  system  shall  cut  off  either  the  power  or  the  control  from 
a  power  freight  elevator.     (1) 

r.  Automatic  button-control  elevators  shall  conform  to  tlie 
following  requirements : 

(1)  If  the  car  has  started  for  a  given  landing  it  shall  be 
impossible  to  give  an  impulse  from  any  landing  to 
send  the  car  in  the  reverse  direction  until  car  has 
reached  the  destination  corresponding  to  the  first 
impulse.  It  is  permissible,  however,  to  stop  the  car 
at  any  intermediate  landing  to  take  on  or  discharge 
attendants  or  freight  going  in  the  original  direction. 

(1) 

Exception:    Elevators    installed    in    building    used 
exclusively  by  owner  or  by  single  tenant. 
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(2)  If  the  car  has  been  stopped  to  take  on  or  discharge 
atttendants  or  freight  and  is  to  continue  in  the  direc- 
tion determined  by  the  first  impulse,  it  is  permissible 
to  start  the  car  by  the  closing  of  the  car  gate.     (1) 

Exception:     Elevators    installed    in    building    used 
exclusively  by  owner  or  by  single  tenant. 

(3)  It  shall  not  be  possible  to  start  the  car  under  normal 
operation  unless  every  hoistway  door  is  closed  and 
locked  in  the  closed  position.  (Hoistway  Unit  Inter- 
lock System.)     (1) 

s.  Each  electrical  elevator  operated  by  a  polyphase  alter- 
nating-current niotor  shall  be  provided  with  relay  of  the  po- 
tential type  which  will  prevent  starting  the  motor  if — 

(1)  The  phase  rotation  is  in  the  wrong  dire<^tioii  or 

(2)  There  is  a  failure  in  any  phase.     (1) 

Jiule  6. — Limits  of  Speed,  Acceleration  and  Ketardation. 

a.  No  platform  elevator  shall  have  a  speed  gTeater  than 
thirry  (30)  tect  [x^r  iniiiutc.     ( _!  ) 

b.  The  speed  of  elevators  operating  through  automatic 
hatch  covers  shall  not  exceed  fifty  (50)  feet  per  minute.     (2) 

c.  Except  automatic  button-control  elevators  and  eleva- 
tors controlled  exclusively  by  an  authorized  person,  no  power 
freight  elevator  shall  have  a  speed  in  excess  of  one  hundred 
(100)  feet  per  minute.     (2) 

d.  Tnder  normal  operation,  no  power  freight  (levator 
shall  have  a  maximum  rate  of  acceleration  or  retardation 
greater  than  fourteen  (14)  feet  per  second  per  second.     (2) 

For   relation   between   car   speed    and    acceleration   distance, 
see  Fig.  3. 


()i;i)i.\A.\(  !•: 
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Kiile  7. — Limits  of  Travel  tor  Freight  Kle\ators. 

a.  Platform  elevators  within  the  huilding  line,  having  a 
travel  exceeding  fifteen  (15)  feet,  shall  conform  to  the  re- 
quirements for  freight  elevators.     See  Rule  le,  Sec.  14.     (5) 

b.  Sidewalk  elevators  having  a  travel  exceeding  thirty 
(30)  feet  shall  conform  to  the  requirements  of  power  freight 
elevators.     (5) 

SECTION    14.— CABLES    AND    SIGNAL    SYSTEMS    FOR    POWER 
FREIGHT  ELEVATORS. 

Rule  1.^ — Hoistiiiii"  ( jibles. 

a.  Car  and  counterweight  cahles  for  power  freight  ele- 
vators shall  be  of  iron  or  steel  without  covering  except  that 
marline-covered  cables  are  permitted  where  liability  to  ex- 
cessive corrosion  or  other  hazard  exists.  Hoisting  chains  may 
be  used  only  for  power  platform  and  sidewalk  elevators.  All 
power  elewators  shall  have  at  least  two  lifting  cables.     (4) 

b.  Where  winding-drum  machines  are  used,  the  capacity 
plate  required  in  Rule  Ta,  Sec.  11,  shall  bear  the  following 
information : 

Cable  Specifications. 


Cable. 

.  >«-»-'^---    °'ixr"^ 

Rated  Ulti- 
mate   Strength 
in  Pounds. 

Hoisting 

Car  counterweight 

Machine  coimterwt. 
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Where  traction  machines  are  used,  the  capacity  plate  re- 
quired in  Itule  7a.  Sec.  11,  shall  bear  the  following  informa- 
tion: 

Cable  Specifications. 


niaiTiPtPr  in  ^^ted  Ulti- 

Number.  uiametei  m      ^^^^^    strength 

incnes.  .^^  Pounds. 


Hoisting  Cables 


Where  hydraulic  machines  are  used,  the  capacity  plate  re- 
quired in  Rule  7a,  Sec.  11,  shall  bear  the  following  informa- 
tion : 


Cable  Specifications. 


Cable. 


Number. 


Hoisting 


Car  counterweight 


Diameter  in 
Inches. 


Rated  Ulti- 
mate   Strength 
in  Pounds. 


See  "Appendix  B"  for  Table  of  Cable  Strengths. 

In  addition  a  metal  tag  shall  be  attached  to  the  cable  fas- 
tenings. On  this  tag  shall  be  stated  tlic  diameter,  ultimate 
strength  and  material  of  the  cal)les,  and  the  date  of  the  cable 
installation.     (6) 

c.  Where  the  ultimate  strength  and  material  of  the  cables 
;ire  not  known,  the  loads  shall  be  limited  to  the  loads  for  iron 
('id)l('s  of  llic  same  diameter.      (H  ) 


(1.      Tlie  factoi*  of  safety  based  on  slatic  loads  for  car  and 
iiiilcrw'ciuht  cahlcs  foi-  ))o\v(m-  fi'eiglit  elevators  sliall  be  not 
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Fig.  4. — Factors  of  Safety  for  Hoisting  Cables  for  Power  Freight 

Elevators. 
(It   is    recommended    that   traction-machine    freight    elevators    use 

factors  of  safety  25  per  cent,  in  excess  of  the  values  given  in 

this  curve  to  allow  for  wear  on  the  cables.) 


less  than  the  value  given  in  Fig.  5. 
of  the  car.     (1) 


corresponding  to  the  speed 


e.  The  number  and  diameter  of  the  cables  are  determined 
by  using  the  factor  of  safety  found  in  Eule  Id,  together  with 
the  ultimate  strength  of  the  cable.  The  computed  load  on 
the  cables  shall  be  the  weight  of  the  car,  plus  its  rated  load, 
phis  the  weight  of  hoisting  cables  and  the  compensation.  See 
Fade  7a,  Sec.  11.     (1) 

Xo  platform  elevator  shall  be  suspended  bv  less  than  8 
cables.     (2) 


f.  Cables  anchored  to  a  winding  drum  shall  have  not  less 
than  one  (1)  turn  of  cable  on  the  winding  drum  when  the  car 
or  counterweight  has  rc^ached  the  oxtreme  limit  of  its  over- 
travel.     (1) 
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g.  The  diameter  of  a  sheave  or  drum  for  a  hoisting  or 
counterweight  cable  shall  be  not  less  than  thirt^^-eight  (38) 
times  the  diameter  of  the  cable  with  which  it  is  used  except 
for  sidewalk  elevators.     (2) 

h.  'No  car  or  counterweight  cable  shall  be  leng*thened  or 
repaired  bv  splicing.     (1) 

i.  The  drum  ends  of  car  or  counterweight  cables  shall  be 
secured  by  clamps  on  the  inside  of  the  drums  or  by  one  of  the 
methods  specified  in  the  following  paragraphs  for  fastening 
cables  to  cars  or  counterweights.     (1) 

j.  The  car  and  counterweight  ends  of  cables  shall  be  fas- 
tened by  spliced  eyes,  return  loop,  or  by  individual  tapered 
bal)bitted  sockets.  Snch  fastenings  are  not  reqnired  for  com- 
pensating connterweight  cables  of  plunger  elevators.     (1) 

Method  of  Splicinr/  Cables.  If  the  spliced  eye  is  used  a 
melal  thimble  shall  be  placed  within  the  eye  and  the  splice 
in;i(l(  with  not  1( .- >  tluiii  the  followiiiii  ininib(>i'  of  tiick< :  tiist 
strand,  two  tucks ;  second  strand,  three  tucks ;  third  strand, 
four  tucks ;  remainder  of  strands,  five  tucks.  The  eye  shall  be 
drawn  tightly  around  the  thimble,  the  strands  drawn  tightly 
after  each  tuck  and  the  tucks  smoothly  laid.  After  the  last 
tuck  is  made  each  strand  shall  be  cut  off  not  closer  than  one- 
fourth  (1/4)  inch  from  the  tuck  and  beaten  down  flush.  The 
splice  may  be  left  bare  or  served  with  marline. 

Method  of  Making  Return  Loops.  Wlien  the  two  ends  of 
one  continuous  cable  are  both  secured  to  the  winding  drum, 
to  the  car  or  to  the  counterweight  a  return  loop,  without  cut- 
ting the  cable,  may  be  made  at  the  counterweight  or  car.  To 
form  such  loop  the  cable  shall  he  passed  aronnd  a  metal 
thimble  closely  fitting  the  cable.  Immediately  above  the  thim- 
ble n  clam]>  shall  b(>  ]")lace(l  on  the  doubled  cable  and  secnrely 
l)olt('(l  to  ])re\ent  sli])ping  of  either  leg  of  the  cable  tlirougli 
llic  claiiip  slionld  tlio  (^))])osile  log  b(>  entirely  released. 
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Method  of  Socl-eting  Cables.  If  a  babbitted  socket  is  used 
the  length  of  the  socket  shall  be  not  less  than  four  (4)  times 
the  diameter  of  the  cable.  The  hole  at  the  small  end  shall 
be  as  given  in  Table  8. 

Table  8. — Relation  of  Cable  to  Small  Diameter  of  Socket. 


Nominal  Diam.  of  Cable  Inside  Diameter  of  Small  End  of 

in  Inches.  Cable  Socket. 


M  to    11/16  inclusive      shall   not  be   more   than   1/16   in.   larger 

than  cable  diameter. 
■;4  to  1  1/16  inclusive      shall   not  be   more  than   3/32   in.   larger 

than  cable  diameter. 
1%  to  V/j       inclusive      shall  not  be  more  than  Vs  in.  larger  than 

cable  diameter. 


The  small  end  of  the  socket  shall  be  free  from  cutting  edges. 

The  hole  at  the  large  end  of  the  socket  shall  be  not  less 
than  three  (3)  times  the  diameter  of  the  cable.  The  socket 
shall  be  drop-forged  steel,  steel  casting  or  formed  in  a  sub- 
stantial block  of  cast  iron.  The  socket  shall  be  of  such 
streng-th  that  the  cable  will  break  before  the  socket  is  per- 
ceptibly deformed. 

Before  cutting  the  cable  shall  be  served  with  wire  at  the 
end  of  the  length  to  be  used.  After  cutting  the  cable  shall 
be  served  with  wire  at  a  distance  from  the  end  of  the  cable 
equal  to  the  length  of  the  socket  plus  two  and  one-half  (214) 
times  the  diameter  of  the  cable.     (6) 

Large  cables  should  be  served  for  several  inches  to  prevent 
unwrapping. 

The  socket  shall  be  slipped  over  the  cable  and  the  serving 
at  the  end  of  the  cable  removed.  The  fibre  core  shall  be  re- 
moved to  the  remaining  serving  and  the  wires  separated  and 
thoroughly  cleaned. 

The  wires  shall  be  ^'turned  in"  toward  the  center  of  the 
cable  for  a  distance  not  less  than  two  and  one-half  (2%) 
times  the  diameter  of  the  cable. 
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The  wires  shall  be  sprinkled  with  powdered  rosin  or  dipped 
in  a  suitable  fluxing  solution  and  the  socket  shall  be  put  in 
place. 

The  socket  and  cable  shall  be  warmed  and  poured  full  of 
melted  l)abbitt  or  spelter  metal.  Care  shall  be  taken  not  to 
overheat  the  metal  thereby  impairing  the  cable  wires.     (6) 

k.  Wliichever  method  is  used  for  fastening  the  cable,  the 
fastening  shall  be  capable  of  sustaining  a  load  of  not  less 
than  eighty  (80  )  per  cent  of  the  ultimate  strength  of  the  un- 
disturbed portion  of  the  cable.     (1) 


Kiile  2. — Cable  Equalizers. 

a.  Equalizers  shall  be  provided  at  car  and  counterweight 
ends  of  hoisting  cables  for  traction  elevators  having  two  or 
more  cables.  Equalizers  shall  be  provided  for  elevators  hav- 
ing winding  drums,  if  the  cables  wind  in  grooves  on  drums 
scored  right  and  left  hand.     (2) 

It  is  recommended  that  for  traction  elevators,  the  equal- 
izers shall  consist  of  compression  springs.     (2) 


Eiile  3. — Signal  Systems. 

a.  The  hoistway  of  every  power  freight  elevator,  except 
automatic  button-control  elevators,  shall  be  provided  with  a 
signal  system  by  means  of  which  signals  can  be  given  from 
anv  landing  whenever  the  elevator  is  desired  at  that  landing. 

(1) 

b.  Automatic  button-control  elevators  shall  be  provided 
with  an  audible  emergency  signal  that  is  operated  from  the 
car.     n) 
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PART  ly.  HA>J)  ELEVATOKS  AND  HAM)  INVALID  LIFTS. 

SECTION  15.— CAR  CONSTRUCTION  AND  SAFETIES  FOR 
HAND  ELEVATORS  AND  HAND  INVALID  LIFTS. 


IJiile  1. — Car  Construction. 

a.  Hand  invalid  lifts,  hospital  elevators  and  elevators  op- 
erating outside  the  building — except  sidewalk  elevators — shall 
have  cars  enclosed  on  the  top  and  sides  not  used  for  entrance. 
The  enclosure  shall  not  deflect  more  than  one-fourth  (14) 
inch  if  subjected  to  a  force  of  seventy-five  (75)  pounds  ap- 
plied at  any  point  perpendicular  to  the  car  enclosure.  The 
car  enclosure  shall  be  secured  to  the  car  platform  or  frame  in 
such  a  manner  that  it  cannot  work  loose  or  become  displaced 
in  ordinarj^  service.     (1) 

b.  Car  slings  shall  be  of  metal  or  sound  seasoned  wood 
designed  with  a  factor  of  safety  of  not  less  than  four  (4)  for 
metal  or  six  (6)  for  wood  based  on  the  rated  load  uniformly 
distributed.  If  of  wood  the  frame  members  shall  be  securely 
bolted  and  braced.     (2) 

c.  'No  glass  shall  be  used  in  elevator  cars  except  to  cover 
certificates,  etc.  No  piece  of  glass  shall  exceed  one  (1)  square 
foot  in  area.     (2) 

d.  Elevators  o]:)erating  in  hoistways  outside  the  building 
which  are  enclosed  only  at  the  gi'oimd  landing  shall  be  pro- 
tected on  the  exposed  side  or  sides  either  by  independently 
operated  gates  or  bars  interlocked  with  the  car  control,  or  by 
semi-automatic  gates  or  bars.     (2) 

Rule  2. — Car  Compartments. 

a.  ]^o  hand  elevator  car  upon  which  persons  are  permitted 
to  ride  shall  have  more  than  one  compartment.     (2) 
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Rule  3. — Cars  Counterbalancing  One  Another. 

a.  Hand-elevator  cars  shall  not  be  arranged  to  counter- 
balance one  another  if  persons  are  permitted  to  ride  on  them 
or  to  step  on  them  for  the  purpose  of  loading  or  unloading, 
unless  hoistAvay  gates  or  doors  are  provided  which  are 
equipped  with  interlocks  or  electric  contacts  and  doorlocks. 
(5) 

Kiile   1. — Car   Safeties   and   Speed   Hetarders. 

a.  Hand-elevators  suspended  by  cables,  chains  or  ropes 
having  a  travel  of  more  than  fifteen  (15)  feet  shall  be  pro- 
vided with  a  '^safety"  attached  to  the  under  side  of  the  car 
sling  capable  of  stopping  and  sustaininir  the  car  and  rated 
load.     (5) 

b.  The  '^car  safety"  shall  be  applied  automatically.     (5) 

c.  'No  ^^car  safety"  shall  be  permitted  for  stopping  an  as- 
cending car.     (5) 

d.  A  ^'speed  retarder"  may  be  used  to  apply  the  brake 
if  the  car  speed  becomes  excessive  in  either  direction.  (5) 
Hand  elevators  having  a  travel  of  more  than  thirty  (30) 
feet  shall  be  equipped  with  a  brake  which  operates  automat- 
ically.    (5) 

For  hand  brake,  see  Rule  1,  Sec.  17. 

c.  The  '^speed  retarder"  shall  be  located  where  it  cannot 
be  struck  by  the  car  in  case  of  overtravel.     (1) 

Kule  5. — Capacity  and  Loadini*. 

a.  The  minimum  carrying  capacity  of  hand  invalid  lifts 
and  hospital  elevators  shall  be  thirty-five  (35)  pounds  per 
square  foot  of  platform  area  inside  of  the  car  enclosure.     (1) 

1).  A  nictal  ])late  shall  be  fastened  in  a  conspicuous  place 
in  the  elexator  car  and  shall  bear  the  following  information, 
in  not  less  than  one-fourth  (1^4)  inch  letters  or  figures.    These 
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letters  or  figures  shall  be  stamped,  etclied,  or  raised  on  the 
surface  of  the  plate.     (5) 

(1)  The  capacity  of  the  elevator  in  pounds 

(2)  The  maximum  number  of  passengers  to  be  carried, 
based  on  one  hundred  and  fifty  (150)  pounds  per  per- 
son (if  passenger  elevator). 

(3)  The  suspension  data  required  in  Eule  2.  Sec.  17.     (5) 

c.  A  rated-capacity  test  shall  be  made  of  every  new  ele- 
vator before  the  elevator  is  placed  in  regular  service.     (2) 

SECTION    16.— COUNTERWEIGHTS,    BUMPERS    AND    GUIDES 
FOR  HAND  ELEVATORS  AND  HAND  INVALID  LIFTS. 

Rule  1. — Countenveiglits. 

a.  Counterweights  shall  run  in  guides.     (1) 

b.  Counterweight  sections  of  hospital  elevators  and  in- 
valid lifts  whether  carried  in  frames  or  not  shall  be  secured 
by  at  least  two  tie  rods  passing  through  holes  in  the  sections. 
The  tie  rods  shall  have  lock  nuts  at  each  end.  The  lock  nuts 
shall  be  secnred  by  cotter  pins.     (1) 

Rule  2.— C<ir  and  Counterweight  Bumpers. 

a.  Car  bumpers  of  the  spring  type  or  their  equivalent 
shall  be  installed  in  the  pits  of  hand  invalid  lifts  and  hospital 
elevators.     (1) 

b.  Bumpers  shall  stop  the  car  when  descending  with  its 
rated  load.  The  bumpers  shall  be  designed  to  cause  a  retarda- 
tion of  the  car  not  in  excess  of  64.4  feet  per  second  per  sec- 
ond.    (See  Fig.  '2.)     (2^1 

c.  Bumpers  shall  bp  located  symmetrically  with  reference 
to  the  center  of  the  car.     (2) 
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J.  Counterweiglit  bumpers  similar  to  those  required  for 
cars  shall  be  installed  under  the  countei^veights  if  the  space 
beloAV  the  counterweight  runway  is  used  for  any  purpose.    (2) 

Rule  3. — (xuide  Kails. 

a.  Car  and  counterweight  guide  rails  shall  he  of  steel 
wrought  iron,  or  straight-grained,  seasoned  wood  free  from 
knots,  shakes,  dry  rot  or  other  imperfections.  Guide  rails 
shall  be  securely  fastened  with  through  bolts  of  such  strength, 
design  and  spacing  that  the  guide  rails  and  their  fastenings 
shall  not  deflect  more  than  one-fourth  (1/4)  inch  under  nor- 
mal operation,  particularly  where  in  contact  with  the  guide 
shoe  when  the  car  is  at  the  landing.  Guide  rails  shall  with- 
stand the  application  of  the  '^safety"  when  stopping  a  fully 
loaded  car  of  the  counterweight.  The  guiding  surfaces  of  the 
guide  rails  for  elevators  requiring  '^safeties"  shall  be  finished 
smooth.  The  guide  rails  shall  be  ^'bottomed"  on  suitable  sup- 
ports and  extended  at  the  top  to  prevent  guide  shoes  ininning 
off  in  case  the  overtravel  is  exceeded.     (2) 

SECTION    17.— MACHINES    AND    SUSPENSION    MEMBERS    FOR 
HAND  ELEVATORS  AND  HAND   INVALID  LIFTS. 

Kule  1. — Machines  and  Machinery. 

a.  Hand  elevators  shall  be  equipped  with  a  hand  brake 
that  operates  in  either  direction.  When  the  brake  has  been 
applied  it  shall  remain  locked  in  the  '^on"  position  until  re- 
leased. The  brake  shall  be  automatically  applied  in  event 
of  the  failure  of  the  control  rope.     (1 ) 

b.  The  factors  of  safety  based  on  the  static  loads  to  be 
used  in  the  design  of  all  parts  of  hoisting  machines  shall  be 
not  less  than  five  (5)  for  wrought  iron  or  wrought  steel  and 
eight  (8)  for  cast  iron  or  other  materials.     (1) 

c.  The  sheaves  or  idlers  of  hand  invalid  lifts  and  hospital 
elevators  shall  not  be  suspended  in  stirrups  of  cast  iron  from 
the  under  side  of  the  supporting  beams.     (1) 
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d.  ^o  hand-elevator  machine  shall  be  equipped  with  any 
means  or  attachment  for  applying  any  other  power  unless 
such  elevator  is  permanently  and  completely  converted  into  a 
power  elevator  complying  with  requirements  of  this  code  for 
power  elevators.     ( 1 ) 

c.  Power  «hall  not  he  applied  to  hand  elevators  by  means 
of  rope-gri])  attachments  or  clutch  mechanisms.     (1) 

Kiile  2. — Hoisting  Cables,  Kopes  and  Chains. 

a.  Thoi  capacity  plate  required  in  Rule  5b  shall  bear  the 
following  information:     (6) 


Suspension  Specifications. 


Suspension 
Member. 

Material. 

Number. 

Nominal 
Size. 

Rated    Ulti- 
mate   Strength 
in  Lbs. 

Hoisting 

Counterwght. 

b.  In  addition  a  metal  tag  shall  be  attached  to  the  sus- 
pension fastenings  stating  the  size,  rated  ultimate  strength 
and  material  of  the  suspension  and  the  date  of  its  installa- 
tion.    (6) 

c.  The  factor  of  safety  used  in  determining  the  size  of 
the  suspension  member  shall  be  five  (5),  based  on  the  weight 
of  the  car  and  its  rated  load.     (1) 


d.  Suspension  members  shall  be  so  adjusted  that  either 
the  car  shall  rest  upon  its  bumpers  or  the  counterweight  upon 
the  floor  of  the  pit  before  the  counterweight  or  the  car  strikes 
any  part  of  the  over-hoi stway  construction.     (1) 
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e.  Suspension  members  secured  to  a  winding  drum  shall 
have  not  less  than  one  (1)  complete  turn  of  the  suspension 
member  around  the  winding  drum  when  the  car  or  counter- 
weight has  reached  the  extreme  limit  of  its  overtravel.     (6) 

The  drum  end  of  cables  shall  be  secured  by  clamps  inside 
the  drum.     (6) 


PAKT  Y.— DUMBWAITERS. 

Limits  of  Application  of  This  Code. 

The  requirements  for  dumbwaiter  hoistways  are  given  in 
Part  1  of  this  Code.  Hand  dumbwaiters  are  required  to  con- 
form only  to  Rules  1,  2,  3  and  4.  Power  dumbwaiters  shall 
comply  with  all  the  requirements  of  Part  V  of  this  Code. 


SECTION  18.— CONSTRUCTION  DUIVIBWAITERS. 

Rule  1. — Car  Construction. 

a.  Dumbwaiter  cars  shall  be  of  such  strength  and  stiff- 
ness that  they  will  not  deform  appreciably  if  the  load  leans 
or  falls  against  the  sides  of  the  car.     (5) 

b.  Cars  shall  be  made  of  w^ood  or  metal  and  of  '^solid" 
construction. 

Cars  for  power  dumbwaiters  shall  be  reinforced  with  metal 
from  the  bottom  of  the  car  to  the  point  of  suspension. 

Metal  cars  shall  be  of  luotal  sections  rigidly  riveted  or 
welded  together. 

Cars  mav  be  provided  with  hina'ed  or  removable  shelves. 
(5) 

c.  Dumbwaiter  cars,  mnchiues,  and  hoisting  ropes  or 
cables  shall  sustnin  the  lo.nds  given  in  the  following  tnble. 
T'be  motive  power  need  not  be  sufficient  to  raise  the  struct- 
urnl-capacity  load.      (5) 
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Horizontal  Dimensions  in 
Inches. 

Structural  Capacity  in 
Pounds. 

24xx24 
24xx30 
30XX30 
36xx36 

100 
150 
300 
500 

Kule  2. — Dumbwaiter  Machines. 

a.  Dumbwaiter  machines  shall  be  securely  fastened  to 
their  supports.  The  factors  of  safety — based  upon  the  ulti- 
mate strength  of  the  material  and  the  static  load,  i.  e.,  the 
loading  specified  in  Rule  Ic,  plus  the  weight  of  the  car, 
cables,  counterweights,  etc.,  used  in  the  design  of  dumbwaiter 
machines — shall  be  not  less  than 

6  for  steel,  and 

9   for  cast  iron  or  other  materials.     (5) 

b.  Sheaves  or  idlers  shall  not  be  suspended  in  cast-iron 
stirrups  from  the  under  side  of  the  supporting  beam.     (5) 

Rule  3.— Guide  Rails. 

a.  (Tuide  rails  shall  be  rigidly  secured  to  the  hoistway 
and  the  joints  either  tongued  and  grooved,  doweled  or  fitted 
with  splice  plates.     (5) 

b.  One  set  of  guides  may  be  used  for  both  the  car  and 
the  counterweight.     (5) 

c.  Hand  dumbwaiters  having  a  capacity  of  not  more  than 
twenty  (20)  pounds  and  their  counterweights  shall  have 
guides  of  wood,  metal,  metal  and  wood  bolted  together,  metal 
tubes  or  spring-steel  wires  maintained  in  tension  bv  turn- 
buckles.     (5) 
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(1.  Dumbwaiters  having  a  capacity  of  more  than  twenty 
(20)  pounds  and  a  speed  not  in  excess  of  one  hundred  (100) 
feet  per  minute  shall  have  guide  rails  of  metal  wood  or  metal 
and  wood  bolted  together.     (5) 

llule  4. — Coiiiiterweif^hts. 

a.  Counterweights  of  dumbwaiters  having  a  capacity  ex- 
ceeding one  InindnMl  (100)  pounds  or  having  a  speed  exceed- 
ing one  Innidred  (100)  feet  })er  minute  shall  have  their  coun- 
ter-weight sections  secured  by  at  least  two  tie  rods  passing 
through  holes  in  all  sections,  unless  suitable  counterweight 
frames  oi*  boxes  are  provided.  The  tie  rods  shall  have  lock 
nuts  at  each  end.  The  lock  nuts  shall  be  secured  by  cotter 
pins.     (5) 

Rule  5. — Hoisting  Cables. 

a.  Power  dumbwaiters  shall  be  provided  with  one  or 
more  iron  or  steel  hoisting  cables.  Where  cables  are  exposed 
to  corrosion,  they  may  be  covered  with  marline  or  other  equiv- 
alent protective  covering.     (6) 

1).  The  minimum  factor  of  safety  for  static  loads  of  car 
or  c()i:nt(M.'weight  cable  shall  be  not  less  than  the  values  given 
in  Fig.  ()  corresponding  to  the  rated  speed  of  the  car.     (6) 

c.  The  nund)er  and  diameter  of  the  cables  are  determined 
by  using  the  factor  of  safety  found  in  Rule  51)  and  the  rated 
ultimate  strength  of  the  cable.  The  com])uted  load  on  the 
cables  shall  be  tlic^  weight  of  the  car  plus  its  capacity  load  plus 
the  weight  of  hoisting  cables  and  com]')ensation.     (H) 

(1.  No  car  or  count(U"W(ught  hoisting  cable  of  ])ower  dumb- 
waiters shall  be  lengthened  or  re])aired  by  s])licing.     (1) 

e.  The  drum  eml  of  the  car  ami  counterweight  cables  shall 
1)0  secured  by  clam])s  inside^  th(^  drums.     (C^) 
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f.      All  cables  scchrhI  to  a  wiii(liji«>-  drnni  sliall  have  not 
less  than  ()ii(^  (  I  )  ii.ru  of  ('al)l(>  on  the  wiiidiiiu'  (Innii  when  the 
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Fig.  6. — Factors  of  Safety  for  Hoisting  Cables  for  Dumbwaiters. 

ear  or  eoiiiiterweiii'lit  lias  reached  the  extreme  limit  of  its  over- 
travel.     (6) 

SECTION   19.— SPEED,   CONTROL  AND   SAFETIES   FOR   POWER 
DUMBWAITERS. 


Rule  1. — Speed  and  Control. 

a.  'No  belt  dumbwaiter  shall  have  a  speed  greater  than 
fifty  (50)  feet  per  minute.     (2) 

b.  No  power  dumbwaiter  controlled  by  a  handrope  shall 
have  a  speed  greater  than  fifty  (50)  feet  per  minute.     (2) 

c.  The  speed  of  power  dumbwaiters  other  than  those  men- 
tioned in  Eules  la  and  lb  shall  not  exceed:     (2) 

(1)  One  hundred  (100)  feet  per  minute  if  the  travel  is 
less  than  thirty  (30)  feet. 

(2)  One  hundred  and  fifty  (150)  feet  per  minute  if  the 
travel  is  thirty  (30)  feet  or  more  and  less  than  fiftv 
(50)  feet. 
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(3)  Two  hundred  and  fifty  (250)  feet  per  minute  if  the 
travel  is  fifty  (50)  feet  or  more  and  less  than  one 
hundred  (100)  feet.     (2) 

(4)  Four  hundred  (400)  feet  per  minute  if  the  travel  is 
one  hundred  (100)  feet  or  more. 

(5)  Five  hundred  (500)  feet  per  minute  if  the  travel  is 
in  excess  of  100  feet  without  intermediate  landing, 
and  the  dumbw^aiter  is  button-controlled  and  provided 
with  a  '^slow-down"  device.     (2) 

d.  Guards  w^hich  wall  keep  the  ropes  on  the  sheaves  shall 
be  installed  unless  means  are  used  to  maintain  the  handropes 
in  proper  tension.     (6) 


Rnle  2. — Terminal  Stops. 

a.  Power  dumbwaiters  shall  be  equipped  with  brakes 
which  are  automatically  applied  when  the  power  it  cut  off  the 
motor.     (1) 

Exception:    Hydraulic  dumbwaiters. 

b.  Power  dumbwaiters  shall  be  provided  at  each  termi- 
nal with  independent  means  of  manual  operation  to  automat- 
ically stop  the  car  within  the  limits  of  overtravel.     (5) 

c.  Power  dumbwaiters  having  a  travel  of  more  than  thirty 
(30)  feet  and  a  capacity  of  more  than  one  hundred  (100) 
pounds  and  operated  by  winding-drum  machines  shall  l>e 
provided  with  a  ^'slack-cable"  device  which  will  cut  off  the 
power  and  stop  the  car  if  the  car  is  obstructed  in  its  descent. 

(5) 

Exception:    Hydraulic  dumbwaiters. 
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TAKT  Yl.— ESCALATORS. 

SECTION  20.— ESCALATOR  CONSTRUCTION. 
Rule  1. — Angle  ot  Iiieliiiatloii. 

a.  The  angle  of  inclination  of  an  escalator  shall  not  ex- 
ceed thirty  (30)  degi-ees  with  the  horizontal.     (2) 

Rule  2.— Width  ot  Escalators. 

a.  The  width  of  an  escalator  shall  be  measured  between 
the  balustrading  at  a  vertical  height  of  twenty-fonr  i^'24: ) 
inches  above  the  nose  line  of  the  treads.     (2) 

b.  Escalators  shall  be  not  less  than  twenty-two  (22) 
inches  nor  more  than  forty-eight  (48)  inches  wide.     (2) 

Escalators  greater  than  twentj^-nine  (29)  inches  in  width 
shall  have  a  horizontal  tread  formation. 

Rule  3.— **BalHstradliiu." 

a.  Escalators  shall  be  provided  on  each  side  with  ''solid 
balustrading."  On  the  escalator  side  the  ''balustrading"  shall 
be  smooth,  without  depressed  or  raised  paneling  or  molding. 
Glass  panels  in  ''balustrading"  shall  be  prohibited.     (2) 

There  shall  be  no  abrupt  changes  in  the  width  between  the 
**balustrading"  on  the  two  sides  of  the  escalator.  Should  any 
change  in  the  width  be  necessary,  the  change  shall  be  not  more 
than  eight  (8)  per  cent  of  the  greatest  width.     (2) 

In  changing  from  the  gTeater  to  the  smaller  width  the 
change  in  the  direction  of  the  "balustrading*'  shall  not  exceed 
fifteen  (15)  degTces  from  the  line  of  the  escalator  travel.     (2) 

b.  ^'Balustrading''  shall  be  equipped  with  a  handrail  mov- 
ing at  the  same  speed  and  in  the  same  direction  as  the  travel 
of  the  escalator.     (2) 
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Rule  4.— Tread  Guards. 

a.  Stationary  tread  guards  shall  be  provided  on  the  esca- 
lator side  of  '^balustrading"  along  the  whole  length  of  and 
immediatel}^  above  the  nose  line  of  the  escalator  treads.     (2) 

b.  Escalator  treads  and  landings  shall  be  of  material  af- 
fording secure  foothold,  such  as  wood  or  material  used  for 
"safety  treads."  If  the  landing  is  of  concrete,  it  shall  have 
edge  insertions  of  metal,  wood  or  other  anti-slip  material.    (2) 

Kule  5. — Strength  of  Trusses  or  Girders. 

a.  Escalator  trusses  or  girders  shall  be  designed  with  a 
factor  of  safety  not  less  than  five  (5),  based  on  the  static 
loads.     (2) 

b.  The  escalator  truss  or  girder  shall  be  designed  to  safe- 
ly retain  the  escalator  treads  in  their  runs  if  the  tread  chain 
breaks  while  supporting  the  maximum  load.     (2) 

Rule  6. — Track  Arrangement. 

a.  The  track  arrangement  for  guiding  the  escalator  tread 
shall  prevent  the  displacement  of  the  upper  line  of  treads  if 
the  tread  chain  breaks.     (2) 

Rule   7. — Capacity  and  Loading. 

a.  The  maximum  load  permitted  on  an  escalator  twenty- 
four  (24)  inches  or  less  in  width  shall  be  computed  by  the 
following  formula :     (2 ) 

Maximum  Load=110A 

b.  The  maximum  load  permitted  on  an  escalator  wider 
than  tweny-four  (24)  but  not  eixcecding  thirty-six  (30)  inches 
shall  be  computed  bv  the  following  formula.     (2) 

Maximum' Load=[110-|-9  (W— 24)  ]  X  A 

('.  The  iiiaxiniiim  load  permitted  on  an  escalator  wider 
than  thirty-six  (?>('))  but  not  exceeding  forty-eight  (48)  inches 
^lin1l  bo  computed  bv  the  following  formula:     (2) 

Maximnm'Load=r^l^'^  +  '''>(W— 3e)]XA   * 
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In  these  formulas,  W  is  the  width  of  the  escalator  in  inches 
and  A  is  the  horizontally  projected  length  in  feet  of  the  ex- 
posed treads.     The  maximum  load  is  expressed  in  pounds. 

(2) 

SECTION     21.— SAFETY     REQUIREMENTS     FOR     ESCALATORS. 

Kule  1. — Limits  of  .Speed. 

a.  The  speed  of  an  escalator  shall  not  exceed  one  hundred 
(100)  feet  per  minute.     (2) 

Rule  2. — Application  of  Power. 

a.  Escalators  shall  he  driven  by  direct-connected  electric 
motors.  Two  (2)  or  more  escalators  placed  side  by  side  and 
operated  as  a  single  unit  may  be  driven  by  one  (1)  motor.  (2) 

b.  The  chain  or  chains  used  for  driving  escalators  shall 
have  a  factor  of  safety  of  not  less  than  ten  (10).     (2) 

Rule  3. — Safeties. 

a.  Every  escalator  '"drive"  shall  be  provided  with  an  elec- 
trically released,  mechanically  applied  brake  which  shall  stop 
the  escalator  automatically  when  the  power  is  cut  off.     (2) 

b.  There  shall  be  an  emergency  "stop"  button  or  other 
type  of  switch  accessible  to  the  public,  conspicuously  located 
at  the  top  and  at  the  bottom  of  each  escalator  runway.     (2) 

The  operation  of  either  one  of  these  buttons  or  switches 
shall  cause  the  opening  of  the  poAver  circuit,  application  of 
the  brake  and  stoppage  of  tlie  escalator.  It  shall  be  impossi- 
ble to  start  an  escalator  bv  means  of  tliese  buttons  or  switches. 

(2) 

These  buttons  or  switches  shall  ])e  marked  ^'ESCALATOR 
STOP  EFTTOX"  or  ^'ESC^ALATOE  STOP  SWITCH.'' 

c.  Escalators  o])erate(l  in  tli(^  aseonding  direction  shall  be 
equipped  with  a  safety  mecliauism  to  prevcMit  accidental  re- 
versal of  the  escalator.     (2) 
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On  a  reversible  escalator  the  safety  mechanism  shall  be 
arranged  to  be  inoperative  when  the  escalator  is  descending 
and  oj^erative  when  the  escalator  is  ascending.  The  safety 
mechanism  shall  be  provided  with  a  contactor,  the  function- 
ing of  which  Avill  cause  the  opening  of  the  power  circuit  and 
the  application  of  the  brake.     (2) 

d.  Escalators  operating  in  a  descending  direction  shall  be 
provided  with  a  safety  mechanism  to  prevent  the  escalator  at- 
taining excessive  speed. 

e.  Each  escalator  operated  by  a  polyphase  alternating- 
current  motor  shall  be  provided  with  relay  of  the  potential 
type  which  will  prevent  starting  the  motor  while —    (2) 

(1)  The  phase  rotation  is  in  the  wrong  direction,  and 

(2)  There  is  a  failure  in  any  phase.     (2) 

SECTION   22.— BUILDERS'   HOISTS   AND   TEMPORARY   USE    OF 
PERMANENT  ELEVATORS  AS   SAME. 

Rule  1. 

'No  builders'  hoists  shall  be  put  in  use  until  notice  has  been 
given  to  the  Inspector  of  Buildings,  after  which  its  use  shall 
be  subject  to  the  approval  of  the  same. 

Rule  2. 

No  builders'  hoists  shall  be  used  for  carrying  passengers. 

Rule  3. 

An  elevator  installed  for  permanent  use  may  be  used  tem- 
porarily before  completion  during  the  construction  of  the 
building  for  carrying  workmen  and  material  subject  to  the 
.approval  of  the  Inspector  of  Buildings. 

a.  Car  enclosures.  Temporary  cars  on  permanent  instal- 
lations and  permanent  cars  when  put  into  temporary  use  shall 
be  enclosed  on  all  sides  except  the  landing  sides  at  least  five 
feet  high  and  shall  be  provided  with  suitable  covers  to  pro- 
tect persons  on  these  cars  from  fallinu-  material. 
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b.  Protection  of  Openings.  All  landing  openings  of  all 
elevators  used  shall  be  equipped  with  safety  devices  which 
will  bring  the  car  to  rest  if  the  hoisting  cables  should  become 
slack  or  should  break. 

c.  Protection  of  Openings.  All  landing  openings  of  all 
such  elevators  shall  be  protected  by  a  hinged  bar  or  by  a  gate 
not  less  than  three  feet  6  inches  in  height,  unless  the  perma- 
nent gates  or  landing  doors  are  installed. 

d.  The  unused  sides  of  the  shaftway  shall  be  protected 
])y  a  suita]>le  enclosure  not  less  than  five  (5)  feet  high. 

e.  Operator.  Xo  such  elevator  shall  be  used  temporarily 
unless  in  charge  of  a  competent  operator. 

PART  Vn.— OPERATING  RULES. 

SECTION  23.— RULES  FOR  INSPECTION  AND 
MAINTENANCE. 

Rule  1.— Responsibility. 

a.  It  shall  be  the  duty  of  the  owner  of  the  property  upon 
which  an  elevator  is  or  may  be  installed  to  specify  in  any 
lease  which  he  may  execute,  the  party  responsible  for  the  care 
and  maintenance  of  the  elevator.  This  person  shall  be  a  resi- 
dent of  the  State  of  Maryland.     (1) 

b.  It  shall  then  become  the  duty  of  the  designated  party 
to  make  the  applications  for  registration  and  periodic  inspec- 
tions and  maintain  in  proper  working  order  all  parts  of  the 
elevator  installations.     (1) 

c.  The  person  or  persons  in  charge  of  elevators  shall  paint 
or  cause  to  be  painted  on  the  elevator  cross  head  or  under 
part  of  the  car  platform  the  number  assigned  to  that  particu- 
lar elevator;  numbers  to  be  not  less  than  3  inches  in  height. 
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TTiiless  already  numbered  the  cars  shall  be  numbered  in  order 
beginning  at  the  left  of  an  observer  facing  the  hoistway. 

All  correspondence  regarding  inspection  of  elevators  should 
give  the  designated  number  of  the  elevator  in  question. 

Rule  2. — Inspection. 

a.      The  following  schedule  of  inspections  is  recpiired: 

(2)  All  car  safeties  shall  be  tested  at  least  once  each  cal- 
endar year.  Safeties  on  elevators  equipped  with  a 
speed  governor  shall  be  tested  by  tripping  the  governor 
while  the  car  is  running  at  normal  speed. 

(3)  All  slack  cable  devices  shall  be  tested  at  least  once 
each  calendar  year. 

(4)  Copies  of  all  inspection  reports  shall  be  mailed  to 
the  person  to  whom  the  original  certificate  of  inspec- 
tion was  issued. 

Hoistway-door  and  car-gate  interlocks,  contacts,  control 
apparatus,  controller,  automatic  stop,  limit  stops,  car  and 
counterweight  cables,  "safeties,'^  guide  rails  and  elevator  ma- 
chines shall  in  passenger-elevator  and  escalators  installations 
be  inspected  every  four  (4=)  months  and  in  freight-elevator 
installations  shall  l>e  inspected  semi-annually.  Hand  power 
freight,  sidewalk  lifts,  and  power  dumbwaiters  annually. 
Builders'  hoists  every  three  (3)  months.     (1) 

Pluno-er  shoes,  by-passes  and  piston  rods  of  hydraulic  ele- 
vators shall  be  inspected  at  least  once  in  three  years.     (1) 

Inspection  shall  be  made  by  a  competent  person.  A  cer- 
tificate of  inspection  shall  be  posted  in  the  car,  stating  the 
name  of  the  inspector  and  the  date  of  inspection.     (1) 

Rule  3. — Maintenance. 

a.  Tables,  aiiides  and  all  parts  of  machinery  shall  be  kept 
well  lubricated.  The  oil  in  bearings  and  gear  casings  shall 
be  renewed  e\'ery  six  months. 
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The  use  of  a  lubricant  containing  graphite  or  other  opaque 
substance  shall  not  be  permitted  on  elevator  cables.     (1) 

b.  Pressure  and  discharge  tanks  of  hydraulic  elevators 
shall  be  thorouahlv  cleaned  at  least  once  every  three  years. 

(1) 

c.  Pressure  tanks  of  hydraulic  elevators  shall  be  tested 
with  hydrostatic  pressure  fifty  (50  )  per  cent  in  excess  of  the 
maximum  workino-  pressure  at  least  once  everv  three  vears. 

(1)  ^ 

Rule  4.^Care  of  Installation. 

a.  Elevator  hoistways  and  pits  shall  be  kept  clean.  Xo 
rubbish  shall  be  allowed  to  accumulate  therein  nor  shall  any 
part  be  used  for  storage.     (1) 

b.  A  hatch  cover  of  the  vertical  lifting  type  for  a  plat- 
form elevator  shall  not  be  used  for  storage  or  a  similar  pur- 
pose.    (1) 

c.  'No  explosives  or  highly  inflammable  substances  shall 
be  stored  under  or  near  any  elevator  hoistway.     (1) 

d.  Xo  material  not  a  permanent  part  of  the  elevator 
equipment  shall  be  permitted  on  the  top  or  cover  of  an  eleva- 
tor car.     (1) 

e.  Xo  wire  or  current-carrying  device  shall  be  substituted 
for  the  proper  fuse  or  circuit  breakers  in  an  elevator  cir- 
cuit.    (1) 

f.  Freight  elevators  shall  have  legible  signs  posted  on  the 
car  and  at  each  landing  prohibiting  unauthorized  persons 
from  riding  on  the  elevator  car.     (1) 

g.  Xo  hand  elevator  shall  be  used  for  carrying  safes  or 
other  concentrated  loads  of  weight  greater  than  the  normal 
I'ated  capacity  of  the  elevator.     (1) 
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li.     The  water  level  in  the  pressure  tank  of  a  hydraulic 

elevator  should  be  maintained  at  about  two-thirds   (2   3)  of 
the  capacity  of  the  tank.     (1) 

i.  Operators  shall  be  so  clothed  as  to  offer  no  undue  ac- 
cident hazard  to  themselves  or  the  occupants  of  the  car.     (1) 

j.  Xo  hydraulic  elevator  shall  be  permitted  in  service 
which  shows  a  movement  of  the  car  when  the  operating  lever 
is  in  the  ^'off"  position  of  more  than  three  inches  per  minute. 

SECTION  24.— QUALIFICATIONS  AND  DUTIES  OF  OPERATORS. 
Rule  1. — Qualifications  of  Operators. 

a.  Xo  person  under  18  years  of  age  shall  be  permitted  to 
operate  any  elevator  or  escalator  as  herein  defined. 

b.  All  owners,  lessees  or  agents  as  herein  defined  shall 
select  persons  as  operators  who  are  free  from  serious  physical 
or  mental  defects,  and  shall  select  same  with  especial  consid- 
eration of  their  ability  or  fitness  to  perform  their  respective 
duties. 

Rule  2. — Training-  of  Operators. 

a.  One  a^ccOv's  traiiiiiiii'  under  the  direction  of  a  compe- 
tent operator  shall  be  required  before  a  new  (inexperienced) 
operator  is  placed  in  charge  of  a  passenger  elevator.     (1) 

b.  Two  days'  training  under  the  direction  of  a  compe- 
tent operator  shall  be  required  before  a  new  (inexperienced) 
operator  is  placed  in  charge  of  a  freight  elevator.     (1^ 

e.  Operators  not  having  previous  experience  in  handling 
passenirer  elevators  shall  not  he  placed  in  charge  of  cars  oper- 
ating at  a  speed  in  excess  of  six  hundred  (BOO)  feet  per 
minute  nntil  proj^erly  trained  for  this  service.     (1) 
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Rule  3. — IiistriK'tious   to   Operators. 

The  following  rules  shall  be  printed  and  a  copy  thereof 
placed  by  the  owner,  lessee,  or  agent  as  herein  defined  in  the 
hands  of  each  operator,  who  is  hereby  required  to  be  familiar 
therewith. 

a.  Always  open  the  s'ervice  switch  of  an  electric  elevator 
or  lock  the  control  mechanism  of  a  hydraulic,  steam  or  belted 
elevator  before  cleaning  or  oiling  any  part  of  your  machine 
or  regulator  and  when  placing  the  elevator  out  of  service.    (1 ) 

b.  Be  sure  the  control  mechanism  is  in  the  ^'stop"  posi- 
tion before  closing  the  service  switch.     ( 1 ) 

c.  ]\[nke  a  trial  ins])ection  trip  each  morning  before  car- 
rying passengers.     (1) 

d.  Report  anv  defects  promptly  to  the  person  in  charge 

(1) 

e.  Do  not  attempt  to  make  repairs  unless  instructed  to 
do  so.     (1) 

f.  Carry  no  passengers  or  freight  while  inspections,  re- 
pairs or  adjustments  are  in  progress  and  operate  the  car  only 
in  response  to  directions  from  the  inspector  or  person  in 
charge.  Do  not  move  the  car  when  any  one  is  in  the  pit  or  on 
top  of  the  car  except  as  they  may  direct.     (1) 

g.  See  that  the  ^'locking  device"  and  ' ^safe-hoisting"  at- 
tachments are  in  place  before  a  safe  or  other  heavy  concen- 
trated load  is  moved  on  or  off  the  car  platform.     (1) 

Do  not  attempt  to  raise  the  car  more  than  a  few  inches 
until  the  ^'locking  device"  has  l>een  withdrawn.     (1) 

h.  Do  not  ride  in  the  elevator  nor  allow  others  to  ride 
while  a  safe  or  other  heavy  object  in  excess  of  the  rated 
capacity  of  the  elevator  is  being  carried.     (1) 
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i.  Hoistway  doors  or  gates  shall  always  be  closed  and 
locked  before  the  car  is  started.  The  car  shall  be  brought  to 
a  stop  at  tho  Ir.iuliiiii"  level  before  the  hoistwav  door  is  opened. 

(1) 

j.  Keep  car  gates,  if  any,  closed  while  running,  and 
where  no  car  gates  are  provided  keep  passengers  away  from 
the  open  edge  of  the  car  platform.     (1) 

k.  Limit  the  number  of  passengers  to  the  rated  capacity 
of  the  car  and  do  not  permit  crowding.     (1) 

1.  Do  not  reverse  the  control  while  passing  a  landing  on 
receipt  of  a  stop  signal.  In  passenger  service,  continue  the 
trip  and  respond  to  the  signal  on  the  next  trip.     (1) 

m.  Move  control  mechanism  to  the  '^stop'^  position  on  ap- 
proaching the  terminal  landing.  Do  not  depend  on  the  limit 
switches  in  the  ordinary  operation  of  the  car.     (1) 

n.  If  the  power  goes  ^^oif"  while  the  car  is  in  motion, 
move  the  control  mechanism  to  the  ^^stop"  position  and  start 
the  car  in  the  usual  manner  upon  return  of  the  power.     (1) 

o.  If  the  car  refuses  to  stop,  do  not  attempt  to  jump  off. 
The  car  will  be  stopped  by  the  application  of  the  safeties  if  it 
attains  excessive  speed  of  descent  or  by  the  automatic  termi- 
nal stops  at  either  end  of  the  hoistway.     (1) 

p.  If  the  car  should  stop  suddenly,  call  for  the  engineer 
in  charge  and  operate  the  machine  at  his  direction.     (1 ) 

q.  If  the  car  will  not  start,  return  the  control  to  the 
''stop"  position  and  look  for  the  following  causes: 

(1 )  Open  circuit  in  main  line  or  service  fuses. 

(2)  Open  circuit  in  control-circuit  fuses. 
(?))    Open  circuit  in  the  service  circuit. 

(4)    roiitr()lliji<i'  device  not  pro])ei-ly  fiiiictiouiiig. 
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(5)  Automatic  svvitcii  contacts,   slack-cable   switch,   limit 
switches,  door  contacts,  etc.,  open. 

(6)  The  brake  releasing  improperly. 

(7)  Lack  of  lubrication  in  bearings  or  thrusts.     (1) 

If  this  inspection  shows  no  defects,  remove  part  of  the  load. 

r.  Before  allowing  freight  to  be  loaded  or  unloaded,  lock 
the  control  mechanism  of  hydraulic,  steam  or  belted  machines 
in  the  ''stop''  position  or  open  the  auxiliary  control  switch  of 
an  electric  elevator.     ( 1 ) 

s.  Familiarize  yourself  with  the  emergency  devices,  un- 
derstand their  function  and  know  how  to  operate  them.     (1) 

t.  Xever  leave  the  car  in  the  ordinary  course  of  operation 
nor  leave  the  control  mechanism  unprotected.  TMien  going 
off  duty  for  any  reason,  even  for  a  few  minutes,  be  sure  that 
the  power  is  disconnected  or  that  the  control  mechanism  is 
locked  and  the  hoistway  doors  closed.  When  service  is  sus- 
pended for  any  reason  during  the  ordinary  operating  hours 
display  a  ''XOT  RUXXIXG''  sign  at  each  landing.     (1) 

u.  The  operator  is  permitted  to  use  the  emergency  release 
in  the  event  of  the  interlocking  system  failing  to  function  in 
service ;  and  in  case  of  fire  to  permit  firemen  to  hoist  hose 
by  elevator  with  hoistway  door  open.  All  other  use  of  the 
emergency  release  is  prohibited  and  will  render  the  operator 
liable  to  penalty.     (1) 

V.  Learn  these  rules  thoroughly  and  keep  a  copy  on  your 
person  or  in  the  car.     (1) 

It  is  required  that  the  following  notice  be  printed  in  large 
type  and  conspicuously  displayed  in  form  manner  as  ap- 
proved by  the  Inspector  of  Buildings  in  all  passenger  ele- 
vators. 

"This  elevator  is  inspected  three  times  yearly:  note  the 
date  of  last  inspection.  It  is  mechanically  safe.  Do  not  at- 
tempt to  leave  it  under  any  circumstances  while  it  is  in  mo- 
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tioii  as  it  will  auto  mail  cally  stop  at  terminal  landings.  Pas- 
sengers are  warned  to  hold  no  unnecessary  conversation  with 
the  operator  and  to  interfere  in  no  manner  with  the  operation 
vf  the  car,  door  or  gate.  Crowding,  pushing  or  boisterous  con- 
duct is  prohibited.  Any  violation  of  the  above  is  a  misde- 
meanor and  punishable  by  fine.''     (1) 

By  order  of  the 
INSPECTOE  OF  BUILDINGS. 

SECTION    25.— SUPERVISION. 

Rule  1. 

The  Inspector  of  Buildings  shall  have  supervision  of  all 
elevators,  lifts,  dumbwaiters  and  escalators,  hoists  or  build- 
er's hoists  and  their  operations,  shall  appoint  all  necessary 
qualified  inspectors  and  clerks  to  carry  out  the  provisions  of 
these  rules,  shall  inspect  all  the  above  installations  and  make 
the  tests,  and  shall  make  periodic  inspections  of  all  installa- 
tions as  required  by  this  Ordinance.     (1) 

Bnle  2. 

Whenever  new  elevators,  escalators,  lifts  or  hoists  shall  be 
installed,  they  shall  not  be  used  until  application  for  both  a 
certificate  of  registration  and  certificate  of  inspection  shall 
be  filed  and  a  certificate  of  registration  and  a  certificate  of  in- 
spection shall  have  been  issued  by  the  Inspector  of  Buildings. 
Fees  for  the  first  year  shall  be  pro-rated,  so  that  all  subse- 
quent fees  shall  become  due  and  pavable  January  1st,  yearly. 
(1) 

Rule  3. 

a.  It  shall  be  the  duty  of  every  owner  of  any  building 
within  thirty  days  from  the  passage  of  this  ordinance,  and 
on  and  after  Docombor  1,  1022,  yearly,  to  make  written  ap- 
plication, to  bo  in  tlio  offices  of  tlio  Inspector  of  Buildings  by 
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December  1st,  for  a  certiticate  of  Registration  aud  of  Inspec- 
tions to  be  made  for  the  succeeding  year,  of  each  elevator, 
hoist,  escahitor,  dumbwaiter  or  lift,  hoist  or  builders'  hoist 
upon  premises  owned  by  said  owner  and  to  pay  the  fees  set 
forth  in  this  Code  in  order  that  certificates  of  registration 
may  be  issued  therefor,  and  that  the  inspections  by  this  Code 
required  are  made  and  in  the  event  that  the  owner  of  any  such 
building  be  a  non-resident,  then  the  duty  to  make  said  appli- 
cation shall  rest  upon  the  agent  of  said  owner  named  in  the 
lease  as  required  by  (Section  23,  Rule  1).  In  the  event  of 
leases  executed  before  the  passage  of  this  ordinance,  the  party 
required  to  make  said  application  shall  be  the  first  owner  of 
the  building  if  he  be  a  resident  of  Baltimore  City  or  doing- 
business  therein,  or  if  the  owner  be  a  non-resident,  then  said 
application  shall  be  made  by  the  agent  of  said  owner  and  if 
said  agent  be  a  non-resident  of  Baltimore  City  or  does  not  do 
business  therein,  then  the  duty  to  make  said  application  and 
to  pay  said  fees  shall  be  upon  the  tenant  of  the  first  fioor  of 
said  building  and  the  said  persons  in  the  order  named  shall 
be  liable  for  the  penalties  prescribed  for  failure  to  make  said 
application  and  to  pay  said  fee.  ^o  certificate  required  by 
this  Code  shall  be  issued  to  any  person  not  a  bona  fide  resi- 
dent of  the  State  of  Maryland.  '  (1) 

b.  On  or  before  Xovember  1st,  yearly,  the  Inspector  of 
Buildings  shall  mail  to  the  owner  or  ao'ent  of  the  buildino-  iu 
which  any  elevator,  escalator,  lift,  hoist  or  builder's  hoist 
shall  be  installed  and  for  which  certificates  of  registration  and 
inspection  have  been  issued  as  by  said  Code  required,  a  notice 
that  an  application,  accompanied  by  the  fee  therefor,  is  re- 
quired to  be  made  by  December  1st,  thereafter  for  new  cer- 
tificates of  registration  and  of  inspection  for  the  ensuing  year 
and  that  the  certificates  of  registration  and  of  inspection  then 
attached  to  said  elevator,  escalator,  lift,  hoist  or  builder's  hoist 
will  expire  on  December  31st,  next  ensuing,  and  that  a  pen- 
alty of  a  fine  of  twenty-five  dollars  ($25.00)  per  day  will  be 
enforced  for  failure  to  make  application  for  certificates  of 
I'egistration  aud  inspection  as  required  by  this  Code  and  to 
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pay  tlic  fees  therefor,  on  December  1st,  next,  ensuing.  But 
failure  to  mail  said  notice,  or  failure  to  receive  the  same  shall 
not  be  any  defense  in  any  prosecution  for  failure  to  apply 
for  the  certificates  of  registration  and  inspection  required  by 
this  Code.     (1) 

Rule  4. 

When  application  for  registration  of  any  elevator,  escala- 
tor, lift,  hoist  or  builder's  hoist  shall  be  filed  with  the  Inspec- 
tor of  Buildings  and  the  fee  therefor  paid,  a  certificate  of 
registration  shall  be  issued,  and  each  elevator,  escalator,  lift, 
hoist  or  builder's  hoist  shall  require  a  separate  certificate  of 
registration,  which  shall  be  registered,  together  with  all  nec- 
essary dnta  with  reference  thereto,  in  a  record  to  be  kept  for 
that  ])urpose  by  the  Inspector  of  l^uildings.      (1) 

Upon  payment  of  the  inspection  fees  by  this  code  pro- 
vided, each  elevator,  escalator,  lift,  hoist  or  builder's  hoist 
shall  be  inspected  in  the  manner  and  at  the  times  by  this  code 
required,  and  a  certificate  of  said  inspection  shall  be  issued, 
signed  by  the  Inspector  of  Buildings  and  by  the  Inspector 
making  the  inspection.     (1) 

'No  elevator,  escalator,  lift,  hoist  or  builder's  hoist  shall 
be  operated  or  used  in  any  manner  unless  both  of  said  certifi- 
cates are  conspicuously  posted  therein  or  thereon  in  a  manner 
satisfactory  to  the  Inspector  of  Buildings.     (1) 

Rule  5. 

In  event  that  the  elevator,  escalator,  lift,  hoist  or  builder's 
hoist  for  which  a  certificate  or  certificates  have  been  issued 
shall  pass  from  the  ownership  or  control  of  the  owner,  agent, 
lessee  or  tenant  to  whom  the  original  certificate  of  registra- 
tion and  certificate  of  inspection  have  been  issued,  whether 
by  sale,  lease,  renting  or  other  agTeements,  it  shall  be  the 
duty  of  the  owner,  agent,  lessee  or  tenant  to  whom  the  orig- 
inal certificates  were  issued  within  five  days  of  such  change 
to  notify  the  Inspector  of  Buildings  of  such  change  in  own- 
ershl])  or  conti'ol.     The  new  owner,  lessee  or  tenant  shall  im- 
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mediately  make  application  for  a  new  certificate  or  certifi- 
cates. All  eortiiiciitcs  of  registration  or  ius])ecti()u  shall  ex- 
pire automatically  ten  days  after  date  of  change  of  owner- 
ship or  control,  and  shall  be  surrendered  at  that  time  to  the 
Inspector  of  Buildings.     (1) 

Kule  0. 

Whenever  the  Inspector  of  Buildings  shall  deem  it  neces- 
sary for  the  safety  of  the  public,  by  reason  of  the  physical  or 
mechanical  condition  of  any  apparatus  connected  with  any 
elevator,  escalator,  lift,  hoist  or  builder's  hoist,  he  shall  order 
the  discontinuance  of  the  use  of  such  passenger  or  freight 
elevator,  lift,  sling  or  builder's  hoist,  and  direct  the  owner, 
agent  or  lessee,  as  above  set  out  of  the  building  within  which 
such  elevator,  escalator,  lift,  hoist,  sling  and  builder's  hoist, 
or  any  other  person  responsible  for  the  running  of  same  as 
herein  set  out,  to  make  such  alterations  or  repairs  as  may  be 
necessary  for  the  safety  of  persons  and  property  using  or 
carried  upon  said  elevator,  escalator,  hoist,  sling  or  builder's 
hoist,  b(^i'ore  the  same  is  again  put  in  use.     (1) 

Kule  7. 

The  Inspector  of  Buildings  shall  have  the  power  to  con- 
demn any  mechanical  part  or  appliance  connected  with  any 
passenger  or  freight  elevator,  escalator,  lift,  hoist  or  builder's 
hoist,  if  same,  in  his  judgment,  is  dangerous  or  unreliable, 
and  whenever  any  such  part  or  appliance  has  been  con- 
demned, it  shall  be  removed  and  the  elevator,  escalator,  lift, 
hoist,  sling  or  builder's  hoist  made  safe  to  the  satisfaction  of 
the  Inspector  of  Buildings,  before  being  again  put  in  opera- 
tion.    (1) 

Kule  8. 

Whenever  any  elevator,  escalator,  lift,  hoist,  sling  or  build- 
er's hoist  shall  be  in  need  of  repairs,  in  any  respect  pertaining 
to  the  operation  of  same,  or  any  of  the  apparatus  or  ma- 
chiner}^   connected  with   the   elevator,   escalator,  lift,   hoist, 
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sling  or  builder's  hoist  shall  become  impaired,  necessitating 
the  temporary  disuse  of  the  elevator,  escalator,  lift  hoist, 
sling  or  builder's  hoist,  or  of  the  elevator  shaftway,  it  shall 
be  the  duty  of  the  owner,  lessee  or  agent  of  the  building  in. 
which  the  snid  elevator,  escalator,  lift,  hoist,  sling  or  builder's 
hoist  is  k)catetl  or  other  person  under  whose  control  and  man- 
agement the  said  ek^vator,  escahitor,  lift,  hoist,  sling  or  build- 
er's hoist  is  operated,  to  notify  the  Inspector  of  Buildings  of 
such  impairment  or  disuse,  and  shall  not  again  put  the  said 
elevator,  escahitor,  lift,  hoist,  sling  or  builder's  hoist  in  opera- 
tion until  an  insi)ection  thereof  has  been  made  and  the  condi- 
tion of  the  elevator,  escalator,  lift,  hoist,  sling  or  buihler's 
hoist  approved  by  the  Inspector  of  Buildings.     (1) 

Rule  9. 

Tf  any  accident  shall  occur  in  any  elevator,  escalator,  lift, 
lioist,  sling  or  builder's  hoist,  affecting  life  or  limb  or  in  any 
way  impairing  the  strength  or  efficiency  of  said  elevator,  esca- 
lator, lift,  hoist,  sling  or  builder's  hoist,  it  shall  be  the  duty  of 
the  engineer  or  other  person  in  immediate  charge  thereof,  at 
once  to  notify  the  Inspector  of  Buildings,  and  no  broken  or 
damaged  part  shall  be  removed,  nor  any  repairs  made  to  said 
elevator,  escalator,  hoist,  lift,  sling  or  builder's  hoist,  or  any 
part  thereof,  until  after  an  investigation  of  said  accident,  and 
an  inspection  of  said  apparatus,  and  repairs  made  thereto  in 
a  manner  satisfactory  to  the  Inspector  of  Buildings,  during 
which  time  said  apparatus  shall  not  again  he  put  into  service 
or  use.     (1) 

Rule  10. 

The  owner,  agent  or  occupant  of  the  ground  floor  of  a 
building  in  the  order  set  out  in  Section  25s,  Kule  3,  or  Sec- 
tion 23,  Bule  1,  will  be  held  responsible  for  the  failure  of  the 
engineer  or  superintendent  to  report  promptly  any  accident. 
In  an  elevator,  escalator,  hoist,  lift,  sling  or  builder's  hoist  in 
said  l)uildiug,  or  for  any  negligence  on  the  part  of  said  engi- 
neer or  superiutoudent  affecting  the  safety  of  any  elevator, 
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escalator,  lift,  sling,  hoist  or  builder's  hoist  under  his  con- 
trol.    (1) 

Rule  11. 

Whenever  any  elevator,  escalator,  lift,  sling,  hoist  or  build- 
er's hoist  or  any  part  thereof  is  found  to  be  in  an  unsafe  con- 
dition or  any  accident  has  occurred  therein,  the  certificate  of 
iiispecrioii  shall  Ix'  rcnioved  ciiid  the  elevator,  esealator.  sliuii-. 
hoist  or  builder's  hoist  shall  not  be  placed  in  service  until  the 
repairs  are  completed  which  put  the  apparatus  in  a  safe  run- 
ning condition,  and  such  certificate  shall  not  be  replaced  un- 
til the  Inspector  of  Buildings  shall  be  satisfied  that  said  ele- 
vator, escalator,  lift,  sling,  hoist  or  builder's  hoist  shall  com- 
ply in  all  particulars  with  the  provisions  of  this  code.     (1 ) 

Kiile  12. 

Tpon  application  l>eing  filed  for  registration  and  for  the 
yearly  iii^pccrinii  as  herein  set  fortli,  the  applicant  shall  ]>ay 
aiiiiiiaily  the  sinii  of  tine"  'Inllar-^  ( "^y^JH) }  tor  the  certificate  of 
registration  herein  provided  for,  and  shall  also  pay  in  ad- 
vance the  sum  of  three  dollars  ($3.00)  for  each  inspection 
required  by  this  Code  to  be  made  during  the  calendar  year 
for  which  such  application  shall  be  made.     (1) 

On  all  nev»'  installations  after  this  Code  shall  go  into  efi:'ect. 
rl.e  fee  for  registration  shall  be  three  dollars  ($3.00).  but  the 
fee  due  for  inspection  shall  be  pro-rated  according  to  the 
number  of  inspections  to  be  made  for  the  balance  of  the  year 
in  which  the  application  is  made,  and  beginning  with  the  first 
of  December  of  the  year  in  which  said  application  is  made, 
said  payments  shall  be  for  the  full  sum  due  for  the  succeed- 
ing year.     (2 ) 

Rule  13. 

a.  Any  OAvner.  agent  or  lessee,  in  the  order  hereinbefore 
set  out,  may  make  application  on  December  1st  of  any  year, 
to  the  Inspector  of  Buildings  to  have  the  inspections  as  re- 
(]uired  by  this  Code  to  l)e  made  for  the  ensuing  year,  made  by 
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some  recognized  Casualty  Company  or  Inspector  or  Inspect- 
ing Company  not  on  the  payroll  of  the  City  of  Baltimore,  in- 
stead of  by  the  Inspector  employed  by  the  City  in  the  office 
of  the  Inspector  of  Buildings,  and  if  satisfactory-  to  the  In- 
spector of  Buildings  he  may  deputize  an  Inspector  or  In- 
spectors not  on  the  pay-roll  of  the  City  of  Baltimore  to  make 
said  inspections.     (1) 

b.  In  order  that  all  persons  not  in  the  employ  or  pay  of 
Baltimore  City,  making  inspection  as  provided  in  Rule  13, 
Section  25,  for  any  recognized  Casualty  Company,  Inspector 
or  Inspecting  Company  shall  possess  all  of  the  qualifications 
required  of  Inspectors  of  elcA^ators  in  the  employ  of  the  City 
of  Baltimore,  the  Inspector  of  Buildings  shall  cause  a  list  of 
such  Inspectors,  not  in  the  employ  of  the  City  of  Baltimore, 
to  be  prepared,  to  be  known  as  a  'VList  of  Inspectors  (not  in 
the  employ  of  the  City  of  Baltimore)  Qualified  to  be  Depu- 
tized/' And  the  City  Service  Commission  is  hereby  directed, 
at  the  request  of  the  Inspector  of  Buildings,  to  hold  examina- 
tions from  time  to  time,  of  all  persons  who  desire  to  take  the 
said  examination,  and  the  names  of  all  persons  who  in  the 
judgment  of  the  City  Sendee  Commission  are  found  to  pos- 
sess the  qualifications  of  an  Elevator  Inspector  shall  be  certi- 
fied to  the  Inspector  of  Buildings,  to  be  entered  upon  said 
"List  of  Inspectors  (not  in  the  employ  of  the  City  of  Balti- 
more) qualified  to  be  deputized." 

Provided,  however,  that  no  person  whose  name  shall  be 
upon  the  said  list  by  this  section  authorized,  shall  under  any 
circumstances  1x3  considered  to  be  in  the  employ  of  the  City 
of  Baltimore,  nor  shall  he  in  any  manner  whatsoever  receive 
01*  1x3  paid  any  sum  or  sums  by  the  Mayor  and  City  Council 
of  Baltimore  for  any  services  performed  by  him,  nor  shall 
any  person  whose  name  shall  appear  on  said  list  be  thereby 
eligible  for  n])poiiitmont  as  ;in  Inspector  of  Elevators  in  the 
office  of  the  Inspector  of  Buildings,  or  to  any  position  in  the 
pay  of  the  (^ity  of  Baltimore,  and  it  is  ex])ressly  hereby  pro- 
vided that  befor{»  any  ])erson  whose  name  shall  appear  upon 
I  lie  list  ill  this  section  set  forth  may  become  an  Inspector  of 
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Elevators  in  the  eiiiplov  of  the  Citv,  he  shall  be  certified  upon 
the  competitive  or  non-competitive  lists  as  is  now  by  law  re- 
quired, and  no  person  or  persons  shall  be  upon  the  List  of 
Inspectors  (not  in  the  employ  of  the  City  of  Baltimore) 
Qualified  to  be  Deputized,  and  on  the  competitive  or  non- 
competitive lists  jiforesaid,  for  (Miiph^vmeiit  in  tlie  ]iay  of  tlie 
City  of  Baltimore,  at  the  same  time.     (1) 

c.  The  Inspector  of  Buildings  may  remove  any  person 
from  said  "List  of  Inspectors  (Jualifiod  to  be  Deputized"  for 
any  violation  of  the  provisions  of  this  Code  or  for  any  unfit- 
ness to  perfonu  the  duties  of  a  Deputized  Inspector.     (1) 

Kiile  U, 

When  the  Inspections  required  by  this  Code  are  made  by 
an  Inspector  deputized  by  the  Inspector  of  Buildings,  the 
sum  of  three  dollars  ($3.00)  per  inspection  shall  not  he 
charged  as  set  out  in  Section  25,  Rule  12,  but  in  lieu  thereof 
there  shall  be  paid  in  advance  when  said  application  is  made 
on  December  1st,  the  sum  of  one  dollar  ($1.00)  for  each  in- 
spection required  to  be  made  for  the  ensuing  year,  said  sum 
to  cover  the  cost  of  filing  and  recording  the  certificates  of  in- 
spection required  to  be  filed  by  said  deputized  Inspector,  and 
the  inspections  shall  be  periodically  made  at  the  same  time 
or  times  at  which  they  would  be  required  to  be  made  by  an 
Inspector  in  the  employ  of  the  City  of  Baltimore,  ^o  depu- 
tized Inspector  shall  have  any  further  authority  under  this 
Code,  than  to  make  the  inspections  which  he  may  be  depu- 
tized to  make,  but  all  deputized  Inspectors  shall  be  required 
to  make  inspections  and  reports  in  the  same  manner  as  is 
required  of  Inspectors  in  the  employ  of  the  City  of  Balti- 
more.    (1) 

Rule  15. 

All  Inspectors,  whether  in  the  employ  of  the  city  or  depu- 
tized Inspectors,  shall  make  original  data  reports  and  periodic 
inspection  reports  u\nm  forms  furnished  by  the  Inspector  of 
Buildings.     The  original  data  reports  shall  he  in  form  and 
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manner  as  prescribed  by  the  Inspector  of  Bnildings  and  shall 
l}e  kept  on  file  in  his  office  and  available  to  the  public.  The 
periodic  inspection  reports  mnst  state  fully  the  condition  of 
machine,  running  gear,  ropes,  sheaves,  safety,  interlocking 
and  controlling  appliances  must  be  kept  on  file  in  the  office  of 
the  Inspector  of  Buildings,  and  must  be  signed  by  the  In- 
spector making  the  same.      (1) 

Kule  1(>. 

Every  failure  of  the  owner,  agent  or  lessee  as  above  set 
out,  to  make  application  for  Certificates  of  Registration  and 
Inspection  at  the  time  provided  by  this  Code,  shall  be  a  mis- 
(Icuicjiiior.  and  slinll  subject  the  said  owner,  agent  or  lessee  in 
the  order  hereinbefore  set  forth  to  a  fine  of  twenty-five  dol- 
lars ($25.00)  for  each  day  after  the  day  set  by  this  Code,  on 
which  they  shall  fail  to  make  application  for  the  issuance  of 
tlie  certificates  required.     (1) 

Tnless  otherwise  herein  provided  any  owner,  agent  or  oc- 
cupant of  the  gi'ound  floor  of  any  building  in  which  any  ele- 
vator, escalator,  lift,  hoist,  sling  or  builder's  hoist  may  be  in- 
stalled or  any  other  person  who  shall  violate  any  of  the  pro- 
visions of  this  ordinance  shall  be  giiilty  of  a  misdemeanor 
and  upon  com-ietiou  thereof  shall  l^e  fined  fifty  dollars  ($50), 
and  in  the  discretion  of  the  Court  may  be  imprisoned  not 
more  than  sixty  days  for  each  violation,  and  each  day  said 
('.')ii(liti()ii  exist  s  A\;\\]  constitute  a  sc^paratc  offense,  l^ach  pro- 
vision of  this  (\)(]e  leqniring  acts  or  things  to  be  done,  or  re- 
quiring that  certain  acts  or  things  shall  not  be  done,  until 
other  acts  or  things  are  constructed  or  done  shall  be  construed 
to  be  separate  provisions  of  this  ordinance,  and  shall  subject 
the  offender  to  the  penalty  for  the  violation  of  each  provision 
so  violated,  and  the  penalties  herein  provided  as  against 
owners,  agents  or  lessees,  shall  apply  first  to  the  owner  or 
owners  of  said  l)uilding;  or  if  said  owner  or  owners  be  non- 
resident or  without  the  State,  then  to  the  agent,  manager  or 
superintendent  in  actnal  charge  of  said  building,  if  said 
agent,  manager  or  superintendent  shall  be  non-resident  or 
><l!all    not   be  cnuaiiCMl   in   business   in  th(^  (^itv  of   r)alt  imorc. 
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then  said  penalties  sliall  a})})!}'  to  the  occupant  of  tlie  ground 
floor  of  the  building  in  v/liich,  or  attached  to  which  said  ele- 
vator, escalator,  lift,  hoist,  sling,  or  builder's  hoist  may  be 
installed  or  attached  and  the  persons  named  in  the  order  set 
forth  herein  shall  be  bound  to  see  that  the  provisions  of  this 
ordinance  shall  be  fully  carried  out,  and  in  any  indictment 
or  charge  against  any  person  for  violating  any  provision  of 
this  ordinance,  it  shall  be  sufficient  to  name  the  person 
charged  together  with  the  substance  of  the  violation  charged 
against  him,  and,  if  any  of  the  persons  above  named  be 
charged  then  the  bnrden  of  proof  shall  be  npon  the  defend- 
ant to  show  that  some  person  other  than  the  defendant 
charged  was  the  person  npon  whom  the  duty  was  imposed  by 
this  ordinance  to  comply  with  the  terms  thereof.     ( 1 ) 

Rule  17. 


The  ])rovisions  of  this  Code  shall  become  binding  and  ef- 
fective t]iirry  day^  after  the  passage  thereof,  and  all  acts 
herein  required  to  be  done  yearly  shall  for  the  year  1922  be 
deemed  to  be  required  to  be  done  within  the  said  thirty  days 
aforesaid  in  such  manner  that  from  and  after  December  1st, 
1022,  all  of  said  acts  required  to  be  done  annually  shall  be 
done  or  pcu-foruied  by  December  1st  of  each  year.     (1) 

Rule  18. 

The  ])r()visi()ns  of  this  Code  shall  apply  to  all  elevators, 
(\^:calators,  dumbwaiters,  slings,  lifts,  hoists  or  builders' 
hoist^. 

SECTION   26.— KEY   TO   EFFECTIVE   DATE    OF   RULES. 

After  each  rule  (^f  this  Code  will  be  found  a  figure  set  in 
lieavy  ty]ie  in  brackets,  such  figure  refers  to  the  table  below 
and  by  a  reference  thereto  will  show  the  time  at  which  said 
rule  so  marked  shall  take  effect  and  become  operative. 

(1)  All  installations  ninety  days  after  ordinance  becomes 
effective. 

(2j    Xew  installations  when  ordinance  becomes  effective. 
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(3)  Existing  installations  thirty  days  after  ordinance  be- 
comes effective. 

(4)  Xew  installations  when  ordinance  becomes  effective 
and  existing  installations  within  six  months  there- 
after. 

(5)  Xew  installations  Avlien  ordinance  becomes  effective 
and  existing  installations  within  two  years  thereafter. 

(6)  All  installations  after  next  renew^al  of  cables. 

(7)  Existing  installations  within  two  years  after  ordi- 
nance becomes  effective. 

(8)  Xew  installations  six  months  from  passage  of  ordi- 
nance and  existing  installations  within  two  years 
thereafter. 


APPENDIX  A. 

Standard  rails  mentioned  in  this  Code  shall  be  42  inches 
in  height  and  shall  have  second  member  midway  between  top 
rail  and  floor.  They  shall  be  of  iron  pipe  not  less  than  1%'' 
in  diameter  or  in  non-fire  resisting  installations  of  wood, 
dressed  on  fonr  sides. 

If  pipe  rails  are  nsed  they  shall  be  secnrely  fastened  to  the 
floor  by  flanges  held  by  bolts,  lag  screws  or  expansion  bolts. 

If  wood  rail  are  nsed  they  shall  be  not  less  than  3%"xl%" 
(rongh  size  2x4)  snpported  every  eight  feet  or  less  by  posts 
of  the  same  size.  The  intermediate  rail  mav  be  either  3'%"x 
13/4"  or  l"x8". 

Toe  boards  shall  not  be  less  than  4"  in  height  (6"  is  pre- 
ferable) and  may  be  of  wood  or  metal  of  not  less  than  Xo.  16 
gange.  They  shall  be  secnrely  fastened  to  the  walkway  or 
railings. 


(c)      GuanJs  for  Cables,  Belts,  etc. 

Standard  guards  shall  consist  of  expanded  metal  or  wire 
Diesh  snpported  on  a  frame  of  angle  iron  or  iron  pipe. 

Angle  iron  frames  shall  be  not  less  than  l"xl"xl^''  and 
sliall  be  secnrelv  anchored  to  floor  or  machine. 
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Iron  pipe  frames  shall  be  of  1%"  standard  weight  pipe 
and  shall  be  secured  to  tloor  or  machine  by  flanges  held  by 
bolts  or  lag  screws. 

Filler  nniterial  may  be  of  such  size  as  to  reject  a  ball  1%" 
in  diameter  if  all  parts  of  the  guard  are  4"  or  more  from 
any  moving  part;  if  less  than  4"  from  such  parts  filler  ma- 
terial shall  reject  a  ball  I/2''  ii^  diameter. 

Expanded  metal  to  be  not  less  than  Xo.  14  U.  S.  gauge — 
wire  mesh  shall  have  no  wire  smaller  than  Xo.  16  U.  S.  wire 
gauge — filler  material  to  be  fastened  to  the  frame  at  intervals 
of  8  inches  or  less  by  metal  clips,  rivets  or  spot  welding. 

Suitable  opening  for  oiling  shall  be  provided. 

Where  necessary  to  provide  for  inspection  of  parts  hinged 
or  removable  sections  shall  be  provided  in  such  guards. 

(d)  Gears  shall  he  entirehj  inclosed  hy  any  of  the  follow- 
ing methods: 

1.  Cast  metal  guards. 

2.  Guards  of  sheet  metal  not  less  than  Xo.  16  U.  S.  gauge. 

3.  Expanded  metal  not  less  than  Xo.  14  U.  S.  gauge  or 
wire  mesh  not  less  than  Xo.  16  U.  S.  gauge  fastened  to  l"x 
l"x%"  angle  iron  frame.  All  openings  in  filler  material 
shall  reject  a  ball  ^-V'  in  diameter. 

Note. — Openings    normally   covered    by   hinged   or    swinging 
covers  should  be  provided  for  lubrication. 

(e)  Set  Screws  and  Keys: 

1.  Projecting  set  screws  shall  be  replaced  with  safety  set 
screws. 

2.  Projecting  keys  shall  be  cut  off  flush  or  shall  be  cov- 
ered with  a  non-rotatinc:  guard  of  sheet  metal. 

v-^n-i     - 

a.  Slack  cable  safety.  Builders  hoists  used  during  con- 
struction of  buildings  or  other  constructions  shall  be  equipped 
with  safety  devices  which  will  bring  the  car  to  rest  if  the 
hoisting  cables  should  become  slack  or  break. 

b.  Each  landing  opening  of  all  such  hoists  shall  be  pro- 
tected by  a  movable  bar  or  bars,  three  feet  six  inches  high  or 
the  equivalent. 


128 


ORDINANCES. 


c.  Each  floor  opening  of  all  such  hoists  shall  be  protected 
by  a  fixed  enclosure,  fence  or  guard  on  the  unused  sides  not 
less  tlian  five  feet  high. 

APPENDIX  B. 


Iron  Hoisting  Ropes. 


Cruc.  Cast  Steel  Hoisting  Ropes. 
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Section  2.  That  in  the  event  that  a  new  Building  Code 
shall  be  subsequently  adopted,  then  the  Inspector  of  Build- 
ings is  hereby  authorized  to  include  therein  the  Elevator  Code 
hereby  adopted,  Avithout  the  necessity  of  further  action  on  the 
part  of  the  Mayor  and  City  Council  of  Baltimore. 

Section  3.  If  it  shall  be  determined  by  the  Court  of  Ap- 
peals of  Maryland  that  Section  25,  Kule  leS,  of  the  Elevator 
Code  hereby  enacted  is  invalid  for  any  reason,  then  such  de- 
cision shall  not  in  any  manner  affect  the  other  portions  of  this 
Code,  but  as  to  all  such  other  sections  and  rules  it  shall  re- 
main in  full  force  and  effect. 

Section  4.  And  be  it  furtlier  ordained.  That  this  ordi- 
nance  sliall  take  effect  from  the  date  of  its  passage. 


Approved  June  16, 1922. 

WM.F.BROENING.J»f<»l^ 
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'No.  718. 

An  ordinance  to  change  the  name  of  Delaware  Road, 
from  Carroll  Road  to  Lawina  Road,  in  Windsor 
Hills,  to  Duvall  avenue. 

W'horeas,  Delaware  lioad,  in  Windsor  Hills, 
is  only  one  block  loni»'  and  is  really  a  continua- 
tion of  Duvall  avenue,  which  exteiids  to  Garri- 
son avenue ;  therefore 

Skc'tion  1.  Ih'  if  ordained  hi/  the  Maijor  (Uid 
Cifi/  Council  of  Baltimore,  That  the  name  of 
Delaware  lioad,  from  Carroll  Koad  to  Lawina 
Ivoad,  in  Windsor  Hills,  be  and  it  is  hereby 
chani>'ed  to  Duvall  avenue. 

Sec'tton  2.  And  he  it  further  orduined,  That 
this  ordinance  shall  take  efPect  from  the*  date  of 
its  passage. 

Approved  January  26,  1922. 

WiM.  F.  BROENIKG,  Mayor. 


No.  719. 

An  ordinance  to  authorize  the  Baltimore  and  Ohio 
Railroad  Company  to  Construct,  Maintain  and  Op- 
erate a  Single  Railroad  Track  in  the  bed  of 
Warner  Street,  South  of  Stockholm  Street,  and  to 
lower  the  grade  of  its  present  Track  in  Warner 
Street  to  conform  to  the  grade  of  the  Track  hereby 
authorized,  said  Track  being  described  as  follows: 

Beginning  for  the  same  at  the  end  of  the  present 
track  of  the  Baltimore  and  Ohio  Railroad  Com- 
pany now  constructed  on  the  east  side  of  Warner 
Street  at  a  point  eight  feet  westerly  from  the  East 
building  line  of  Warner  Street  and  160  feet  south- 
erly from  the  South  building  line  of  Stockholm 
Street,   measured   parallel   to   Warner   Street,  and 
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running  thence  in  a  Northeasterly  direction,  par- 
allel to  and  eight  feet  distant  from  the  East  build- 
ing line  of  Warner  Street,  a  distance  of  40  feet. 
And  to  authorize  the  Baltimore  and  Ohio  Railroad 
Company  to  lower  the  grade  of  its  present  track  in 
Warner  Street  to  conform  to  the  grade  of  the  track 
hereby  authorized. 

Sectiox  1.  Be  it  ordahu'd  hy  flie  Mdijor  and 
Citi/  Comicil  of  Baltimore,  That  the  Baltimore 
and  Ohio  Railroad  Compaiiv  be,  and  it  is  here- 
hy  anthorized  to  construct,  maintain  and  oper 
ate  a  single  railroad  track  in  the  bed  of  Warner 
Street,  Soiith  of  Stockliolm  Street,  said  track 
being  described  as  folloAvs : 

Beginning  for  the  same  at  the  end  of  the 
present  track  of  th(^  Baltimore  and  Ohio  Rail- 
road Company  as  now  constructed  on  the  East 
side  of  Warner  Street  at  a,  ])oint  eight  feet 
westerly  from  the  East  building  line'  of  AVarner 
Street  and  160  feet  southerly  from  the  South 
building  line  of  Stockholm  Street,  measured 
parallel  to  Warner  Street,  and  running  thence 
in  a  Northeasterly  direction  parallel  to  and 
eight  feet  distant  from  the  East  building  line 
of  Warner  Street,  a  distance  of  40  ievt. 

And  the  Baltimore  and  Ohio  Railroad  Com- 
pany is  hereby  authorized  to  lower  the  grade  of 
its  present  track  as  now  constructed  in  Warner 
Street  to  conform  to  the  grade  of  the  track 
hereby  authorized. 

Section  2.  A})d  l)c  it  further  ordained.  That 
t^he  Mayor  and  City  Council  of  Baltimore  shall, 
at  all  times,  have  and  retain  the  power  and 
right  to  reasonably  regulate,  in  the  public  in- 
terest, the  exercise  of  the  right  herein  granted, 
and   that  the  said   rii>ht   sluill   be  executed   and 
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enjoyed  within  six  months  aftei'  the  grant,  as 
provided  bv  Section  ^}7,  of  Article  4,  of  the  Code 
of  Pnblic  Local  Laws  of  Maryland,  entitled 
"City  of  Baltimore,''  Snb-Title  ''Charter/'  and 
that  the  ri<2:ht  herein  <>ranted  shall  be  held,  ex- 
ercised and  enjoyed  for  the  period  of  twenty- 
five  years,  and  with  the  further  right  to  said 
grantee,  at  a  fair  revaluation,  including  in  such 
revaluation  the  value  derived  from  said  riglit, 
to  renewals  not  exceeding  in  the  aggTegato 
twenty-five  years ;  that  upon  the  termination  of 
said  right  herein  granted  there  shall  be  a  fair 
valuation  of  the  plant  and  property  of  the  said 
grantee,  to  be  constructed  by  virtue  of  this  or- 
dinance, which  shall  be  and  become  the  property 
of  the  'City  of  Baltimore,  at  its  election,  on  its 
paying  said  grantee  said  valuation;  the  said 
payment  to  be  a  fair  and  equitable  valuation  of 
the  same  as  property,  excluding  any  value  de- 
I'ived  from  the  right  or  franchise  by  this  ordi- 
nance gi'anted,  the  said  revaluation  and  valua- 
tion hereinbefore  provided  for  to  be  determined 
upon  by  two  arbitrators,  one  to  be  appointed  by 
the  Mayor  of  the  City  of  Baltimore  and  the 
other  to  be  appointed  by  the  grantee,  its  repre- 
sentatives or  assigns,  who,  in  case  they  shall  be 
unable  to  agTee  between  themselves,  shall  ap- 
point a  third  arbitrator,  and  the  decision  of  a 
majority  of  said  arbitrators  shall  be  final  and 
binding  as  to  the  revaluation  and  valuation 
aforesaid ;  provided,  that  if  the  said  two  arbi- 
trators shall,  after  a  reasonable  time,  fail  to 
agree  upon  an  umpire,  then  the  Mayor  shall 
appoint  such  umpire. 

Sectiox  8.  And  he  it  further  ordained.  That 
the  right  and  duty  are  hereby  expressly  reserved 
to  the  Mavor  and  Citv  Council  of  Baltimore  at 
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all  times  to  exercise  in  the  interest  of  the  pub- 
lic, full  municipal  superintendence,  rei^iilatioii 
and  control  in  respect  to  all  matters  connected 
with  the  i>Tant  herein  contained  and  not  incon- 
sistent with  the  terms  thereof,  and  that  in  the 
event  of  the  said  grantee,  its  successors  or  as- 
sio'iis,  refusing,  n(\i>'lecting  or  failing  to  comply 
with  any  of  the  terms  or  conditions  upon  which 
the  said  franchise  or  right  are  hereby  granted, 
said  franchise  or  right  shall  be  and  become 
wholly  null  and  void. 

■SKeTJON  4.  Ami  he  if  further  ordained y  That 
the  said  grantee,  its  successors  and  assigns, 
shall,  at  its  own  ex])ense,  in  laying  down,  from 
time  to  time,  its  said  railroad  track  on  said 
street,  adjust  its  said  track  to  the  grade  of  such 
street,  as  the  same  is  now  or  may  hereafter  be 
established  by  law,  and  shall  at  its  own  expense 
keep  the  space  between  the  rails  of  said  track 
and  for  two  feet  on  either  side  thereof  in  thor- 
ough repair,  and  shall  at  its  own  expense  kee|> 
the  same  free  from  snow  or  other  obstruction, 
but  Avithout  obstructing  the  other  portion  of  said 
street  on  either  side  of  said  track,  and  shall  pay 
to  the  City  if  and  so  often  as  said  street  ^hall  be 
paved  or  repaved  by  the  ^fayor  and  City  Coun- 
cil of  Baltimore,  its  ofhcers  and  agents,  or  any 
other  officer  or  agents  duly  authorized  by  law, 
the  cost  of  paving  or  repaving  the  space  between 
the  rails  of  said  track  and  for  two  fe(4  on  either 
side  thereof. 

The  said  Baltimore  juid  Ohio  Railroad  Com- 
pany shall  also  y>ay  to  the  City  within  thirty 
days  after  written  notice  from  the  Iligbways 
Engineer  of  the  a  mount  due,  the  cost  of  relo- 
catmg,  strengtlu^ning  or  encasing  in  concret(\ 
all  sub-surface  structures  belonging  to  the  ^layor 
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and  City  Council  of  BaltinKU'c.  located  in  the 
street  beneath  the  space  bc^tween  the  vails  of  said 
track  and  for  two  feet  on  either  side  thereof, 
and  shall  also  pay  to  the  City,  within  thirty 
days  after  written  notice  from  the  Highways 
Engineer  of  the  anionnt  dne,  the  cost  of  relo- 
cating any  surface  strnctnres  belonging  to  the 
City  made  necessary  by  the  constrnction  of  said 
track,  the  jndgnient  of  the  Highways  Engineer 
as  to  the  work  iK^cessary  to  safeguard  said  snb- 
siirface  strnctnres  and  as  to  the  necessity  of  re- 
locating any  snrface  strnctnres  to  be  final ;  and 
the  said  Baltimore  and  Ohio  Eailroad  Conipaiiv 
shall  also  pay  to  the  C^ity  within  thirty  days 
after  written  notice  from  the  Highways  En- 
gineer of  the  amonnt  dne,  the  cost  of  sncli  ad- 
ditional sewer  inlet  ot  inlets  with  the  necessary 
connecting  pipe  or  pipes,  as  in  the  jndgnient  of 
the  Highways  Engineer  are  reqnired  for  the 
pnrpose  of  proper  drainage  as  the  resnlt  of  the 
constrnction  of  said  tracks. 

Section  5.  Avd  he  it  further  ordained.  That 
in  consideration  of  the  right  hereinbefore 
granted,  the  said  grantee  shall  pay  to  the  Mayoi 
and  City  Conncil  of  Baltimore,  within  thirty 
days  after  the  ])assage  of  this  ordinance,  all  ex- 
penses of  advertising,  and  the  snm  of  eighty 
dollars,  and  the  like  snm  of  eighty  dollars  an- 
iinally  thereafter. 

Section  0.  .  1  ud  he  it  further  ordained.  That 
non-compliance  at  any  time  or  times  by  the 
grantee,  its  successors  or  assigns,  with  any  of 
the  terms  of  the  grant  hereby  made,  shall  oper- 
ate as  a  forfeitnre  of  the  grant  hereby  made, 
which  shall  therenpon  he  and  become  void,  and 
that  nothing  shoit  of  an  ordinance  of  the  Mayor 
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and  City  Council  of  Baltimore  shall  operate  fis 
a  waiver  of  any  forfeiture  of  the  grant  hereby 
made. 

Section  7.  And  he  it  further  ordained.  That 
if  at  any  time  the  track  of  the  Baltimore  and 
Ohio  Jiailroad  Company  shall  be  remo'ved,  or  if 
the  track  hei-eby  authorized  shall  be  acquired  by 
the  City  of  Baltimore  for  the  purpose  of  estab- 
lishing a  municipal  trackage  system,  or  for  any 
other  purpo'ses  of  the  municipality,  then  this  or- 
dinance shall  be  void,  and  all  the  franchises  and 
rights  hereby  gTanted  shall  cease  and  determine 
without  compensation  to  the  grantee,  its  suc- 
cessors OT  assigns. 

Section  8.  And  he  it  further  ordained,  That 
the  track  hereby  authorized  shall  be  constructed 
under  the  supervision  of  and  to  the  entire  satis- 
faction of  the  Highways  Engineer,  and  that  th(^ 
rails  to  be  used  in  the  said  construction  and  r(^- 
newals  thereof,  from  time  to  time,  shall  be  of 
such  character  as  the  Highways  Engineer  shall 
determine.  The  grantee  hereunder  shall,  from 
time  to  time,  change  the  location  of  the  track 
hereby  authorized  to  be  constructed  whenever  in 
the  judgment  of  the  Highways  EngiiK-er  thc^ 
public  convenience  may  require  it,  and  hr>  shali 
issue  a  written  ordcn'  therefor  approved  by  the 
Board  of  Estimates. 

Skction  9.  A)\d  he  il  fiirllicr  oidoiiied.  That 
the  Baltimore  and  Ohio  Railroad  Company  shalt 
l>e  permitted  to  stand  a  car  or  cars  on  tln^  ti'ack 
herc^by  authorized  to  be  constructcMl,  providiMl. 
bowever,  that  any  and  every  right  hereby 
granted,  to  stand  any  car  or  cars  oai  the  track 
l>erebv    aiitboiMzed    to    be    constru;'ted,    sliall    bv 
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revocable  by  the  Mayor  and  City  Conneil  of 
Baltimore  at  any  time  hereafter,  when  in  its 
judgment,  the  public  welfare  or  convenience 
may  so  require. 

Section  10.  And  he  it  further  ordained, 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  Jaiuiarv  27,  1022. 

W]i[.  F.  BROEXIXG,  Mai/or. 


Xo.  720. 

An  ordinance  to  authorize  the  Baltimore  and  Ohio 
Railroad  Company  to  Construct,  Maintain  and  Op- 
erate a  Single  Railroad  Track  in  the  bed  of  Race 
Street,  beginning  ten  feet  North  of  the  South  Line 
of  Winder  Street,  said  Track  being  described  as 
follows: 

Beginning  For  the  same  at  the  end  of  the  present 
track  of  the  Baltimore  and  Ohio  Railroad  Company 
as  now  constructed  in  the  bed  of  Race  Street  at  a 
point  ten  feet  North  of  the  South  line  of  Winder 
Street,  after  the  end  of  the  present  track  has  been 
thrown  to  the  centre  of  Race  Street,  and  running 
thence  South  along  the  centre  of  Race  Street  to  a 
point  205  feet  South  of  the  South  line  of  Winder 
Street,  and  thence  Southward  by  twelve  degree  and 
thirty  minutes  curves  in  reverse  directions  to  a 
point  in  the  North  line  of  McComas  Street  25  feet 
from  the  East  line  of  Race  Street;  thence  South- 
erly across  McComas  Street  to  a  point  in  the  South 
line  of  McComas  Street  24  feet  from  the  East 
line  of  Race  Street;  thence  Southerly  parallel  to 
and  distant  24  feet  from  the  East  line  of  Race 
Street  the  distance  of  280  feet  to  the  end  thereof, 
except  that  portion  of  Race  Street  from  the  ten 
foot  alley  south  of  McComas  Street  to  the  North 
building  line  of  Donaldson  Street,  which  portion 
of  Race  Street  has  heretofore  been  closed  by  ordi- 
nance. The  said  track  is  to  run  on  a  1.29c  grade 
descending  South   from  its  beginning  point  to  the 
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North  line  of  McComas  Street,  where  it  meets  the 
present  grade  of  the  surface  of  McComas  Street, 
thence  on  a  level  from  the  North  line  of  McComas 
Street  to  the  end  thereof.  The  entire  length  of  the 
track  hereby  authorized  is  675  feet. 

Section  1.  Be  it  ordained  by  the  Majjor  and 
City  Council  of  Baltimore,  That  the  Baltimore 
and  Ohio  Railroad  Company  be,  and  it  is  hereby 
authorized  to  constnict,  maintain  and  operate  a 
single  railroad  track  in  the  bed  of  Race  Street, 
beginning  ten  feet  ISTorth  of  the  South  line  of 
Winder  Street,  said  track  being  described  as 
follows : 

Beginning;  for  the  same  at  the  end  of  the 
present  track  of  the  Baltimore  and  Ohio  Rail- 
road Company  as  now  constructed  in  the  bod  of 
Race  Street  at  a  point  ten  feet  J^orth  of  the 
South  line  of  Winder  Street,  after  the  end  of 
the  present  track  has  been  thrown  tO'  the  centre 
of  Race  Street,  and  running  thence  South  along 
the  centre  of  Race  Street  to  a  point  205  feet 
South  of  the  South  line  of  Winder  Street,  and 
thence  Southward  by  twelve  degree  and  thirty 
minutes  curves  in  reverse  directions  to  a,  point 
in  the  North  linei  of  McComas  Street  25  feet 
from  the  East  line  of  Race  Street;  thence 
Southerly  across  McComas  Street  to  a  point  in 
the  Sonth  line  of  ^IcComas  Street  24  feet  from 
the  East  line  of  Race  Street ;  thence  Southerly 
parallel  to  and  distant  24  feet  fro  mthe  East  line 
of  ]^,ace  Street  the  diistance  of  280  feet  to  the  end 
thereof,  except  that  portion  of  Race  Street  from 
the  ten  foot  alley  South  of  McComas  Street  to 
the  ]^orth  building  line  of  Donaldson  Street, 
which  portion  "of  Race  Street  has  heretofore  been 
closed  by  ordinance.  The  said  track  is  to  run 
on  a  1.2%  grade  descending  South  from  its  be- 
ginning point  to  the  North  line  of  McComas 
Street,  where  it  meetsi  the  present  grade  of  the 
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surface  of  ]\[cO()iii.as  Street,  thence  on  a  lev^el 
from  the  North  line  of  J\IcConia.s  Street  to  the 
end  thereof.  The  entire  length  of  the  track 
hereby  authorized  is  675  feet. 


Section  2.  And  he  it  further  ord'iined,  Thar 
the  Mayoir  and  City  Council  of  Baltimore  shall, 
at  all  times,  have  and  retain  the  power  and  rigjit 
to  reasonably  regulate,  in  the  public  interest, 
the  exercise  of  the  right  herein  granted,  and 
that  the  said  right  shall  lie  executed  and  enjoyed 
within  siix  months  after  the  gTant,  as  provided 
by  Section  87,  of  Article  4,  of  the  Code  of  Pub- 
lic Local  Laws  of  ^faryland,  entitled  "City  of 
Baltimore,''  Sub-Title  "Charter,"  and  that  the 
right  herein  granted  shall  l>e  held,  exercised  and 
enjoyed  for  the  period  of  twenty-five  years,  and 
with  the  further  I'ight  to  said  grantee,  at  a  fair 
revaluation,  including  in  such  revaluation  the 
value  derived  froan  said  right,  to  renewals  not 
exceeding  in  the  aggregate  twenty-five  years; 
that  upon  the  termination  of  said  right  herein 
granted  there  shall  be  a  fair  valuation  of  the 
plant  and  property  of  the  said  grantee,  to  be 
constructed  by  virtue  of  this  ordinance,  which 
shall  be  and  become  the  property  of  the  City  of 
Baltimore,  at  its  election,  on  its  paying  said 
grantee  said  valuation;  the  said  payment  to  be  a 
fair  and  equitable  valuation  of  the  same  as 
property,  excluding  any  value  derived  from  the 
right  or  franchise  by  this  ordinance  granted,  the 
said  revaluation  and  valuation  hereinbefore  pro- 
N'ided  foT  to  be  determined  u|)on  by  two  arbitra- 
tors, one  to  be  appointed  by  the  Mayoa-  of  the 
City  of  Baltimore  and  the  other  to  be  appointed 
])y  the  grantee,  its  representatives  or  assigns, 
who,  in  case  they  shall  be  unable  to  agree  Ix^- 
tween  themselves,  shall  appoint  a  third  arbitra- 
tor, and  the  decision  of  a  majoritv  of  said  arbl- 
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frntors  shall  he  linal  and  ])iuding  as  to  the  re- 
valuation and  valuation  aforesaid;  provided, 
that  if  the  said  two  arhitrators  shall,  after  a  rea- 
sonable time,  fail  to  agree  upon  an  umpire,  then 
the  Mayor  shall  appoint  such  umpire. 

Skctiox  o.  A)id  be  if  further  ordained.  That 
the  right  and  duty  are  hereby  expressly  reserved 
to  the  ^layor  and  Citv  Council  of  Baltimore  at 
all  times  to  exercise  in  the  interest  of  the  public, 
full  municipal  superintendence,  regulation  and 
control  in  respect  to  all  matters  connected  with 
the  grant  herein  contained  and  not  inconsistent 
with  the  terms  thereof,  and  that  in  the  event  of 
the  said  grantee,  its  successors  or  assigns,  refusr 
ing,  neglecting  or  failing  to  comply  with  any  of 
the  terms  or  conditions  upon  which  the  said 
franchise  or  right  are  hereby  granted,  said  fran- 
chise or  right  shall  be  and  heconie  wholly  null 
and  void. 

SECTION  4.  And  he  it  furtlier  ordained.  That 
the  said  grantee,  its  successors  and  assigns,  shall, 
at  its  own  expense,  in  laying  down,  from  time 
to  time,  its  said  railroad  track-  on  said  street-, 
adjust  its  said  track-  to  the  grade  of  such  street-, 
as  the  same  is  now  (n-  may  hereafter  l)e  estab- 
lished by  law,  and  shall  at  its  own  expense  keep 
the  space  l>et-ween  the  rails  of  said  track-  aud 
for  two  feet  on  either  side  thereof  in  thorough 
repair,  and  shall  at  its  own  expense  k(^ep  the 
same  free  from  snow  (u-  other  obstruction,  but 
without  obstructing  the  other  portion  of  said 
street-  on  ether  side  of  said  track-,  and  shall  ])ay 
to  the  City  if  and  so  often  as  said  street-  shall 
be  ])ave(l  or  repaved  by  the  Mayor  and  City 
Council  of  Baltimore,  its  officers  and  agents,  or 
any  other  officers  or  [igents  duly  authorized  by 
law,  the  cost  of  paving  or  repaving  the  space  be- 
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tweeii  the  rails  of  said  track-  and  for  two  foot 
on  either  side  thereof. 

The  said  Baltimore  and  Ohio  Railroad  Com- 
pany sliall  also  pay  to  the  City  within,  thirty 
days  after  written  notice  from  the  Highways 
Engineer  of  the  amount  due,  the  cost  of  relocat- 
ing, strengthening  or  encasing  in  concrete,  all 
suh-surface  structures  belonging  to  the  Mayor 
and  City  Council  of  Baltimore,  located  in  the 
street  l>eneath  the  space  l>etween  the  rails  of  said 
track-  and  for  two  feet  on  either  side  thereof, 
and  shall  also  pay  to  the  City,  within  thirty  days 
after  written,  notice  from  the  Highways  Engi- 
neer of  the  amount  due,  the  cost  of  relocating 
any  surface  structures  belonging  to  the  City 
made  necessary  by  the  construction  of  said 
track-,  the  judgment  of  the  Highways  Engineer 
as  to  the  work  necessary  to  safeguard  said  sub- 
surface structures  and  as  to  the  necessity  of  relo- 
cating any  surface  structures  to  be  linal;  and 
the  said  Baltimore  and  Ohio  Railroad  Company 
shall  also  pay  to  the  City  within  thirty  days 
after  written  notice  from  the  Highways  Engi- 
neer of  the  amount  due,  the  cost  of  such  addi- 
tional sewer  inlet  or  inlets  with  the  necessary 
connecting  pi^^e  or  pipes,  as  in  the  judgment  of 
the  Highways  Engineer  are  required  for  the 
purpose  of  proper  drainage  as  the  result  of  the 
construction  of  said  tracks. 

Section  5.  Aud  he  if  farther-  ordained,  That 
the  compensation  to  be  paid  by  the  Baltimore 
and  Ohio  Railroad  Company  for  the  franchise 
and  rights  hereby  granted  shall  l>e  the  sum  of 
One  Dollar  ($ll00)  per  foot  of  single  track 
per  annum,  the  numl)er  of  feet  and  the  total 
amount  of  the  compensation  to  be  fixed  by  the 
Highways  Engineer  after  the  measurement  by 
him  of  the  actual  numlKM'  of  feet  of  track  biid 
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under  the  provisions  of  this  ordinance,  and  all 
expenses  of  advertising. 

Section  0.  And  he  it  further  ordained.  That 
non-compliance  at  any  time  or  timos  bv  the 
grantee,  its  snccessors  or  assigns,  with  any  of 
the  terms  of  the  grant  hereby  made,  shall  oper- 
ate as  a  forfeitnre  of  the  grant  herel)y  made, 
which  shall  therenpon  be  and  l)ecome  void,  and 
that  nothing  short  of  an  ordinance  of  the  Mayor 
and  City  Council  of  Baltimore  shall  operate  as 
a  waiver  of  any  forfeitnre  of  tlie  grant  liereby 
made. 

Section  7.  And  he  it  further  ordained,  That 
if  at  any  time  the  track-  of  the  Baltimore  and 
Ohio  Railroad  Company  shall  lie  removed,  or  if 
the  track-  heireiby  authorized  shall  be  acquired 
by  the  City  of  Baltimore  for  the  purpose  of 
establisliing  a  municipal  trackage  system,  or  fin- 
any  other  purposes  of  the  municipality,  then 
this  ordinance  shall  be  void,  and  all  the  fran- 
chises and  rights  hereby  granted  shall  cease 
and  determine  without  compensation  to  the 
grantee,  its  successors  or  assigns. 

Section  8.  A  nd  he  it  further  ordained.  That 
the  track-  hereby  anthorized  shall  be  constrnctcMl 
under  the  supervision  of  and  to  the  entire  satis- 
factiion  of  the  Highways  Engineer,  and  that  the 
i-ails  toi  be  used  in  the  said  construction  and  re- 
newals thereof,  from  time  to  time,  shall  be  of 
sncli  cliaracter  as  tlie  IFighways  p]ngineer  shall 
determine.  The  grantee  hereunder  shall,  from 
time  to  time,  change  the  locatioai  of  the  track- 
hereby  authorized  to  be  constructed  whencATT  in 
the  judgment  of  the  Highways  Engineer  the 
public  convenience  may  require  it,  and  he  shall 
issue  a  written  oi'der  therefor  a]iproved  by  tho 
Board  of  Estimates. 
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Section  9.  And  be  it  further  orda'uied,  That 
the  Baltimoro  and  Oliio  Railroad  (\>iuimiiy 
shall  \ye  permitted  to  stand  a  car  or  cars  on  the 
track-  hereby  authorized  to  l;e  constructed,  pro- 
\idcd,  however,  that  any  and  cNery  rig'ht  hereby 
ii'i'anted,  to  stand  any  ear  or  cars  on  the  track- 
liereby  'authorized  to  be  constructed,  shall  be 
revoeable  by  the  Mayor  and  City  Council  of 
Baltimore  at  any  t.ime  hereafter,  when,  in  its 
judgment,  the  public  welfare  or  convenience 
may  so  require. 

Section  10.  A}icl  he  If  fiirllier  onhiincd. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passag'e. 

Approved  June  27,,  1922. 

\\M.  F.  BPvOEXIXG,  Maijor, 


Xo.  721. 

An  ordinance  to  authorize  the  Baltimore  and  Ohio 
Railroad  Company  to  Construct,  Maintain  and  Op- 
erate a  Single  Railroad  Track  across  the  bed  of 
Sisson  Street,  South  of  Twenty-Third  Street,  said 
Track  being  described  as  follows : 

Beginning  for  the  same  at  a  point  on  the  West  build- 
ing line  of  Sisson  Street,  distant  255  feet  Southerly 
from  the  South  building  line  of  Twenty-third  Street, 
and  running  thence  in  a  Southerly  direction  by  a 
line  curving  to  the  left,  with  a  radius  of  262.04 
feet,  the  distance  of  64  feet  to  a  point  in  the  East 
building  line  of  Sisson  Street,  distant  280  feet 
Southerly  from  the  South  building  line  of  Twenty- 
third  Street. 

Secttox  1.  Be  it  orddined  tnj  the  Mat/or  (in^ 
City  Coimcil  of  Baltimore,  That  the  Baltimore 
and  Ohio  Eailroad  Company  be,  and  it  is  hereby 
authorized  to  construct,  maintain  and  operate  a 
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single  railroad  track  across  the  bed  of  Sisson 
Street,  South  of  Tweiirty-tliird  Street,  said  track 
being  described  as  follows : 

Beginning  for  the  same  at  a  point  on  tlu; 
West  building  line  of  Sisson  Street,  distant  255 
i'vvt  Southerly  from  the  South  building  line  of 
Twenty-third  Street,  and  running  thence  in  a 
Southerly  direction  by  ix  line  cur\'iiig  to  the  left, 
with  a  radius  of  202,04  feet,  the  distance  of  (>4 
feet  to  a  point  in  the  East  building  line  of  Sis- 
son Street,  distant  280  feet  Southerly  from  the 
South  Imilding  line  of  Twenty-third  Street. 

Si<:("Ti()x  2.  A)td  he  it  furiher  ord't'uied .  Tlnit 
the  Mayo'r  and  City  Council  of  Baltimore  shall, 
at  all  times,  have  and  retain  the  power  and  right 
to  reasoiiably  regulate,  in  the  public  interesit, 
the  exercise  of  the  right  herein  granted,  and 
that  the  said  right  shall  he  executed  and  en- 
joyed wdthin  six  months  aftCT  the  grant,  as  pro- 
vided by  Section  37,  of  Article  4,  of  the  Code  of 
Public  Local  Laws  of  Maryland,  entitled  ^'Citv 
of  Baltimore,"  suVTitle  '^^Chartei',"  and  that 
the  right  herein  granted  shall  be  held,  exercised 
and  enjoyed  for  the  period  of  twenty-five  years, 
and  with  the  further  right  to  said  grantee,  at  a 
fair  revaluation,  including  in  such  revaluation 
the  value  derived  from  said  right,  to  renewals 
not  exceeding  in  the  aggregate  twenty-five  years; 
that  upon  the  termination  of  said  right  herein 
granted  there  shall  be  a  fair  valuation  of  the 
plant  and  property  of  the  said  grantee,  to  be 
construct(Hl  by  virtue  of  this  ordinance,  which 
shall  be  and  become  the  property  of  the  City  of 
Baltimore,  at  its  election,  on  its  paying  said 
grantee  F,aid  valuation;  the  said  payment  to  be 
a  fair  and  equitable  valuation  of  the  same  as 
proiperty,  excluding  any  value  derived  from  the 
right  or  franchise  by  this  ordinance  granted, 
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tlie  said  revaluation  and  \'ahiation  lierciinbeiore 
proA'ided  foi"  tO'  ha  dcternuned  upon  by  two  arbi- 
trators, one  tiO'  be  appointed  by  the  flayer  of 
the  City  of  Baltimore  and  the  other  to  be  ap- 
pointed by  the  grantee,  its  representatives  or 
assigns,  who,  in  case  they  shall  be  unable  to 
agree  between  theni'selves,  shall  appoint  a  third 
arbitrator,  and  the  decision  of  a  majoTity  of 
said  arbitratoTs  shall  be  final  and  l)inding  as 
to  the  re^'aluation  and  valuatioai  aforesaid ;  pro- 
vided, that  if  the  said  two  arbitrators  sliall, 
after  a  reasonable  time,  fail  to  agree  upon  an 
umpire,  then  the  Mayor  shall  appoint  such  um- 
pire. 

Section  3.  And  he  it  further  ordained.  That 
the  right  and  duty  are  hereby  eixpressly  reserved 
to  the  ^layoT  and  City  Conneil  of  Baltimore  at 
all  times  to  exercise  in  the  interest  of  the  public, 
full  municipal  superintendence,  regiulation  and 
control  in  respect  to  all  mattei^Si  connected  with 
the  grant  herein  contained  and  not  inconsistent 
with  the  terms  thereof,  and  that  in  the  event  of 
the  said  grantee,  its  successors  or  assigns,  refuiS- 
ing,  negleeting  or  failing  to  comply  with  any  of 
the  terms  or  conditions  upon  which  the  said 
franchise  or  right  are  hereby  granted,  said  fran- 
chise or  right  shall  be  and  become  wholly  null 
and  void. 

Section  4.  And  he  it  further  ordained,  That 
the  said  grantee,  its  successors  and  assigns,  shall, 
at  its  own  expense,  in  laying  down,  from  time  to 
time,  its  said  railroad  track-  on  said  street-,  ad- 
just its  said  track-  to  the  grade  of  such  street-, 
as  the  same  is  now  or  may  hereafter  be  estab^ 
lished  by  law,  and  shall  at  its  own  expense  keep 
the  space  between  the  rails  of  said  track-  and  for 
two  feet  on  either  side  thereof  in  thorouorh  I'e- 
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pair,  and  shall  at  ite  expense  keep  the  same  free 
from  snoAV  or  other  obstmction,  bnt  withont  oV 
strnetiniz"  tlio  other  ])ortion  of  said  street-  on 
either  side  of  said  track-,  and  shall  pay  to  the 
City  if  and  so  often  as  said  street-  shall  1h^  paved 
or  repaved  l)y  the  AFayor  and  City  Conncil  of 
Baltimore,  its  officers  and  agents,  or  any  other 
officers  OT  agents  dnly  anthorized  hy  law,  the  cost 
of  paving  or  repaying  the  space  between  th(^ 
rails  of  said  track-  and  for  two  feet  on  either 
side  thereof. 

The  said  Baltimore  and  Ohio  Kailroad  Com- 
pany shall  also  pay  to  the  City  within  thirty 
days  after  ^^Titten  notice  from  the  Highways 
Engineer  of  the  anionnt  dne,  the  cost  of  relocat- 
ing, strengthening  or  encasing  in  concrete,  all 
snl>-snrface  striictnres  l:)elong'ing  to  the  ^rayoi' 
and  City  Conncil  of  Baltimore,  located  in  the 
street,  beneath  the  space  between  the  rails  of  said 
track-  and  for  two  feet  on  either  side  thereof, 
and  also  pay  to  the  City,  within  thirty  days 
after  written  notice  from  the  "FTighways  Engi- 
neer of  the  amonnt  dne.  the  cost  of  relocating 
any  snrface  strnotnres  belonging  to  the  City 
made  necessary'-  by  the  oonstrnction  of  said 
track-,  the  jndgment  of  the  Highways  Engineer 
as  to  the  work  necessary  to  safeguard  said  sub- 
snrface  strnctnres  and  as  to  the  necessity  of  relo- 
cating any  surface  strnctnres  to  he  final ;  and  the 
said  Baltimore  and  Ohio  "Railroad  Company 
shall  also  pay  to  the  City  within  thirty  days 
after  written  notice  from  the  Highways  Eno-i- 
neer  of  the  amonnt  dne.  the  cost  of  snch  addi- 
tional sewer  inlet  or  inlets  with  the  necessary 
eonnectino'  pipe  or  pipe>J,  as  in  the  I'ndii'ment  of 
the  Highways  Engineer  are  reqnired  for  the 
pnrjiose  of  proper  drainage  as  the  resnlt  of  the 
coustrnction  of  said  tracks. 


ORDIlSrAI^CES.  145 

Section  5.  And  be  it  further  ordained^  That 
the  conipensation  to  be  paid  by  the  Baltimore 
and  Ohio  Railroad  Company  for  the  franchise 
and  rights  hereby  granted  shall  be  the  sum  of 
One  DoUar  ($1.00)  per  foot  of  single  track  per 
annum,  the  number  of  feet  and  the  total  amount 
of  the  compensation  to  l>e  fixed  by  the  Highways 
Engineer  after  the  measurement  by  him  of  the 
actual  number  of  feet  of  track  laid  under  the 
provisions  of  this  ordinance,  and  all  expenses  of 
advertising. 

Sectiox  6.  Avd  he  it  further  ordained.  That 
non-compliance  at  any  time  or  times  by  the 
grantee,  its  successors  or  assigns,  with  any  of 
the  terms  of  the  grant  hereby  made,  shall  operate 
as  a  forfeiture  of  the  grant  hereby  made,  which 
shall  thereupon  be  and  become  void,  and  that 
nothing  short  of  an  ordinance  of  the  Mayor  and 
City  Coimcil  of  Baltimore  shall  operate  as  a 
waiver  of  anv  forfeiture  of  the  grant  hereby 
made. 

Sectiox  7.  And  he  it  further  ordained,  That 
if  at  any  time  the  track-  of  the  Baltimore  and 
Ohio  Railroad  Company  shall  be  removed,  or  if 
the  track-  hereby  authorized  shall  be  acquired 
by  the  City  of  Baltimore  for  the  purpose  of  es- 
tablishing a  municipal  trackage  system,  or  for 
any  other  purposes  of  the  municipality,  then 
this  ordinance  shall  be  void,  and  all  the  fran- 
chises and  rights  hereby  gTanted  shall  cease  and 
determine  without  compensation  to  the  grantee, 
it.^  successors  or  assigns. 

Section  8.  And  he  it  further  ordained.  That 
the  track-  hereby  authorized  shall  be  constructed 
under  the  supervision  of  and  to  the  entire  satis- 
faction of  the  Highway's  Engineer,  and  that  the 
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rails  to  be  used  in  tlie  said  construction  and  re- 
newals thereof,  from  time  to  time,  shall  be  of 
such  character  as  the  Highways  Engineer  shall 
determine.  The  grantee  hereunder  shall,  from 
time  to  time,  change  the  location  of  the  track- 
hereby  authorized  to  be  constructed  whenever  in 
the  judgment  of  the  Highways  Engineer  the 
public  convenience  may  require  it,  and  he  shall 
issue  a  written  order  therefor  approved  by  the 
Board  of  Estimates. 

Section  9.  A)id  he  it  further  ordained.  That 
the  Baltimore  and  Ohio  Railroad  Company  shall 
not  be  permitted  to  stand  a  car  or  cars  on  the 
track-  hereby  authorized  to  be  constructed. 

Section  10.  And  he  it  further  ordained. 
That  this  ordinance  shall  take  eifect  from  the 
date  of  its  passage. 

Approved  June  27,  1922. 

WW.  F.   IIHOKXIXG,  Maijor. 


Xo.  722. 


An  ordinance  granting  permission  to  Clarence  Broad- 
ley,  3721  Reisterstown  Road,  to  extend  the  second 
floor  in  the  rear  of  the  above  location,  for  the  pur- 
pose of  enlarging  a  bed-room. 

Section  1.  lie  i(  ordaiued  hij  lite  Maiiov 
and  City  Council  of  Ihdtimore,  That  permis- 
sion lie,  and  the  sanu*  is  hereby  granted,  to 
Clarence  Broadlcy,  ')721  Keisterstown  Boad,  to 
extend  the  second  floor  only,  in  the  roar  of  th(^ 
alxive  location  ;  this  extension  to  bo  four  and  a 
half  (41/2 )   ^^^^  from  the  present  second  story 


ORDINANCES.  147 

wnll,  to  1k'  eiii'lit  (8)  feet  high,  and  to  have  a 
roof  of  till ;  coiistnictioii  to  be  of  frame  and 
glass,  and  for  tlie  purpose  of  enhirging  a  bed- 
room, 

Sectiox  2.  A)id  he  it  further  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  ])assage. 

A})proved  June  27,  1022. 

WM.  F.  BKOEXIXG,  Mayor. 


Iso.  723. 


An  ordinance  granting  permission  to  Geo.  L.  Lubbert 
to  erect  a  garage  in  the  rear  of  his  premises  at  the 
southeast  corner  of  Merville  and  Manhattan  Ave- 
nues, Mt.  Washington  Heights. 

Section  1.  Be  it  ordaiiiecl  hy  the  Mayor 
and  City  Council  of  Baltimore,  that  pennission 
be  and  the  same  is  hereby  granted  to  Geo.  L. 
Lnblx^rt  to  erect  a  frame  garage  22  ft.  long  and 
20  ft.  wide  in  the  rear  of  his  premises  at  the 
southeast  corner  of  MeiTille  and  Manhattan 
Avemies,  ^l\.  Washing-ton  Heights ;  the  said 
garage  to  be  within  4  feet  of  the  party  line  and 
to  be  erected  nnder  the  snpervision  of  the  In- 
spector of  Buildings  of  Baltimore  City,  in  ac- 
cordance with  tlie  Building  Laws  of  said  City. 

Section  2.  .4  }id  he  it  further  ordained,  that 
tliis  ordinance  shall  take  effect  from  the  date  of 
its  passage. 

Apin-oved  Jnne  28,  1022. 

WM.  F.  BK0EOT::N'G,  Ma^jor. 
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Xo.  724. 

An  ordinance  granting  permission  to  H.  C.  McCauley 
to  erect  a  frame  bungalow  on  Midwood  Avenue, 
Mt.  Washington  Heights. 

Skctiox  1.  Be  if  oyda'nied  hi)  tlie  Mdi/or 
(did  (^lij)  Council  of  Haiti  more,  that  penuissioii 
hv  and  tlie  same  is  liorobv  granted  to  H.  C.  Mc- 
Cauley to  erect  a  frame  bungalow  on  Midwood 
Avenue,  Mt.  Washington  Heights;  the  said  l>un- 
galow  to  he  on  Lot  Xo.  -U);")  of  the  Plat  of  l^lt. 
Washington  Heights  and  to  1x3  within  8  feet  of 
the  party  line  oil  the  side;  to  he  erwted  under 
the  supeiwision  of  the  Inspector  of  Buildings  of 
Baltimore  City  in  accordance  with  the  l^uildiiiii- 
Laws  of  said  City. 

Secttox  2.  And  he  it  furthrr  ordained,  that 
this  ordinance  shall  take  effect  from  the  date  of 
its  passage. 

Approved  June  28,  1922. 

WM.  F.  BROENIXG,  Mayor. 


Xo.  725. 

An  ordinance  granting  permission  to  John  H.  Win- 
felder  to  erect  a  garage  in  the  rear  of  his  premises 
121  Hawthorne  Road,  Roland  Park. 

8ECTir)x  L  ]>('  it  ordained  hij  the  Mai/or 
and  City  Council  of  Baltimore,  that  permission 
be  and  the  sanu^  is  hereby  granted  to  John  H. 
Winfelder  to  erect  a  garage  11  ft.  wide  and  21 
ft.  long  in  the  rear  of  his  premises  121  Haw- 
thorne Road;  said  garage  to  be  of  shingle  eon- 
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structioii,  with  slate  roof,  to  be  within  8  ft.  of 
the  party  line  and  to  be  erected  nnder  the  super- 
vision of  the  Inspector  of  Buildings  of  Balti- 
more City  in  accordance  with  the  Building-  Laws 
of  said  City. 

Section  2.  And  he  it  further  ordained,  that 
this  ordinance  shall  take  eifect  from  the  date  of 
its  passage. 

Approved  June  '2S,  1922. 

W^I.  F.  BROEXIXG,  Men/or. 


Xo.  726. 

An  ordinance  authorizing  the  Mayor  to  accept  from 
the  owner  or  owners  thereof  a  deed  or  deeds  con- 
veying to  the  Mayor  and  City  Council  of  Baltimore 
the  beds  of  Poplar  Avenue  and  Elm  Avenue,  as 
now  opened,  and  part  of  the  bed  of  ]\Iaple  Avenue. 

Section  1.  Be  it  ordained  by  the  Mayor 
and  City  Council  of  Baltimore,  that  the  Mayor 
of  the  City  of  Baltimore  be,  and  he  is,  hereby 
authorized  and  directed  to  accept  from  the 
owner  or  owners  thereof  a  deed  or  deeds  of  con- 
veyance in  fee  simple  to  the  ^layor  and  City 
Council  of  Baltimore  of  the  beds  of  Poplar  Ave- 
nue, from  Smith  to  ^laple  Avenue,  Elm  Avenue 
north  from  Maple  Avenue  to  the  City  line,  and 
Maple  Avenue  which  extends  in  a  semi-circle 
from  Smith  Avenue  back  to  Smith  Avenue,  ex- 
cepting, however,  that  portion  of  Maple  Avenue 
south  and  east  of  Poplar  Avenue  to  Smith  Ave- 
nue, each  of  said  avenues  being  alx)ut  thirty 
(30)  feet  wide;  ])rovided,  however,  tliat  no  de<Ml 
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shall  be  accepted  in  accordance  with  the  provi- 
sions of  this  ordinance,  until  the  same  has  been 
ap])roved  by  the  City  Solicitor. 

Section  2.  And  be  it  further  ordained,  that 
this  ordinance  shall  take  effect  from  the  date  of 
its  passao'e. 

Approved  Jmie  28,  1922. 

WM.  h\  EROEiYIx\G,  Mayor. 


No.  727. 

An  ordinance  to  change  the  name  of  Blenheim  Road, 
from  York  Road  to  the  City  limits,  to  Bellona  Ave- 
nue, and  to  repeal  Ordinance  No.  574,  approved 
April  7,  1921,  entitled  "An  ordinance  to  change  the 
name  of  Bellona  Avenue,  from  York  Road  to  the 
City  limits,  to  Blenheim  Road." 

Sectjox  1.  Be  it  ordained  hy  the  Mayor 
and  City  (Council  of  Baltimore,  That  the  name 
of  Blenheim  Road,  from  York  Road  to  the  City 
limits,  be  and  it  is  hereby  chang^ed  to  Bellona 
Avenue. 

Section  2.  A)}d  ()e  it  further  ordained, 
That  Ordinance  No.  57-1-,  approved  April  7, 
1021,  entitled  ''An  ordinance  to  change  the 
name  of  Bellona  Avenne,  from  York  Road  to 
the  City  limits,  to  Blenheim  Road,"  be  and  it  is 
liereby  re])eale(l. 

Section  '^  And  tn>  if  further  ordained. 
That  this  ordinance  shall  take  effect  Fr<im  the 
date  of  its  ])assai>'e. 

A])|)r()ved  .lime  2S,  11)22. 

WM.    F.    1]R0EX]X(I,  Mayor. 
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JSTo.  728. 

An  ordinance  granting  permission  to  the  Horn  Ice 
Cream  Co.  to  connect  the  building  and  premises 
occupied  by  it  at  1116-1120  Thomson  Street  and 
the  building  and  premises  occupied  by  it  at  1121- 
1145  Low  Street,  by  an  enclosed  superstructure  or 
bridgeway  above  a  six-foot  private  alley  which  sep- 
arates the  two  above-mentioned  premises. 

Section  1.  Be  it  ordained  hy  the  Mayor 
and  City  Council  of  Baltimore,  That  in  pursu- 
ance of  the  power  vested  iit  it  and  for  tlu^  eon- 
venience  of  the  Horn  Ice  Cream  Co.,  and  its 
employees,  permission  and  antliority  are  hc^reby 
given  and  granted  to  tlie  said  Horn  lee  (h'eam 
Co.,  its  successors  and  assigns,  to  construct,  erect 
and  maintain  at  its  own  expense  for  a  period  of 
25  j^ears,  an  enclosed  superstructure  oi'  bridge- 
way  above  and  across  the  six-foot  private  alley 
which  separates  the  building  and  premises  at 
11 16-1120  Thomson  street  and  the  building  and 
premises  at  1121-1145  l^ow  street,  both  of  said 
buildings  and  premises  l>eing  occupied  by  the 
said  Horn  Ice  Cream  Co. ;  the  said  superstruc- 
ture or  bridgeway  to  be  erected  upon  the  terais 
and  conditions  following: 

A.  The  su])erstructure  or  bridgeway  shall 
extend  from  and  connect  the  l)uilding  and  prem- 
ises at  1116-1120  Thomson  street  and  the  build- 
ing and  premises  at  1121-1145  Low  street,  and 
that  the  bottom  of  said  superstructure  or  bridge- 
way,  in  order  to  peiinit  the  free  passage  of  vehi- 
cles, shall  be  not  less  than  14  feet  from  the  sur- 
face of  the  alley.  The  said  superstructure  or 
bridgcAvay  shall  be  0  ft.  4  in.  in  width  and  shall 
be  one  story  high  ;  no  woodwork  or  other  com- 
bustible material  shall  be  used  in  the  construc- 
tion of  the  same  but  the  entire  structure  sliall  be 
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of  concrete;  that  the  openings  from  the  said 
buildings  to  the  said  superstructure  or  bridge- 
way  shall  be  covered  with  automatic,  self-closing 
fire  doors  at  each  end  and  that  the  said  super- 
structure or  bridgewa}^  shall  be  erected  and  com- 
pleted under  the  supervision  and  to  the  satisfac- 
tion of  the  Inspector  of  Buildings  of  Baltimore 
City. 

II  That  the  Mayor  and  City  Council  of  Bal- 
timore expressly  reserves  the  right  and  duty  at 
all  times  to  exercise  in  the  interest  of  the  public, 
full  municipal  supervision,  regulation  and  con- 
trol in  respect  to  all  matters  connected  with  this 
grant  and  not  inconsistent  with  the  terms  there- 
of. 

C.  That  in  the  event  of  the  failure  of  the 
said  Horn  Ice  Cream  Co.,  its  sucicessors  and  as- 
signs, to  maintain  the  said  superstructure  or 
bridgeway  in  good  condition  throughout  the 
term  of  said  grant,  or  to  comply  witli  the  terms 
of  this  ordinance,  the  grant  hereby  made  shall 
become  void. 

T>.  That  the  said  superstructure  or  bridge- 
way  shall  be  eompletcnl  witliiii  six  months  fi-om 
the  ])assage  of  this  ordinance. 

K.  That  tli(>  said  Horn  Ice  C^-eam  Co.  shall 
])ay  to  the  (^ity  of  Baltimore  as  compensation 
for  the  ]n'ivilege  hereby  granted,  the  sum  of 
Thirty-five  Dollars  ($85.00)  per  annum  dur- 
ing the  continnance  of  this  franchise. 

Skctiox  2.  A)ul  he  //  fiirfJicr  ordained. 
That  the  Mayor  of  Baltim(>re  shall  have  (he 
riglit,  at  iiny  time  wheiun'er  in  his  jndgnient  the 
})ubli(*  interests  demand   it,  to  rcN'okc  the  right-' 
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and  privilog-es  lierel)v  granted,  and  upon  tlie  re- 
ceipt of  a  notice  in  writing  to  that  effect  from 
the  Mayor  of  Baltimore  by  the  grantee:  here- 
nnder,  all  rights  nnder  this  ordinance  shall  cease 
and  detemiine,  and  the  said  grantee  shall 
promptly  remove  the  said  bridgeway  or  snper- 
structure  at  its  expense. 

Sectiok  3.  And  he  it  further  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  June  28,  1922. 

WM.  F.  BROENIIsrG,  Mayor. 


"Ro.  729. 


An  ordinance  to  change  the  name  of  Woodberry  Ave- 
nue, from  Park  Circle  to  Green  Spring  Avenue,  to 
Druid  Park  Drive. 

Section  1.  Be  it  ordained  bij  the  Mayor 
and  City  Council  of  Baltimore,  That  the  name 
of  Woodberry  avenue,  from  Park  Circle  to 
Green  Spring  avenue,  be  and  it  is  hereby 
changed  to  Druid  Park  Drive. 

Section  2.  And  Ije  it  further  ordained, 
That  this  ordinance  'sliall  take  effect  from  the 
date  of  its  passage. 

Approved  June  28,  1922. 

WM.  F.  BROEKmG,  Maiior. 
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No.  730. 

An  ordinance  granting  permission  to  Laura  V.  Jone:-i 
to  erect  a  public  garage  in  the  rear  of  her  prem- 
ises 1804  Edmondson  Avenue. 

Whereas,  Ordinance  Xo.  ()()() l/)  |)r()liil)its  the 
erection  of  a  ])nl)lic  <iaiaii'e  within  'M)()  feet  of 
any  clmrcli  or  scliool  ;  and 

Wherejis,  'Idiere  are  a  nnmlxT  of  _iiava,i;('s  in 
the  immediate  nei<i]d)()rhood  of  the  l^oo  hlock 
Edmondson  avenne :  and 

Wliereas,  Tliere  have  been  no  ])rotests  hh'd 
aii'ainst  tlu^  erection  of  a  g-arai»'e  at  tliis  phice; 
therefore 

Section  1.  ]>(>  it  orda'uipd  hi/  ilic  ^fai/oi 
(Did  (^itif  (U>iui.cil  of  ii(dtiyn()r<\  That  ])erniis- 
sion  be  and  the  same  is  hereby  lira n ted  to  Lanra 
V.  Joints  to  erect  a  ])nblic  2,'ara<>-e  '>()  ft.  h)ng'  and 
IS  ft.  wi(h'  in  tlie  rear  of  lier  premises  1S04 
Edmondson  avenne.  Said  ii'araii'e  to  be  er(-cted 
of  concrete  bh)cks  with  roof  of  Hre])roof  nni- 
terial ;  the  work  to  l)e  (h)ne  nnd(^r  the  snpervi- 
sion  of  the  Inspector  of  Bnihlings  of  I>altimoi'e 
(^ity  in  accorchmce  with  tlie  I>nihlinii-  Laws  of 
said  City,  ami  es])ecially  in  accorcb^nce  witli  ])ro- 
visions  of  ])araiira])lis  twelve  and  thirteen  of 
Section  47  of  Ordinance  Xo.  l.").")  ji])prove(l  Jnly 
6th,  IDOS  and  all  ameiidnKMits  tliereof. 

Skctio.x  2.  .1;///  Ih'  if  finl/irr  oidfunrd, 
That  this  ordinance  shall  take  etfect  fro)n  the 
date  of  its  passage. 

Ap])n.ved  Jnly  S,  1022. 

W^r.    F.    i}ROKXrX(;,   Mnuor. 
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An  ordinance  to  Repeal  Ordinance  Xo.  499,  approved 
June  80th,  1914,  entitled  ""An  ordinance  to  condemn 
and  close  all  that  portion  of  Low  Street  adjacent 
to  the  East  side  of  the  Fallsway  lying  Southeast- 
erly from  the  Southeast  side  of  that  i)ortion  of 
Low  Street  connecting  Front  Street  with  the  Falls- 
way,  in  accordance  with  a  blue  print  thereof  filed 
in  the  office  of  the  Commissioners  for  Opening 
Streets  on  the  second  day  of  February,  1914,  and 
now  on  file  in  said  office." 

Section  1.  Be  It  <>rda'n}erl  hi/  ijic  M/ii/or 
and  ('Hi/  Coiuicil  of  Ihdtiiiiorc  that  Ordinance 
Xo.  -I:!)!),  approved  Jiiiic  :J()th,  1in4,  entitled 
'^Aii  ordinance  to  condemn  and  close  all  that 
jK^rtion  of  Low  Street  adjacc^it  to  the  east  si(h' 
of  the  Fallsway  lyinii  sontheasterly  from  the 
sontlieast  side  of  that  ])ortion  of  Low  Street  coi. 
necting  Front  Strec^t  with  the  Fallsway.  in  ac- 
cordance with  a  bine  print  thereof  filed  in  tlu^ 
office  of  the  Commissioners  for  Openinii"  Street- 
on  the  second  day  of  F(d;rnary,  1014,  and  now 
on  file  in  said  ofHce/"  he,  and  the  same  is,  hereliy 
repealed. 

Approved  Jnly  S,  \\yn. 

W:\[.  F.  BROFXLXG,  Mmior. 


Xo.  T:]2. 

An  ordinance  granting  the  Mexican  Petroleum  Cor- 
poration, a  corporation  of  the  State  of  Maine,  au- 
thority to  construct  not  more  than  twenty,  fifty- 
five  thousand  barrel  oil  storage  tanks  on  the  par- 
cel of  ground  owned  by  said  corporation  in  Bal- 
timore City,  lying  at  the  corner  of  First  Avenue. 
Wagner's  Point,  between  the  land  of  the  Texas 
Company  and  Martin  Wagner. 

Section   1.      He  it  onlaincd  f)i/  the  Mdtjor  (uid 
City  Council  of  Baltimore,  that  permission  he 
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and  the  same  is  liereby  granted  to  tlie  ^lexican 
Petrolenni  Corporation,  a  body  corporate,  tx)- 
construct  not  over  twenty,  fifty-live  thousaud 
barrel  oil  storage  tanks  on  tlie  parcel  of  gTound 
owned  by  the  said  corporation  in  Baltimore 
City,  lying  at  the  corner  of  First  Avenue,  Wag- 
ner's Point,  between  the  land  of  the  Texas  Com- 
pany and  Martin  Wagner. 

Skctjon  2.  And  be  it  further  ordained,  that 
in  the  constrnction  of  said  tanks,  wdiich  are  to  be 
of  steel  constrnction,  the  said  ^lexican  Petro- 
leum Corporation  is  hereby  authorized  to  con- 
struct the  same  in  accordance  with  the  engineer- 
ing principles  and  formulas  hereinafter  enum- 
erated, viz : 

Steel  shell  plates  to  be  designed  for  tensile 
stresses  of  eighteen  thonsand  pounds  pei'  square, 
inch  with  allowable  deviation  of  three  per  cent; 
when  figured  for  petroleuin  at  fifty-five  pounds 
per  cubic  foot. 

Hoof  to  be  designed  for  live  load  of  twenty- 
five  pounds  per  square  foot. 

Allowable  ri\'et  stress  to  l>e  twelve  thousand 
pounds  per  square  inch,  single  shear ;  and  tw(>n- 
ty-four  thousand  pounds  ]H'r  s(]uar(^  inch  hearing 
stivss. 

fa)  'I'anks  to  bo  suri'ounded  l>v  an  earth  em- 
Inndxuient  having  a  capacity  of  50  per  cent 
greatei"  than  contents  of  tanks.  Embankment 
not  to  be  less  than  three  (3)  feet  in  width  at  top 
and  sloped  at  both  sides. 

(1>)  Eml)ankment  provided  with  drain  sys- 
tem for  s(q)arating  oil  and  water,  as  well  as  j'e- 
serve  storaii;e  for  oil  in  tlie  event  of  fire. 
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(c)  Embankment  to  be  e<inip])ed  witb  manu- 
ally controlled  drains. 

(d)  Tanks  not  to  he  placet!  nearer  than  1-55 
feet  to  any  surrounding  tanks. 

(e)  Tanks  to  have  metal  coxcriniis. 

(f )  Tanks  to  be  electrically  oTonnded  by  rest- 
ini>-  directly  on  moist  eartb,  or  otlierwise  ade- 
quately gTonnded  to  permianent  moisture  and  no 
insulated  connections  to  tanks  permitted. 

(q:)   Tanks  to  be  ventilated. 

(h)  Man  boles,  brancb  holes,  vents  and  all 
O'tber  openings  on  tanks  containing  inflammable 
vapor  provided  with  40x40  mesb  non-corrodable 
wire  screens  so  attached  as  to  completely  cover 
all  openings. 

(\)  Vents  to  be  of  sufficient  size  so  as  t/O  re- 
lieve any  accumulation  of  vapor  or  gases. 

(j)  At  least  four  (4)  openings  in  top  of 
tanks  properly  screened. 

(k)  Tanks  to  be  equipped  with  permanent 
steam  line,  foamite  system,  or  both. 

ri)  Tanks  to  have  sprinkler  system  installed 
around  top  edge  of  same. 

(m)  Tanks  to  be  lettered  in  white  with  name 
of  contents  in  letters  not  less  than  12  inches  in 
height. 

(n)  Obvering  supports  to  oarrs^  load  approxi- 
mately thirty  (80)  pounds  to  the  square  foot. 

(o')  Approved  fire  pump  of  not  less  than  1000 
gallons  capacity  installed  on  premises. 
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Section  3.  Aiid  he  it  farther  ordained,  that 
this  ordinance  shall  take  effect  from  the  date  of 
its  passage. 

Approved  July  8,  1922. 

W.M.   V.   UK()KX1X(;,  .l/r///o/-. 


Xo.  733. 

An  ordinance  granting  permission  to  Harry  L.  Stew- 
art to  construct  a  three  story  fireproof  garage 
on  the  west  side  of  Morton  Alley,  between  Eager 
and  Read  Streets,  and  relieving  the  said  Harry  L. 
Stewart  in  the  construction  of  the  said  building 
from  compliance  with  certain  requirements  of  the 
Building  Code  of  Baltimore  City. 

Sectjo.x  1.  JU'  it  ordained  l)ij  the  Mai/or  (ina 
City  Council  of  Baltimore,  that  permission  he 
and  the  same  is  herebv  granted  to  the  said  Harry 
L.  Stewart  to  constrnct  a  firepi'oof  garage  on 
Morton  Alley,  west  side,  between  Read  aaid 
Eager  Streets. 

Section  2.  And  he  it  further  ordained,  that 
in  the  construction  of  said  building,  the  said 
Harry  L.  Stewart  be  and  is  hereby  authorized 
to  construct  the  said  building  in  acooTdance  with 
th(»  following  recommendations: 

Working  Stresses  not  to  exceed  the  following : 

1  :'2  'A  concrete  : 

Direct  hearing,  500  lbs.  per  square  inch. 
Direct  bearing  on  2  x  loaded  area,  800  Ihs.  per 

sqnare  inch  on  contact  area. 
Fibre  stress  in  bending,  650  lbs.  per  square 

inch. 
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Fibre  stress  in  Ixuidiiig  at  supports,  650  lbs. 

plus   15/^    per  square  inch  for  eontinuous 

l)eanis. 
Punching  shear,  1:^()  lbs.  \)vi'  square  inch. 
Shear  measuring  diagonal  tension,  iO  lbs.  per 

square  inch  no  stirrnps.         \ 

1  :  1  %  :  o  concrete : 

Direct  bearing,  r)i\5  lbs.  per  square  inch. 
Direct  l^jearing  on  2  x  loaded  area,  1000  lbs. 

per  inch  on  contact  areas. 
Fibre  s^tress  in  Ijcnding,  .^00  lbs.  per  inch. 
Fibre  stress  in  l)ending  at  supports,  800  ll>s. 

plus  15^/r  per  inch  for  continnous  beams. 
Punching  shear,  150  lbs  square  inch. 
Shear  measuring  diagonal  tension,  50  lbs.  ]:>er 

square  inch. 
Shear  measuring  diagonal  tension,   150  lbs. 

stirrups  and  bent  bars. 

Steel : 

Tensile  stress  on  reinforcing  bars,  10000  lbs. 

per  square  inch. 
Compression  on  bars  in  1:)€ams,  10000  lbs.  per 

square  inch. 
Bond   stress,   plain  bars,    80  lbs.,    deformed 

bars,  100  lbs.  for  1  :2  :4  mix;  and  100  lbs. 

and  120  ll>s.   respect-ivelT  for  bars   in   1 : 

1  %  :8  mix.    Hooks  to  add  15 % . 
^lodulus  of  elasticity,  15  for  1  :2  'A  mix:  and 

12  for  1:11/2:3  mix. 

Paragraph  35  Formulas: 

Eeams :     Use  straight  line  formulas  for  flex- 
ure. 
Columns :    P  equals  Fc  (Ac  plus  n  as). 

Par.  18  :    Rodded  columns,  vertical  rods  not  less 
than  1%  nor  more  than  4%. 
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P  equals  500  Ac  plus  7500  avs  for  1 :2  'A. 
V  (Mjuals  025  Ac  plus  7500  avs.  for  1  -A^-y:-]. 
II()(>}>e(l  coluiuus,  vertical  rods  not  less  tliau  \'/c 
nor  more  than  4' < . 
P  equals  850  Ac  plus  lOOOO  avs.  for  1  :2  A. 
P  ("(pials  1050  Ac  plus  10000  avs  for  1:11/2  'M 

Paraiirapli  (> :     General  assumption  of  design. 
For  simple  spans,  spans  e(pial  distance  centre^ 

to  centre  of  supports. 
Por  continuous  or  restrain  beams,  si)ans  eqinil 

clear  distaucc  l)et\veen  su})p(n'ts. 
P) rackets  at  angle  of  1-5  degrees  reduce  span 

to  point  where  their  depth  equals  l/o  of 

beam    d(q)tli ;    brackets   to   hv   d(^sigii('<l    for 

shear  and  l)ending. 

l^aragraph  ^s  :     Tee  beams. 

The  assumed  effective  width  of  tei^  beams 
shall  not  exceed  one-sixth  the  span  length 
on  either  side  of  beam,  nor  shall  the  over- 
hang on  either  side  of  the  web  exceed  6 
times  the  thickness  of  the  slab,  nor  shall  the 
total  effecti\'e  width  on  either  side  of  centre 
of  beam  exceed  three-eighths  of  the  distance 
between  centres  of  adjoining  beams. 

Paragra])h  PI.     (Vmtinuous  beams  and  slabs. 
]\[  equals  WL/-'^ ;  WL/IO  :  "WL/IS  for  simple, 
semi-CM)ntinuous,   and  continuous   members 
resp<'ctively  when  W  ecjuals  total  load. 
But  in  all  other  respects,  the  construction  of 
said  building  shall  be  in  accordance  with 
the  provisions  of  the  present  Building  (^ode 
of  Baltimore  Citv. 
Skcttox  3.     Ayid  he  it  further  ordained,  that 
tliis  ordinance  slidl  take  effect  from  tl'c  (late  of 
its  passage. 

Api)roved  Julv  10,  1922. 

WM.  F.  BliOEXlNG,  Maijur. 
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^O.   734. 

An  ordinance  granting  permission  to  the  Holy  Rosary 
School  to  construct  a  building  at  the  southeast 
corner  of  Eastern  Avenue  and  Bethel  Street. 

Sectiox  1.  />('  a  ordained  hij  the  Maijor  (Uid 
City  Council  of  Baltimore^  That  permission  be 
and  .the  same  is  hereby  granted  to  the  Holy 
Rosarv  School  to  construct  a  building  at  the 
sontheast  corner  of  Eastern  Avenue  and  Bethel 
Street. 

Skctiox  -1.  A  lid  he  it  furtJicr  orduiiied,  That 
in  the  construction  of  said  building  the  said 
IIo'lv  Tvosary  School  he  and  it  is  hereby  author- 
ized and  permitted  to  construct  the  said  building 
in  accordance  with  the  engineering  principles 
and  formulas  hereinafter  enumerated,  namelv: 


Working  Stresses, 

1:2:1  Concrete — 

Direct  bearing  500  lbs.  per  sq.  inch. 

Direct  bearing  on  2  x  loaded  area,  800  lbs.  per 

sq.  inch  on  contact  area. 
Fibre  stress  in  bending,  650  lb.  per  sq.  inch. 
Fibre  stress  in  bending  at  supports,  650  plus 

15%  per  sq.  inch  for  continuous  beams. 
Punching  shear,  120  lbs.  per  sq.  inch. 
Shear  measuring  diagonal  tension  40  lbs.  per 

sq.  inch,  no  stirrups. 
Shear  measuring  diagonal  tension  120  lbs.  per 

sq.  inch,  stirrups  and  bent  bars. 

1:11/2:8   Concrete — 

Direct  bearing,  625  per  sq.  inch. 
Direct  bearing  on  2  x  loaded  area,  1,000  lbs. 
per  sq.  inch  on  contact  area. 
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Fibre   stresse.^   in    beiuliiig,   SOO  lbs.   })er   sq. 

inch. 
Fibre  stress  in  bending  at  supports,  800  ll)s. 

per  sq.  incb.  ])his  15^/^  per  sq.  inch  for  con- 

tinnons  beams. 
Punching  shear,  150  lbs.  per  sq.  inch. 
Shear  measuring  diagonal  tension,  50  lbs.  per 

sq.  inch. 
Shear  measuring  diagonal   tension,   150  lbs. 

per  sq.  inch,  stirrups  and  bent  bars. 

Steel- 
Tensile  stress  in  reinforcing  l)ars,  16000 J  per 

sq.  inch. 
Compression  stress  on  bars  in  beams,  lOOOOjf 

per  sq.  inch. 
Knit  direct  shear  on  bars,  lOOOOJ  per  sq.  inch. 
Bond  stress,  plain  bars,  SOJ,  deformed  bars, 
lOOjt  for  1  :2  :4  mix,  and  100  and  120jf  re- 
spectively for  1  :ll/>  :8  mix.     Hooks  to  add 
15%. 
Modulus  of  elasticity,   15  and   12  for  1:2:1 
and  1 :1%  :3  mix,  respectively. 

Formulas^ — 

Beamsi — The  straight  line  formulas  for  flex- 
ure. 
Columns — P  eqnals  fc  (Ac  plus  n  As). 

Columns^ — 

Rodded  columns : 

Vertical  rods  not  less  than  1  Vi   nor  more  tluui 

4%. 
P  equals  600  Ac  +  7500  avs  for  1  :2  :4. 
P  equals  625  Ac-f  7500  avs  for  1  :ll/>  :3. 

Hooped  Columns: 

V(M'tical    I'ods    not    less    flnni    ^^<     nor    more 
than  4%. 
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P  equals  850  Ac+lOOOd  avs  for  1 :2  -A. 
P  equals  1050  Ac+lOOOO  avs  for  1  '.U^  '^>' 

General  Assumption  of  Design — 

For  simple  spans,  span  equals  distance  centre 

to  centre  of  supports. 
For    continuous    or    restrained   beams,    span 

equals  clear  distance  l)et\veen  sup|X)rts. 
Brackets  at  angle  of  15  "  reduce  span  to  point 

where    their    depth    eqiuils    IS    of    beam 

de])th.   brackets   to   l)e   designed   for  shear 

and  bending. 

Tee  Beams  — 

The  assumed  effective  width  of  tec^  beams  shall 
not  exceed  one-sixth  the  span  length  on 
either  side  of  beam,  nor  shall  the  overhang- 
on  either  side  of  the  web  exceed  six  times 
tJie  thickness  of  the  slab,  nor  shall  the  total 
effective  width  on  either  side  of  center  of 
beam  exceed  three-eighths  of  the  distance 
between  centers  of  the  adjoining  beams. 

Continuous  Beams  and  Slabs — 

M  equals  WL  divided  bv  8 :  WL  divided  by 
10;  WL  divided  by  12:  for  simple,  semi- 
continuous  and  continuous  members  respec- 
tively, where  W  equals  total  load. 

But  in  all  other  respects  the  constmction  of 
said  building  shall  he  in  accordance  with 
the  provisions  of  the  present  Building'  Code 
of  Baltimore  City. 

Put  in — 

Live  load  all  floors,  50  lbs.  per  sq.  ft. 

Section  3.  And  he  it  fuHlier  ordained,  That 
this  ordinance  shall  take  efl:'ect  from  the  date  of 
its  passao'e. 

Approved  July  10,  1922. 

\\31.  F.  BROEXIXG,  Maijor. 
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Xo.  735. 

An  ordinance  to  Condemn  and  Open  Howard  Place 
of  a  Avidth  varying  from  Twenty  (20)  feet  to  Forty 
(40)  feet  from  the  Southwest  side  of  Park  Heights 
Avenue  to  the  Northeast  side  of  Reisterstown 
Road  in  accordance  with  a  plat  thereof  filed  in  the 
office  of  the  Commissioners  for  Opening  Streets 
on  the  4th  day  of  March,  1921,  and  now  on  file  in 
said  oflftce. 

Section  1.  lie  oidahied  hjj  tJie  Maijor 
fuid  City  Council  of  Baltimore  that  the  Commis- 
sioners for  Openiiiii-  Streets  be,  and  thev  are, 
hereby  authorized  and  dircx^ted  to  condemn  and 
open  Howard  Phice,  with  a  width  varying  from 
twentv  (20)  feet  to  forty  (10)  feet' from  th(^ 
sonthwest  side  of  Park  Tleig'lits  Avenne  to  the 
northeast  side  of  Reisterstown  Road,  the  land 
lu^reby  directed  to  l>e  coiulenincMl  for  said  open- 
iiiii' being  (h'scribcMl  as  follows: 

beginning  for  the  same  at  a  point  formed  by 
the  intersection  of  the  sonthwest  side  of  Pai*k 
Heights  avenn(\  74  feet  wide,  and  the  northwest 
side  of  Howard  Place,  40  feet  wide,  said  point 
of  beginning  being  distant  335.13  feet  sonth- 
(>asterly  from  tlu^  inters(>ctioii  of  the  sontlieast 
side  of  Kate  avenne  and  the  sonthwest  side  of 
said  Park  Heights  av(Mine;  and  rnnning  thence 
sonthwTsterly  binding  on  the  northw^est  side  of 
said  Howard  Place  and  contiiining  same  course 
in  all  430.02  feet  to  the  northeast  side  of  Reis- 
terstown Road,  SO  feet  wide;  thence  southeaster- 
ly binding  on  the  northeast  side  of  said  Reisters- 
town Road  to  inters(Tt  a  line  drawn  parallel 
with  and  distant  20  feet  sontlieasterly  measnred 
at  right  angl(\s  from  the  first  liiu^  in  this  descrip- 
tion ;  thence  r('\(>rsing  said  line  so  drawn  and 
bindinii'     thereon     nortbeastorlv     205.70     fec^t : 
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thence  soiitlieasterly  at  right  aiig"les  to  said 
Howard  Place  20  feet  to  intersect  a  line  drawn 
parallel  with  and  distant  40  feet  southeasterly 
measured  at  right  angles  from  the  first  line  in 
this  description;  thence  reversing  said  line  so 
drawn  and  binding  thereon  northeasterly  224.50 
feet  to  the  southwest  side  of  said  Park  Heights 
avenue;  thence  northwesterly  binding  on  the 
southwest  side  of  said  Park  Heights  avenue 
40.12  feet  to  the  place  of  beginning. 

The  courses  iu  the  abovc^  description  are  all 
referred  to  the  true  meridian  of  the  (^ity  of  Bal- 
timore Topographical  Survej'  Commission.  The 
said  street  as  directed  to  be  condemned  and 
opened  being  delineated  and  particularly  shown 
oil  the  plat  wdiicli  Avas  filed  in  the  Office  of  the 
Coirimissioiiers  for  Opening  Streets  on  the  4tli 
day  of  March,  1921,  and  is  now  on  file  in  the 
said  office. 

Section  2.  A)id  he  it  further  ordained, 
that  the  proceedings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  condemna- 
tion and  opening  of  said  Howard  Place  and  the 
])roceedings  and  rights  of  all  parties  interested 
or  affected  thereby,  shall  be  regulated  by,  and 
be  ill  accordance  with,  all  such  provisions  of 
Article  4  of  the  Public  Local  LaAvs  of  Mary- 
land, as  enacted  by  Chapter  128  of  the  Acts  of 
the  General  Assembly  of  ^AEaryland  of  the  year 
1898  (commonly  known  as  the  ]^ew  Charter  of 
Baltimore  City),  as  may  be  applicable  thereto; 
as  Avell  as  all  amendments  thereof  and  also  any 
other  Acts  of  th(^  said  General  Assembly  of 
Maryland  Avhich  may  be  a])plicable  thereto;  and 
also  in  accordance  with  anv  and  all  ordinances 
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of  the  Mayor  and  City   Council  of  Baltimon 
now  in  force  and  applicable  thereto. 

Approved  July  18,  1922. 

WM.  F.   BROE^^IA^G,  Mayor. 


No.  736. 

An  ordinance  authorizing  and  directing  the  Paving 
Commission  to  grade,  curb  and  pave  Cottage  Ave- 
nue from  the  east  side  of  Park  Heights  to  tlie  north 
side  of  an  Alley  15  feet  wide,  said  Alley  being 
situate  approximately  470  feet  more  or  less  south 
of  the  south  side  of  Ulman  Avenue;  one  half  of  the 
cost  thereof  to  be  borne  by  the  property  binding 
on  both  sides  of  said  street  based  upon  the  num- 
ber of  feet  each  lot  binds  on  said  Cottage  Avenue, 
and  the  remainder  to  be  borne  by  the  Mayor  and 
City  Council  of  Baltimore;  the  property  binding 
on  both  sides  of  said  street  to  be  subject  to  the 
Special  Paving  Tax. 

Section  1.  Be  ordained  by  tlie  Mayor 
and  City  Council  of  Baltimore,  That  the  Pav- 
ing Commission  of  Baltimore  City  be,  and  they 
are  hereby  authorized  and  directed  to  grade, 
curb  and  pave  the  bed  of  Cottage  Avenue  from 
the  eastside  of  Park  Heights  Avenue  to  the  north 
side  of  an  Alley  15  feet  wide,  said  Alley  beinii 
situate  470  feet  more  or  less  south  of  the  south 
side  of  said  lUman  Avenue. 

Section  2.  And  he  it  further  ordained, 
That  the  whoh'  cost  and  expense  of  the  work 
authorized  to  he  done  un(h'r  this  Ordinance  shall 
be  borne  and  ])aid  as  follows :  The  property 
binding  on  both  sides  of  said  street  shall  pny 
one  liali'of  tlic  total  cost  based  upon  the  number 
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of  feet  each  lot  binds  on  said  Cottage  Avenue  in 
three  installments;  tlie  iirst  to  he  paid  n}X)n  the 
completion  of  the  work;  and  the  second  and 
third  to  be  paid  in  three  and  hve  years  respec- 
tively after  the  completion  thereof;  the  deferred 
payments  to  bear  interest  from  the  date  of  the 
completion  of  the  work ;  and  the  other  one  half 
of  said  costs  to  be  paid  by  the  ]\Layor  and  City 
Council  of  Baltimore. 

Section  8.  After  the  Paving  Commission 
shall  have  completed  the  apportionment  of  the 
cost  and  expenses  to  be  assessed  as  aforesaid  and 
the  statement  thereof,  they  shall  give  notice  by 
advertisement  inserted  twice  a  week  for  two  suc- 
cessive weeks  in  two  of  the  daily  newspapers 
published  in  the  Citv  of  Baltimore  that  such  ap- 
portionment has  l^eeii  made  and  that  such  state- 
ment is  on  file  in  the  office  of  said  Paving  Com- 
mission for  the  inspection  of  all  persons  inter- 
ested therein  or  affected  thereby  and  that  they 
will  attend  at  their  said  office  on  a  day  in  said 
notice  to  be  named  which  shall  not  be  less  than 
ten  nor  more  than  20  days  after  the  first  publica- 
tion of  such  notice  to  revise  any  of  the  matters 
set  forth  in  such  statement,  to  which  any  person 
claiming  to  Ix^  interested  therein,  or  affective 
thereby,  shall  on,  the  day  so  appointed  make 
objections.  After  closing  such  review  they  shall 
make  such  corrections  as  shall  be  proper  and 
shall  make  a  correct  list  of  the  property  and 
owners  or  reputed  owners  thereof  liable  to  pay 
such  assessment  in  the  matter  aforesaid,  and  the 
amount  for  which  each  piece  of  property  and 
the  owners  or  the  reputed  owners  thereof,  shall 
be  liable. 

It  shall  be  the  duty  of  the  Paving  Commis- 
sion to  notify  all  persons  interested  by  advertise- 
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nieiit  to  be  inserted  once  a  week  for  four  suc- 
cessive weeks  in  two  newspapers  published  in 
tlie  City  of  Baltimore  that  they  have  reviewed 
and  made  their  final  return  of  the  assessments 
and  giving  all  person  or  persons  or  body  cor 
porat(^  and  the  Mayor  and  City  Council  of  Bal- 
timore, the  right  to  appeal  to  the  Baltimore 
City  Court  within  thirty  days  from  the  date  of 
the  first  insertion  of  the  said  advertisement  and 
the  right  of  appeal  to  tlu^  (\^urt  of  Appeals  of 
Maryland. 

Sectiox  4.  That  the  property  binding  on 
both  sides  of  said  Cottage  AA^enue  shall  l>e  sub- 
ject to  the  Special  Paving  Tax  in  accordance 
Avith  the  provisions  of  Chapter  688  of  the  Acts 
of  the  General  Assembly  of  Maryland  of  1912 
in  the  same  manner  and  to  the  same  extent  as  if 
the  whole  c-ost  of  grading,  curbing  and  paving 
the  said  Cottage  Avenue  had  been  paid  by  the 
Mayor  and  City  Council  of  Baltimore. 

Approved  July  18,  1922. 

W:\r.  F.  BROEXIXG,  Mtnior. 


Xo.  78 


An  ordinance  granting  permission  to  Waldo  Hack, 
Esquire  of  Baltimore  City  to  erect  and  construct 
at  the  North-West  corner  of  St.  Paul  Place  and 
Pleasant  Street,  in  the  City  of  Baltimore,  a  fire- 
proof office  building  to  a  height  not  exceeding  75 
feet,  and  relieving  Mr.  Hack  from  compliance  with 
certain  requirements  of  the  Building  Code  of  Bal- 
timore City. 

Skctiox  1.      lU'  if  ordained  hij  Ihe  Maijor  and 
City  Coimcil  of  B(dtimore,  That  permission  be 
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and  tho  same  is  luM-eby  i>,i\(Mi  and  granted  to  Mr. 
Hack  to  erect  and  constrnct  at  the  North- West 
coTner  of  St.  Paul  Place  and  Pleasant  Street,  in 
the  City  of  Baltimore,  to  a  height  not  exceeding 
7.")  feet,  a  fire])ro(d'  office  Iniilding. 

SKcriox  -2.  AikJ  he  il  fiiri/icroirliincd,  Thai 
in  the  constrnction  of  the  said  hnilding  Mr. 
Hack  is  herehv  anthorized  and  jyermitted  to  con- 
strnct the  same  in  accordance  with  the  engineer- 
ing principles  and  torinulas  herein  ennmerated  : 

1.  Live  load — 50  ponnds  per  s(j.  ft.  of  office 
floors. 

2.  Live  load  of  100  ])oiimls  pcM-  sq.  ft.  of  first 
floor. 

'>.  Pednctioai  of  live  load  on  memhers  carry- 
ing over  200  sq.  ft.  of  floor,  lO^f . 

4.  Reinforced  concrete  in  hnilding,  allow- 
ahle  stress  for  coiiipression,  G50  ponnds  per  sq. 
in. 

5.  All  fornmlas  in  accordance^  with  recoiTi- 
mendations  of  joint  Committee  on  reinfoi-ced 
concrete,  iVmerican  Society  of  Civil  Engineers. 

Cy.  Allowalde  tensile  stress  for  all  steel  work 
of  any  kind,  1(1, 000  ponnds  ])eT  sq.  in. 

7.  Allowable  shear  on  concrete,  120  ponnds 
per  S(].  in.,  reinforced  hy  stec^l  stirrnps  to  carry 
two-thirds  of  this  in  tension  at  1(5, OOO  jionnds 
per  sq.  in. 

8.  Allowable^  l>earingon  reinforced  concrete, 
direct  hearinii*  allowed  to  a  snrface  of  an  Mrea  at 
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least  equal  to  twice  the  loaded  area,  SOO  ponuds 
per  sq.  in. 

But  in  all  other  respects,  the  construction  of 
the  said  building  shall  be  in  accordance  with  the 
provisions  of  the  Buildinu  Code  of  I->altiniore 
City. 

SixTiox  o.  And  he  if  further  ordained,  That 
this  ordinance  shall  take  effect  from  the  date  of 
its  ])assai>e. 

Approved  July  IS,  1022. 


Xo.  73S. 

An  ordinance  granting  permission  to  the  Western 
Maryland  Railroad  Co.  to  erect  and  construct  a 
building  at  Port  Covington  and  relieving  the  said 
Company  from  compliance  with  certain  require- 
ments of  the  Building  Code  of  Baltimore  City. 

Sk('1"i<).\  1.  lU'  if  ordained  hi/  l/ie  Mai/o)-  and 
Citij  Coancil  of  lUdtimoi e,  That  permission  \.v. 
and  the  same  is  hereby  iiranted  to  the  Western 
Maryland  Fiailroad  Co.  to  erect  and  constrnct 
a  l)nildini>  at  Port  CoN'inaton. 

Skctio.v  2.  And  he  i{  fiirtlier  ord-!i)ied ,  Thai 
in  the  construction  of  the  said  Iniildiuii',  the 
Western  Maryland  Uaih'oad  Co.  Ix^  and  it  is 
herein-  authorized  and  permitted  to  construct  the 
same  in  accordance  with  the  engineering  princi- 
ples and  formulas  luu'ein  enumerated  : 
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Wind  Load. 

1,  The  said  building  shall  ho  designed  U>  re- 
sist a  horizontal  wind  pressure  of  20  jx^unds  for 
every  square  foot  of  surface  thus  exposed  from 
top  to  bottom  and  adjoining  buiklings  shall  nor 
be  counted  upon  as  reducing  exposed  area. 

'2.  In  no  case  shall  the  overtui-ning  moment 
due  to  wind  ]n"essurc  exceed  75  per  cent  of  the 
moment  of  stahilit\-  of  the  dead  load  of  the 
building. 

3.  If  the  resisting  moments  of  the  ordinary 
materials  of  constructitHi,  such  as  masonrv  par- 
titions, lloors  and  connections  are  not  suthcient 
to  resist  the  moment  due  to  wind  pressure  taken 
in  any  direction  on  any  part  of  the  building,  ad- 
ditional bracing  shall  he  introduced  to  resist  the 
wind  stresses.  In  calculations  for  wind  hracing 
and  wind  stresses,  working  stresses  may  he  in- 
creased 50%. 

Impact. 

Loads  due  to  electric  traveling  cranes  shall  be 
increased  25  per  cent  to  provide  for  the  effect 
of  impact.  For  hand  power  cranes  the  impact 
may  be  taken  at  10  ])er  ciMit.  For  two  cranes 
in  action  on  the  same  girder  no  impact  need  l)e 
added,  provided  the  stress  ohtaincnl  is  larger 
than  the  stress  due  to  a  singh^  crane  with  impact. 

In  addition  to  the  vertical  loads,  the  to^) 
flanges  of  crane  girders  shall  he  designed  to  re- 
sist a  transverse  horizontal  thrust  on  each  car- 
riage ap})lie(l  at  the  wheels  of  10  ])er  cent  of  the 
lifting  capacity  of  the  crane.  I'he  hrakiiig  force 
due  to  stopjung  of  crane  shall  he  assuuK^l  at  20 
per  cent  of  each  wheel  load  and  may  l)e  consid- 
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ered  as  distribntiiii*  itself  aloiiii  tlie  entire  length 
of  the  riimviiy. 

Skci'iox  f).  And  he  it  further  ordfuncd.  Tliat 
this  oi'diiiaiK-e  shall  lake  efteet  li'oiii  the  dale  oi;' 
its  i)assa_n('. 

Approved  Julv  IS,  \i)2-2. 

\VM.   F.   nUOK.XlXi;,  J/mjor. 


Xo.  7:V.). 

An  ordinance  granting  to  the  Paving  Commission  of 
the  City  of  Baltimore  powers  and  duties  in  the 
Grading,  Paving  and  Curbing  of  Streets,  Avenues, 
Lanes  and  Alleys,  or  parts  thereof,  in  the  City  of 
Baltimore,  in  addition  to  the  powers  and  duties  ex- 
pressly conferred  and  imposed  upon  it  by  Chapter 
401  of  the  Acts  of  the  General  Assembly  of  Mary- 
land of  the  year  1906,  and  any  amendment  or 
amendments  thereof. 

Sectio.x  1.  !)('  it  ordained  I)i/  the  Maijor 
and  Citij  Conned  of  llidtiniore.  that  upon  the 
written  rcMjnest  of  the  owners  of  seventy  ])or  cent 
(70  ,  )  of  th(^  front  feet  of  ground  binding  on 
tlie  \vhol(\  or  any  part,  of  any  street,  a\'enne. 
lane  or  alley  of  the  City  of  I)altiinore,  wliifli  is 
now  o])en,  or  may  liereafter  he  o])ened,  the  Pa\- 
ing  Coiiiniissioii  of  Indtimore  City,  aeting  under 
the  provisions  of  Chapter'  401  of  the  Aets  of  tlie 
(lencM'al  Assemh-ly  of  Maryland  of  the  year 
19()(),  and  any  anieiulnient  or  amendments  there- 
of, nniy,  if  in  its  judgment  the  ])nl)lie  interests 
will  he  served  thereby,  giad(\  enrh  ami  ])av(\ 
grade  and  \)\\\v  or  pave,  as  in  its  judgment  ii 
may  (\vvm  ncHH^ssary,  sueii  stre(^t,  avenu(\  lan(^  or 
alley,  or  part  therc^of,  at  tlie  ex])ense  })ro  rata. 
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either  wholly  or  in  ]>art,  of  the  owners  of  all  the 
property  bin(lin«>-  thereon,  in  aeeordanee  with  the 
provisions  of  this  ordinanee:  ])n)vi(le(l  that  the 
cost  of  pavin<i-  of  streets,  avenues,  lanes  or  al- 
leys, under  the  provisious  of  this  ordinanee  shall 
be  assessed  in  the  same  proportion  upon  the 
almttin«i-  pro])erty  owners  in  e\-ery  ease,  in  no 
instance  to  exceed  two-thirds  of  said  cost. 

Skctioa  2.  And  he  it  further  oKhi/iird, 
that  n])on  the  receipt  of  such  ap]di<-ation  as 
above  provided,  the  said  Pavin*;-  Commission  of 
the  City  of  Baltimore  shall  «.»-ive  ten  (10)  days' 
notice,  in  at  least  two  i'2)  of  the  daily  news- 
])ai)ers  published  in  the  City  of  Baltimore  of  the 
fact  that  such  a]>])lication  has  b(>en  made,  and  of 
the  int(Mition  of  the  said  Paving'  Commissi(ni  to 
cousid(»r  the  sam(\  ami  also  of  the  time  when 
and  place  where  objections  to  such  a})i)lication 
will  be  received  and  heard. 

8p:ctt().\  8.  And  ?>c  it  further  orduiucd. 
that  a  tenant  for  ninety-nine  (!'•) )  years,  renew- 
able forever,  or  the  executor  or  administrator  of 
such  a  tenant,  or  tli(>  li'uardian  of  an  infant 
owner,  or  a  mortjiaii'or  in  possi'ssion,  shall  be 
decnned  and  taken  as  an  o^^^ler  for  the  purposes 
of  any  application  authorized  by  this  ordinance, 
and  the  application  of  any  such  person  shall 
bind  the  property  so  represented  for  any  assess- 
ment or  tax  made  under  it,  and  the  Mayor  of 
Baltimore  City  is  hereby  authorized  to  sign  any 
such  application  on  behalf  of  the  Mayor  and 
City  Council  of  Baltimore  as  owner  of  any  ]n'op- 
(U'ty  binding' on  said  street,  avenue,  lane  or  alley, 
or  any  part  thereof,  whenever  the  said  ^Fayor 
shall  deem  it  advisable  to  do  so. 
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Skc'Tiox  4.  And  1)('  if  further  ordn'nicd, 
that  after  any  coiiti'act  for  tlic  work  of  o-radiiiii', 
|)aviii<>-  or  eiirl)iii<i"  said  street,  aveinic,  lane  or 
allov,  or  ])art  tlioriN-f,  shall  have  been  awarded 
ill  the  iiiaiiiicr  ])i()vided  by  law,  the  said  Paviiia- 
( 'oiiiiiiissioii  shall  ini])os('  a  lax  upon  the  pro]. 
vvty  hiiidiiiii'  on  said  street,  avenue,  lane  or  alley, 
or  any  ])art  thereof,  so  to  he  <irade(l,  j)a\'ed  or 
eurl;ed,  e(pial  in  amount  to  the  whole  expense  of 
the  work,  or  to  such  ))art  of  the  said  expense,  as 
the  aforesaid  Pavinii'  Coinniission,  in  its  discre- 
tion, shall  deterinine  is  to  be  borne  by  the  owner 
or  owners  of  such  ])io]>erty,  and  also  three  per 
('(Mituiu  {"')'/(  )  on  the  amount  so  to  be  assessed 
aii'ainst  said  ])ro])erty  for  the  costs  and  (^x])(niscs 
of  collectiuii'  the  same;  and  the  said  Pavinu" 
Commission  shall  a])])()i'tion  the  said  tax  so  that 
the  several  lots  of  oronnd  bindiiiii'  on  b:)th  sidc^. 
of  sjiid  street,  avenu(\  lane  or  alley,  or  ])art 
thereof,  to  l>e  iiradc^l.  ])ave(l  or  cui'bed,  shall  be- 
come liable  for  a  ])ro  I'ata  part  thereof,  accord- 
in<i'  to  the  frontaii'c  of  said  ])ro]M'rty  thereon; 
and  the  said  Paviuii'  C\)mmission  shall  then  pre- 
])are  a  stat(>ment  sliowiiiii"  the  amount  of  ass(^ss- 
ment  U])oii  vM'h  of  the  afore^nid  lots  of  ii'round. 

Sec'I'Iox  .").  An<1  !)(>  it  further  orddiiird , 
that  wlieii(n'(^i'  any  street,  avenue,  lane  or  alley, 
or  ]:)art  thereof,  shall  be  uradcMl,  ])av(Ml  or  curbed, 
in  accordance  with  the  ])r()visi()ns  of  this  ordi- 
nance, the  Pavinp^  Commissioai  may,  if  to  it,  it 
shall  a])])ear  adx'isal  Ic,  provide  in  its  statement 
of  l/eneht  ass(^ssments,  abovc^  meiition(>(l.  that 
the  ]>ayment  of  the  amount  so  assessed  may,  at 
th(>  o])tioii  of  the  owners  of  the  respective  lots  of 
jLi'round  assessed,  be  (bderred  for  such  definite 
p(M'iod  (d'  time  as  the  said  Pavin^c  Commission 
shall    determine,    not    to   exceed   five    (^)    years 
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from  the  date  ol'  the  (IcliNcrv  (»!'  llic  statcnicjit 
aforesaid,  to  the  City  Collector,  as  liereinaftei" 
provided,  with  interest  on  said  defen'cd  pay- 
ments, as  said  Pavin«i'  Commission  may  deem 
just  and  projier ;  ami  tlu^  assessnuiils  so  nnide 
shall  be  and  continue  liens  on  th(-  i'especti\'e  lot< 
of  <>'ron]nI  nntil  paid. 

Section*'  (>.  And  he  if  fitrflicr  oirlaiiird , 
that  after  the  Pavin<i'  Commission  shall  have 
completed  its  ai)})ortionment  of  the  costs  and 
ex])eiises  to  he  assesse^d,  as  aforesaid,  and  the 
statement  thereof,  it  shall  j>ive  notice  hy  adver- 
tisement inserted  twice  a  week  for  two  {'2)  suc- 
cessive weeks  in  two  (2)  of  the  daily  news])a]^ers 
])nblished  in  the  City  of  Baltimore,  that  snch 
a]>])ortionment  has  been  nnnh^  and  that  the  state- 
ment th(n'(^of  is  on  file  in  tlu-  oifice  of  the  said 
Paving'  Commission  for  tln^  ins]>(H'tion  of  all 
persons  interested  therein,  and  that  it  will  at- 
tend, at  its  said  oifice  on  a  day  in  snch  notice  to 
be  mimed,  which  shall  not  l>e  less  than  ten  (10), 
nor  more  than  twenty  (20)  days  from  the  first 
])nblication  of  snch  notice,  to  review  any  of  the 
matters  set  forth  in  snch  statement,  to  which 
any  ]>ersons  claiminii'  to  be  interested  therein 
shall,  on  or  before  the  day  so  appointed,  make 
objection  ;  and  the  said  Paving*  Commission 
shall  attend,  at  the  time  and  place  so  appointed, 
and  consider  all  snch  representations  and  testi- 
mony, vcn-bal  or  in  writing,  in  relation  to  any 
nuitter  in  snch  statemcuit  which  shall  be  offered 
to  it  on  behalf  of  any  person  claiming*  to  be  in- 
terested therein,  and  shall  make  all  snch  correc- 
tions and  alterations  in  the  said  apportionment 
and  statenKMit  as  shall  be  necessary  to  make  the 
same  correct  ami  just,  and  it  nn^y  adjoin  from 
time  to  time,  if  necessary,  to  give  all  persons 
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(•laiiiiiii«i'  a  ren'icw  an  opportunity  to  bo  licard; 
and  after  (*losin<i'  such  n^view  it  shall  make  all 
sncli  corrcftions  as  sliall  hv  projx'r,  and  sliall 
make  a  correct  list  of  the  projierty  and  of  the 
o\vii(>rs,  or  re])nted  owners  thereof,  lial)h'  to  i)ay 
tlie  assessments  in  the  nnitter  aforesaid,  and  the 
anionnt  for  which  ejicli- ]>iece  of  j)ropei'ty.  or  tlie 
owner  tliereof,  shall  he  liable,  and  shall  cansc 
said  statement  to  hr  certified  nnder  the  hands 
and  seals  of  said  Pavinii'  (\)mniission  and  their 
Secretary,  ami  shall  notify  ]>ersons  intereste(l 
by  an  advertisement  to  be  inscn'ted  once  a  week 
for  fonr  (4)  sncc.essive  weeks  in  two  (2)  of  the 
daily  news])a])ers  of  the  (^ity,  that  the  said  as- 
sessments have  becMi  C(miplete(l  and  that  the  per- 
sons affected  thereby  are  entith^l  to  a])peal  there- 
from by  a  ])etiti()n  in  writin<i'  to  the  l^altimore 
City  Conrt  within  thirty  (oO)  days  aftcn'  the 
first  ])nblication  of  said  notice;  and  if  any  a])- 
])eal  shall  be  taken  the  proceedinjrs  therein  shall 
bo  similar  to  thosc^  in  the  trial  of  street  a]i]>eals, 
ami  the  same  rii>ht  shall  be  had  to  a])])eal  to  the 
Conrt  of  Ap]>eals. 

Sectiox  7.  And  he  if  fii filler  oirjrn'iied , 
that  if  no  appeals  shall  be  ]irayed  at  the  (^xpir?t- 
tion  of  the  time  allowed  for  appeals,  then  with- 
in ten  no)  days  thereafter,  or  after  tl)(>  retni-n 
of  the  decision  n]>on  said  appeal  or  a])peals  shall 
have  been  made  to  the  Pavinc:  Commission,  the 
said  Pavina"  Commission  shall  transfer  the  said 
statement  and  list  to  the  City  Collc'Ctor  wlio 
shall  proceed  to  colleet  th(>  sanu^  in  all  res])(>cts 
as  he  doe^s  in  cases  where  persons  or  |)roperty 
are  assessc^l  for  IxMiefits  for  openinii',  closinii', 
wid(^nin<^-  or  straii>ht(Miinii'  any  strcM^t,  avenn(\ 
lane  or  all(\v,  ami  nnless  otherwise^  ])rovid(Ml  in 
the   afon^said   statement,    the   said    ass(^ssments 
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shall  be  due  and  payable  on  the  date  of  the  trans- 
fer of  the  said  statement  to  the  City  Collector, 
as  aforesaid. 

Sp]ctj()x  S.  Ai}(7  he  it  further  ordained, 
that  whenever  any  money  shall  have  been  col- 
lected by  the  City  Collector,  as  aforesaid,  in  ac- 
cordance with  the  provisions  of  this  ordinance, 
snch  money  shall  be  paid  over  by  him  in  the 
manner  required  by  law,  to  l>e  placed  to  the 
credit  of  the  "Xew  Paving  Fund"  provided  for 
in  Section  G  of  said  Chapter  401  of  the  Acts  of 
1900,  and  may  be  appropriated  by  the  said  Pav- 
ing Commission  for  the  purpose  designated  in 
said  Act  and  in  this  ordinance. 

Section  0.  And  he  it  fiwther  ordained, 
that  no  "Street,  avenue,  lane  or  alley,  or  part 
thereof,  shall  be  paved,  in  whole  or  in  part,  with 
any  paving  material  of  a  grade  or  quality  lower 
than  that  of  water-bound  macadam  oiled. 

Approved  July  19,  1922. 

WM.  F.  BROEI^IlNrG,  Mayor. 


'Eo.  740. 

An  ordinance  to  include  stores  for  the  sale  of  merch- 
andise generally  in  the  list  of  buildings  limited  as 
to  location  as  contained  in  ordinance  No.  648,  of 
the  Mayor  and  City  Council  of  Baltimore,  approved 
December  7th,  1921. 

Skctto^c  1.  Be  it  ordained  hy  the  Mayor  and 
City  Council  of  Baltimore,  that  stores  for  the 
sale  of  merchandise  generally  are  hereby  in- 
cluded in  the  list  of  buildings  limited  as  to  loca- 
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tioii,  as  contained  in  Ordinance  Xo.  648,  of  tlie 
Mayor  and  City  Conncil  of  Baltimore,  approved 
December  Ttli,  1921,  and  that  all  the  provisions 
of  said  Ordinance  'No.  648  are  hereby  declared 
to  be,  and  are,  made  applicable  to  stores  as  above 
defined. 

Sectio^^  2.  And  he  it  further  ordained,  that 
this  ordinance  shall  take  effect  from  the  date  of 
its  passage. 

Approved  Jnly  20,  1922. 

WM.  F.  imOEXIXG,  d/r///or. 


No.  741, 


An  ordinance  granting  permission  to  J.  G.  Huber  to 
erect  a  public  garage  on  his  premises  1228  E.  Bid- 
die  Street. 

Whereas,  Ordinance  No.  6061/2  of  1921  pro- 
hibits the  erection  of  a  public  i^arage  within  300 
feet  of  any  chnrch  or  school  bnilding ;  therefore 

Secttoa-  1.  Be  if  ordained  hij  the  Jfdi/or  and 
City  Council  of  Baltimore,  That  permission  be 
and  the  same  is  hereby  granted  to  J.  Gr.  Huber 
to  erect  a  public  garage  16  ft.  wide  and  25  ft. 
long  on  his  premises  122S  E.  Biddle  street;  said 
garage  to  be  of  brich  construction,  with  roof  of 
fireproof  material,  and  to  be  erected  under  the 
supervision  of  the  Inspector  of  Buildings  of  Bal- 
timore City  in  accordance  with  the  Building- 
Laws  of  said  City. 
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Sectjox  2.  And  be  it  liirilier  orduined,  T'liat 
this  ordinance  shall  take  effect  from  the  date  of 
its  passai>e. 

Approved  July  22,  1922. 


1^0.  742. 


An  ordinance  granting  permission  to  John  Faul  to 
erect  five  individual  garages  on  the  east  side  of 
Harford  Road,  about  400  feet  soutli  of  Hamilton 
Avenue, 

Whereas,  Ordinance  I^o.  606%  of  1921  pro- 
hibits the  erection  of  a  jnihlic  garage  within  300 
feet  of  any  church  or  school  building;  therefore 

Section  1.  Be  it  ordained  hi/  the  Mayor  and 
Ciiy  Council  of  Baltimore,  That  perinission  be 
and  the  same  is  hereby  granted  to  John  Faul  to 
erect  five  individual  garages  on  the  east  side  of 
Harford  Road,  about  400  feet  south  of  Hamilton 
avenne  ;  the  said  garages,  to  be  of  brick  with  roof 
of  asphalt  and  to  be  erected  under  the  super- 
vision of  ihQ  Inspector  of  Buildings  of  Balti- 
more City  in  accordance  with  the  Building  Code 
of  said  City,  as  amended  by  Ordinance  ISTo.  32, 
approved  November  28,  1911. 

Setttox  2.  ,1  }id  he  it  further  ordained,  Thai 
lliis  ordinance  shall  take  effect  from  the  date  of 
its  passage. 

Approved  July  26,  1922. 

WM.  F.  BROE^II^G,  Mayor. 
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Xo.  748. 

An  ordinance  granting  permission  to  John  J.  Carlin, 
to  erect  and  construct  a  roof  over  the  Arena  lo- 
cated at  Carlin's  Park  in  Baltimore  City;  and  re- 
lieving said  John  J.  Carlin  from  compliance  with 
certain  requirements  of  the  Building  Code  of  Bal- 
timore City. 

Sectiox  1.  ])r  it  ordained  hi/  the  Maijor 
and  City  CoidkU  of  Baltimore,  that  permission 
be  and  is  herein'  granted  to  John  J.  Carlin  to 
erect  and  constniot  a  roof  over  the  Arena  at 
Carlin's  Park,  one  hnndred  and  fifty-two  feet  by 
one  hnndred  and  fifty-eight  feet;  the  weight  of 
hnilding  materials  used  in  the  calculations  of 
stresses  shall  l>e  assnmed  at  not  less  than  2^/4 
ponnds  ])er  scpiare  foot  for  roofing;  48  |X)unds 
])er  cubic  foot  for  yellow  pine;  and  490  ponnds 
per  cubic  foot  for  steel. 

"Working  Stresses. 

Except  as  further  modified  under  separate 
paragraphs,  the  maximum  allowable  stresses, 
due  to  combined  live  and  dead  loads  and  impact 
in  ]K)unds  per  square  inch  in  structural  and  cast 
steel  and  cast  iron  shall  not  exceed  the  follow- 
ing ; 

Rolled  SteeL 

Tension  on  net  section  16,000. 

C\mipression  on  gross  section  14,000. 

Bejtding  on  extreme  Fiber-Tension  10,000. 

Bending  on  (^xtreme  Fiber-Compression 
10,000. 

Bending  on  extreme  Fiber-pins  24,000. 

Shear  slioj)  driven  rivets  and  ]>ins  12,000. 

Shear  field  driven  rivets  and  ]^ins  and  }'yc)]t^ 
10/300. 
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Sliear  rolled  steel  net  section  12,000. 
Shear    cast-iron    net    sedition    bearing    slio]) 
driven  rivets  and  pin  24,000. 

Bearing  field  rivets  and  lx)lts  20.000. 

Steel  Colimms. 

The  alloAvable  compressive  stress  in  pounds 
per  square  inch  for  steel  columns  shall  be  deter- 
mined bv  the  formula 

8=16,000—70  L/R 
In  which 

S=allowable  compressive   stress   per   square 
inch  of  section. 

L^unstayed  length  of  column  in  inches. 

R=least  radius  of  gyration  in  inches. 

In  no  case,  however,  shall  the  allowable  stress 
exceed  13,000  pounds  per  square  inch. 

The  unstayed  length  of  a  column  is  hereby 
defined  as  the  distance  between  rigid  supports. 

The  length  of  main  compression  members 
shall  not  exceed  120  times  their  least  radius  of 
gyration  and  the  limiting  length  of  secondary 
struts  and  lateral  bracing  shall  not  exceed  3  80 
times  their  least  radius  of  gyration. 

^Eany  comi)ression  members  are  colunnis  car- 
rying direct  load,  compression  members  of 
trusses  and  similar  members.  Secondaiy  mem- 
liers  are  such  members  as  knee  braces,  stays  for 
Avind  bracing  struts  between  chords  of  steel 
trusses,  posts  for  awnings  and  other  steel  mem- 
l>ers  used  for  similar  pur}K)ses. 

AMiere  top  chords  of  trusses  support  wood  or 
steel  purlins  these  purlins  shall  l>e  secured  to 
ti-uss  by  means  of  lx)lts  or  rivets,  and  the  to]) 
chord  of  truss  may  be  assumed  as  being  stayed 
at  the  points  where  purlins  are  secured  to  truss. 
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"Where  purlins  rest  on  tops  of  tnisses,  hc- 
tween  panel  points  top  chord  shall  be  increased 
for  bending  and  may  be  assnmed  as  a  continn- 
ons  member. 


Painting*. 

All  strnctnral  steel,  cast  steel  and  cast  iron, 
nnless  embedded  in  concrete,  shall  be  painted 
^vitll  not  less  than  two  coats  of  paint,  one  dnring 
fabrication  and  one  after  erection. 

Section  2.  Aiid  he  if  fu)  flier  ordained, 
on  the  constrnction  of  said  bnilding,  John  J. 
Carlin  is  hereby  authorized  and  permitted  to 
construct  the  same  in  accordance  with  engineer- 
ing principles,  hereinafter  enumerated : 

|-'    . 

Roofs  up  to  a  pitch  of  15  degrees  shall  be  pro- 
])()rtioned  for  a  live  load  of  30  pounds  ])er 
scpiare  of  horizontal  projection  and  for  roofs 
having  a  slope  of  15  to  45  degrees  this  load  may 
be  reduced  by  V^  (one-half)  lb.  for  every  addi- 
tional degree  of  inclination  of  roofs  slope. 

Except  as  ni()diii(Hl  as  hereinafter,  this  struc- 
tnre  exposed  to  wind  shall  be  designed  to  resist 
a  horizontal  wind  ])ressure  of  20  lbs.  for  every 
scjuare  foot  of  surface. 

In  calculations  for  wind  bracing  and  wind 
stresses,  working  stresses  of  materials  as  given, 
in  this  ordinance  may  be  increased  50     . 

The  work  to  l>e  done  under  the  su]>ervision  of 
tlie  rns]x^ctor  of  Buildings. 
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Section  3.  Be  it  further  ordained,  that 
this  Ordinance  shall  take  effect  from  the  date 
of  its  passage. 

Approved  July  27,  1922. 

WM.  F.  BROENI]S^G,  Mayor. 


Xo.  744. 


All  ordinance  granting  permission  to  L.  C.  Wilds  to 
erect  a  Frame  Bungalow  with  Bay  Window  over- 
hanging 2'  within  8  ft.  of  party  line  at  No.  4402 
Groveland  Street. 

Section  1.  Be  it  ordauied  hij  the  Maijor 
and  City  Council  of  Baltimore,  That  pei-uiis- 
siou  be,  and  the  same  is  hereby  granted  to  L.  C. 
Wilds  to  erect  a  frame  bungalow  43  ft.  by  30 
ft.  with  bay  window  overhanging  2  ft.,  8  ft. 
from  party  line  at  #4402  Groveland  Ave.,  same 
to  be  erected  under  the  supei-vision  of  the  In- 
spector of  Buildings  and  in  accordance  with  the 
Building  Laws  of  Baltimore  City. 

Section  2.  A)ul  he  it  further  ordained, 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  July  'I'S,  1922. 

\\lsL  F.  BROEXIXG,  Mayor. 


Xo.  745. 


An  ordinance  authorizing  Jos.  Ball  to  erect  a  bay 
window  on  the  west  side  of  his  house  3403  Bate- 
man  Avenue. 

Sectiox    1.      Be   it  ordai)ied   hy   the   Maijor 
and  City   Council  of  Baltimore,   That   permis- 
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sioii  be  and  tlie  same  is  hereby  granted  to  Jos. 
Ball  to  erect  a  bay  windoAv  approximately  10  ft. 
in  lengtli  and  to  extend  approximately  3  ft.  over 
the  building  line  on  the  west  side  of  his  house 
3403  Bateman  Avenne;  the  bay  window  to  be 
of  frame  oonstrnction  with  roof  of  tin,  and  the 
work  to  be  done  under  the  supendsion  of  the 
Inspector  of  Buildings  of  Baltimore  City  in  ac- 
cordance wdtli  the  Building  Laws  of  said  VAtj. 

Section  2.  And  he  it  further  ordained. 
That  this  ordinance  shall  tak(^  effect  from  the 
date  of  its  passage. 

ApproYed  July  28,  1<)22. 

WM.  F.  BROEiYlXG,  Maijor. 


'No.  746. 

An  ordinance  granting  permission  to  Rennous-Kleinle 
Division,  Pittsburgh  Plate  Glass  Company,  Balti- 
more, Maryland,  to  erect  and  construct  a  factory 
building  (No.  12),  on  Stafford  Street,  east  of  Caton 
Avenue,  and  relieving  Rennous-Kleinle  Division 
from  compliance  with  certain  requirements  of  the 
Building  Code  of  Baltimore  City. 

Sectiox  1.  Be  it  ordained  bij  tlie  Mayor 
and.  (^itji  ('ou)iri]  of  Baltimore,  That  peruiis- 
sion  be  and  the  same  is  hereby  granted  to  the 
Rennous-Kleinle  Division,  Pittsbui'gh  l^late 
Glass  Co.,  to  erect  and  construct  on  Stafford 
street,  east  of  (^iton  avenue,  in  the  (^ity  of  l)al- 
tiiuoi'e,  a  factory  building. 

Skctiox  2.  And  he  H  farther  ordained, 
T\\i\i    ill   th(>  cniisfnicfioii   ol'  the  said   Imildiiiii", 
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ihv  R(Min()ns-Kl('iiil('  1  )i\isi()ii,  Pittsl)in'<i-]i  Pljitc 
(Jlass  (\).,  he  iiiid  it  is  Iicrclu-  autliorizcd  niid 
permitted  to  constnu't  the  same  in  aeeordaiiec 
with  the  eiigiiieeriiiii'  principles  and  fonnnhis 
lierein  eniimc^rated  : 

1,  T\w  live  roof  load  shall  not  exceed  tliirtv 
jioninls  per  s(piare  foot. 

2.  That  the  recpiirements  of  striictni-al  steel 
shall  he  as  follows : 

Strnctni-al  Steel  Constrnetion. 

xVll  structural  steed  used  iu  construction  shall 
comply  with  the  latest  rcHpiirenients  of  the 
American  Socdety  for  Testiuii"  ^laterials  in  tludr 
standard  sjHMMfications  applyinii-  to  hnildinu  con- 
struction. 

Kxcept  as  further  modified  under  se])arate 
paragraphs,  the  maximum  allowable  stress(\s, 
due  to  combined  li\'e  and  dead  loads,  and  im- 
pact, in  pounds  per  sipiare  inch  in  structural 
stee-i  shall  not  exceed  the  following: 

Eolled  Ste(d. 

Tension  on  net  section,  1(5, 000. 

(Compression  on  gross  section,  14,000. 

Bending  on  extreme  fibre -tension,  1(),000. 

Bending  on  (^xti'cme  tibre-compression, 
16,000. 

Bending  on  extr(>m(>  fibre-pins,  :^-l-,000. 

Shear  sho])  driven  rivets  and  pins,  1:^,000. 

Shear  hcdd  driven  rivets  and  ])ins  and  bolts. 
10,000. 

Shear  I'olled  steel  net  section,  f:>,000. 

Bearing  sho])-driven  rivets  and  ])ins,  j!4,000. 

Bearino-  ficdd  rivets  and  bolts,  20,000. 
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Tlic  nl]()wal)l(>  coinprcssioii  stress  in  pounds 
])('!•  s(|nnr('  ineli  for  steel  cohinms  slnil!  he  defter- 
mined  l)y  tlie  forinnla 

S=ir),()0{) — 7(1  L/R. 
in  wliieli 

S=jdlowable  compressive  stress  p(>r  sqnare  in. 

of  section. 
I>=^nnstayed  leiiiitli  of  cohinin  in  inelies. 
K^^least  radins  of  u'vration  in  inelies. 

In  no  ease,  liowe\-ei',  shall  the  allowable  stress 
exe.{>ed  l'],(K)0  jyonncLs  per  scpiare  ineh. 

The  nnstavcul  l(>n<ith  of  a  cohnnn  is  hereby 
defined  as  the  distance  between  rii>id  sn])])orts. 

The  lenii'th  of  main  compression  members 
shall  not  exce(>(l  120  times  their  least  radins  of 
ii'yration  and  the  limitini>-  l(>niitli  of  secondary 
stmts  and  lateral  bracinu'  shall  Jiot  exceed  ISO 
times  th(nr  least  radins  of  gyration. 

Main  coiiipression  nuMnhers  are  colnmns  car- 
rying" dir(-ct  load,  com])r(^ssion  nn^ndicn's  of 
trusses  and  similar  memlxn-s ;  secondary  meni- 
1)ers  are  snch  members  as  knee  braces,  stays  for 
wind  bracing",  stmts  b(^tw(VMi  chords  of  steel 
trnsses,  posts  for  awnings  and  other  steel  mem- 
l>ers  nsed  for  similar  ])nr])oses. 

The  thickness  of  metal  of  any  ])art  of  a  col- 
umn section  shall  not  be  less  than  1  \'\  nidess 
("he  colnnin  is  bnilt  of  steel  channc^ls,  in  which 
case    the    minimnm    thickness    allowed    will    b" 

17/iorr. 

B'asc^s,  splices,  ca])  and  butt  plates,  and  con- 
Jiections  to  colnmns,  and  riveting  in  hnilt-n])  sec- 
tions, shall  be  constrncted  in  accor(lanc(>  with 
the  b(\st  standard  American  practice,  ;is  pnh- 
lished  in  the  handlM)oks  iiinl  standai'ds  of  the 
(^irnegie,  I)ethleheni.  Candn'ia  or  othei"  r(\s]ion- 
sible  companies.      UntI    plales   between   colnmns 
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sluill  Iw  r(M]iiii'(Ml  only  lirtwccii  cohmiiis  wIkm'c 
iiicfjil  of  u[)})('r  section  docs  not  bear  I'nlly  on 
lower  section. 

All  cohinins  shall  lia\'e  their  hearinii-  ends 
milled. 

Skctio.x  .").  And  he  K  furfJici-  oidaincd. 
That  this  ordinance  shall  take  effect  from  the 
(lat(*  of  its  ])assaii'e. 

Aj)i)roved  July  :>S,  \\)'2'1. 

W^I.    F.    lUlOKXrXd,  Maiinr. 


Xo.  747. 


An  ordinance  granting  permission  to  the  Union  Trust 
Co.  to  erect  3  additional  stories  on  their  hnilding 
at  the  northeast  corner  of  Charles  and  Fayette 
Streets. 

Skctiox  1.  lie  it  ordained  hi/  [lie  Maijor  and 
City  Council  of  Baltimore,  That  permission  he 
and  the  same  is  hereby  orantcnl  to  the  FnioJi 
Trust  Co.  to  erect  -)  additional  stories  on  theii- 
building  at  the  north(>ast  corner  of  Charles  and 
Fayette  streets.  The  said  bnildinii  with  the  ad- 
ditional o  storiei^  will  be  \\)'l  ivv\  in  heiaht 
above  the  curb  in  the  center  of  the  (Tiarhv 
street  front.  The  o  additional  stories  are  to 
have  exterior  walls  mad(-  of  terra  cotta  facinii 
backed  with  tile  and  the  live  load  of  all  floors 
is  to  be  calculated  on  the  basis  of  100  lbs.  ]>er 
sq.  ft."  for  the  first  floor  and  .')()  lbs.  |;er  sj.  ft. 
for  all  floors  above  the  first,  with  the  u<ual  re- 
duction of  live  loads  an  follows: 
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Tlic  top  storv  cohumis  jiiid  those  in  tlic  next 
storv  below  shall  be  made  stvoiiu  eiioiiuli  m  cai-rv 
the  full  live  loads  a^  specified  in  Seetion  11)  ol 
the  Buildini^-  Code.  Thv  eolinnns  in  tlie  iiex: 
lower  story  shall  l)e  made  sti-onii  enouiili  t.) 
carry  iiiiiety-fiv(^  per  cent,  of  the  live  loads  sp(M'!- 
fied  in  Section  10  of  the  Hnihlinii  Code.  In 
each  sTieeeediiiii  lower  stoi-y  there  shall  he  a  eor- 
reapondiiiii"  five  ]>er  cent,  reduction  in  the  livf- 
loads  which  the  cohimns  shall  eany  nntil  tlu 
specified  live  load  is  nulueed  fifty  per  cent.  For 
all  lower  stories  the  icdnction  shall  remain  Hfty 
per  cent. 

Sk( Tio.x  -2.  AihI  he  U  finf/iri  ord  incL  'Y\\'^t 
this  ordinance  sliall  take  eifect  from  the  date  of 
its  passage. 

A]).i)r()ved  July  l>S,   1922. 

WM.   F.   nUOFXIXCJ,  M,uior. 


ISTo.  Y48. 

An  ordinance  to  authorize,  in  pursuance  of  an  Act 
of  the  General  Assembly  of  Maryland  passed  at 
its  January  Session  in  the  year  1922,  Chapter  379, 
the  Mayor  and  City  Council  of  Baltimore  to  issuo 
the  stock  of  said  corporation  to  an  amount  not  ex- 
ceeding Fifteen  Million  Dollars  ($15,000  000.00)  for 
the  purpose  of  defraying  the  cost  and  expenses  of 
the  acquisition  of  schoolhouse  sites  and  the  con- 
struction of  school  Buildings  and  additions  to  and 
re-construction  of  existing  school  Buildings  of  the 
City  of  Baltimore  as  authorized  by  said  Act  of  As- 
sem])ly. 

Whei'cas,  h\-  an  Act  of  the  (Jeneral  Assendily 
of  Maryland,  passed  at  its  dannarx'  Se;;sion  in 
the  year  F.>22,  chapter  :571»,  tlu    AFiyor  and  ('il\ 
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Goiincil  of  l>altiin()Te  was  authorized  to  issue  it-; 
stock  to  an  ainount  not  exeeedino-  fifteen  million 
dollars  ($15,000,000.00)  in  the  niannor  and  on 
the  terms  therein  set  forth,  the  ])roceeds  thereoi 
to  he  used  for  the  purpose^  of  defray  ini>'  tlu^  eost 
and  expenses  of  the  acquisition  Of  sehoolhou.-ic? 
sites  and  the  construction  of  seliool  huihlings 
and  additions  to  and  new  construction  of  exist- 
ing' School  Ijuildiuii's  of  the  City  of  Iniltiniore; 
and 

Whereas,  money  is  now  needed  for  said  pur- 
poses. 

Skctio.x  1.  !)(>  it  ordained  hjj  f/ic  Mai/or  diij 
Citi/  Coiuicil  of  Bamiiio)-(',  that  the  Oommi.i- 
sioners  of  Finance  he,  and  they  are,  hereby  au- 
thorized ami  directed  to  issue  the  reiiistered 
stock  of  the  city  to  the  amount  of  Fifteen  Mil- 
lion Dollars  ($15,000,000.00)  from  time  to 
time  as  the  same  may  he  required  for  the  pur- 
poses hereinbefore  named,  and  that  said  stock 
shall  be  sold  by  the  Connnissioners  of  Finance, 
from  time  to  time,  and  at  snch  times  as  shall  be 
requisite,  and  the  proceeds  of  the  sale  of  said 
stock  shall  be  used  for  the  purposes  hereinbe- 
fore named,  provided  that  this  ordinance  shall 
not  g'o  into  effect  until  it  shall  be  approved  by 
a  majority  of  the  votes  of  the  leg-al  voters  of  the 
City  of  Baltimore  cast  at  the  time  and  ])lace 
hereina  f  ter  design  a  ted . 

Section  2.  And  he  it  fuHlier  ordained,  thai, 
the  said  stock  shall  be  issued  in  sums  of  One 
Hundred  Dolhirs  ($100)  or  nmltiple<  thereof  to 
be  redeemable  in  twenty-five  ( i}5 )  yearly 
series,  th(>  first  series  to  hv  redecMnnhle  on  tIk^ 
First  Day  of  May,  1924,  and  a  series  to  be  re- 
deemable on  May  1st  of  each  succeeding  year 
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until  the  last  series  lias  been  redeemed,  the 
amount  to  be  iueluded  in  tlie  various  series  to 
1)(^  as  follows : 

Series    1,   EedeemaLle    May    1,    11)24.   $:')('.().- 
000.00. 

Series   2,   Redeemable   May    1,   1925,   $:]75,- 
000.00. 

Series   3,   Redeemable   ^lay    1,    li)2G,   $:]1)0,- 
000.00. 

Series   4,    Redeemable   :\ray    1,    1027.    $405,- 
000.00. 

Series   5,   Redeemable   :\ray    1,    1928,   $421,- 
000.00. 

Series  0,  Redeemable  May   1,   1929,  $4:58,- 
000.00. 

Series    7,   Redeemable    May    1,    1980,   $45(;,- 
000.00. 

Series   S,   l^MlecMunble   :\iay    1,    1981.    $474.- 
000.00. 

Series   9,  Redeemable  ]\rav  1,   1932,   $493,- 
000.00. 

Series  10  Redeemable.  Max  1,  1933.  $513,- 
000.00. 

Series  11,  Red(Hmiable  :\Iav    1.    1934,  $533.- 
000.00. 

Series    12.    Redeemabb^  M;iv    1,    1935,   K,:):^, 
000.00. 

Series    13,   luMleemuble  Mav    1.    1  !):'>(;.   $577.- 
000.00. 

Series   14.    Kcdeemalde    Mav   1.    1937,  $()00.- 
000.00. 

Series   15,  RedecMnable  Mav   1,    1938,  $024,- 
000.00. 

Series  IH,  Redeemable  May  1,  1939,  $649,- 
000.00. 

Series   17,  Redeemable  IMav  1,    1940,  $075. ■• 
000.00. 
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Scries  18,  Redeemable  May  1,  11>41,  .$702,- 
000.00. 

Series  19,  Kedeemable  Miiy  1.  il>4L\  $7:)(>.- 
000.00. 

Series  20,  Redeemable  May  1.  lli-l-:],  >f^7:>\K- 
000.00. 

Series  21.  Redeemable  :\Iay  1.  i:»44,  $Tsi>.- 
000.00. 

Series  22.  Redeemable  Mav  IT).  11)4:),  $S2(),- 
000.00. 

Series  23,  Redeemable  Mav  1,  1940,  $853,- 
000.00. 

Series  24,  Redeemable  ^May  1,  1947,  $8s7.- 
000.00. 

Series  2.\  Redeemable  :\rav  1,  1948,  $922, 
000.00, 

That  the  said  stock  shall  bear  interest  at  the 
rate  of  four  per  centum  (-i^^ )  per  annum  during 
the  respective  periods  that  the  series  in  which  it 
is  issued  may  run,  and  that  the  said  interest 
shall  be  paid  semi-annually  on  the  first  day  of 
May  and  the  First  day  of  Xo^'ember,  in  each 
year, 

Secttox  8.  AnrJ  he  it  finiher  ordained,  that 
a  sum  sufficient  to  meet  the  interest  on  any  out- 
standing-  stock,  as  well  as  the  principal  of  the 
current  maturing'  serie-^  of  said  stock,  shall  be 
annually  collected  by  Taxation,  and  that  a  rate 
sufficient  to  produce  said  sum  shall  be  levied  in 
each  year  upon  exviv  one  liundred  dollars'  worth 
of  assessa'ble  pro])erty  in  the  City  of  Baltimore, 
and  in  the  pro]:)er  proportion  for  any  greater  or 
less  amount.. 

Sectiox  4.  ,1  )id  he  if  fiirllier  ordnined,  that 
this  ordinance  shall  be   submitted   to  the  leo'al 
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v()t(>rs  of  the  City  of  llaltinorc  for  tlieir  ap- 
proval or  disapproval  at  the  iieneral  eh'etion  to 
hv  held  in  the  City  of  Tndtiniore  on  Tuesday, 
the  Seventh  Day  of  Xovendier,  102l\ 

Skctiox  T).  And  he  it  further  ordahwd ,  thr.r 
a  eopy  of  this  ordinance  and  notice  of  the  tini'- 
for  hohling  said  election  shall  he  puhlislied  ii. 
at  least  four  (4)  of  the  daily,  news-papi^'s  p\d)- 
lished  in  said  City  of  Baltimore  twice  a  week 
for  two  weeks  i)rior  to  said, election. 

Sr.cTJox  6.  A}id  he  it  further  ord(iii}"d ._\\\i)\ 
proceeds  of  the  -lock  herehv  authorized  to  Ix. 
issued. shall  he  uscmI  for  the  pur^iose  of  defray- 
ing' the  cost  and  expen>(\^  of  the  accpiisition  v-t 
sehoolhous(»  sit(^s  and  \\\v  construction  of  school 
l)uildin_i>'  and  additious  to  and  reconstrncrion.  ol 
oxistiuii  school  huildiniis  of  the  City  of  Balti- 
more. 

Approved  July  28,  1922. 

WM.  F.  B11()KXT:Y(;,  Mmi<n. 


Xo.  749. 

An  ordinance  granting  permission  to  Tlie  Marlbor- 
ough Auto  Co.  to  erect  and  construct  a  one-story 
brick  and  steel  construction  building  for  use  as  a 
public  garage  at  1515-29  Madison  Avenue,  and  re- 
lieving the  said  Marlborough  Auto  Co.  from  com- 
pliance with  certain  requirements  of  the  Building 
Code  of  Baltimore  City. 

SKcriox  1.  1>(>  it  ord  (lined  t)ij  the  Ma  if  or 
find  (Utji  CoiiiiriJ  of  Brdtimore.  that  ]~>ermission 
he  ainl  tlic  same  is  lierehy  i>Tanted  to  TIk^  ^farl- 
l;or(uiiili   Ant(^  Co.  to  ereet  and  eonstrnct  a  one- 
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stoi'v  brick  and  steel  construction  building  142 
ft.  bj  158  ft.,  for  use  as  a  public  garage,  on  the 
premises  known  as  1515-29  ^Madison  Avenue. 

.  Sectiox  2.  And  he  it  further  ordained, 
til  at  in  the  constmction  of  said  building  The 
Marllx) rough  Aiito  Co.  Ix^  and  it  is  hereby 
authorized  and  permitted  to  construct  the  same 
in  accordance  with  the  engineering  principles 
and  formulas  herein  enumerated  : 

1.  Reinforced  concrete  in  building,  allow- 
able stress  for  compression,  650  pounds  per  sq. 
in. 

2.  All  fomiulas  in  accordance  with  recom- 
mendations of  Joint  Committee  on  Reinforced 
Concrete,  American  Society  of  Civil  Engineers. 

3.  Allowable  tensile  stress  for  all  steel  work 
of  any  kind,  16,000  pounds  per  sq.  in. 

4.  AUow^able  shear  on  concrete,  120  pounds 
per  sq.  in.  reinforced  by  steel  stirrups  to  carry 
two-thirds  of  this  in  tension  at  16,000  pounds 
per  sq.  in. 

5.  Live  load  for  roof,  30  pounds  per  sq.  ft. 

6.  Brick  work  to  be  laid  in  Portland  cement. 

7.  Mortar  to  be  composed  of  one  part  ce- 
ment and  three  parts  sand  250  pounds  per  sq.  in. 

8.  Brick  walls  between  piers  to  be  9  inches 
thick. 

Tlie  said  building  to  have  concrete  floor  \\n\h 
composition  roof  but  in  all  other  respects  to  be 
constmicted  in  accordance  with  the  provisions  of 
the  Building  Code  of  Baltimore  City. 
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Section  3.  And  he  it  further  ordained, 
that  this  ordiiiaiiee  shall  take  effect  from  the 
date  of  its  passage. 

Approved  July  29,  1922. 

W^r.  F.  BKOEXIXG,  Mai/or. 


Xo.  750. 

An  ordinance  authorizing  and  directing  the  Mayor  to 
accept  from  the  owner  or  owners  thereof  a  deed 
or  deeds  conveying  to  the  Mayor  and  City  Council 
of  Baltimore  the  bed  of  North  Avenue,  from  Third 
Street  to  the  Cross  Country  Boulevard,  in  Mt. 
Washington  Heights. 

Section  1.  Be  it  ordained  hy  the  Mayor 
and  City  Council  of  Baltimore,  that  the  Mayor 
of  the  City  of  Ealtimore  be  and  he  is  hereby 
authorized  and  directed  to  accept  from  the  owner 
or  o"\^mers  thereof,  a  deed  or  deeds  of  convey- 
ance, in  fee  simple,  to  the  Mayor  and  City  Coun- 
cil of  Baltimore  of  the  bed  of  ^orth  Avenue, 
from  Third  Street  to  the  Cross  Country  Boule- 
vard, in  Mt.  Washington  Heights;  provided, 
however,  that  no  deed  shall  be  accepted  in  ac- 
cordance with  the  provisions  of  this  ordinance 
until  the  same  has  been  approved  by  the  City 
Solicitor. 

Section  2.  A)}d  he  it  further  ordained. 
that  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

A])])roved  July  29,  1922. 

W:\r.  F.  BBOEmXG,  ^fayor. 
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'No.  751. 

An  ordinance  authorizing  and  empowering  the  High- 
ways Engineer  to  repair  and  maintain  existing  pri- 
vate Streets  and  Roads  which  are  open  and  used 
by  the  public,  but  which  have  not  been  actually  ac- 
cepted as  public  Highways  by  the  Mayor  and  City 
Council  of  Baltimore,  the  expense  of  said  repairs 
and  maintenance  to  be  provided  annually  in  the 
Ordinance  of  Estimates,  the  llrst  appropriation  to 
be  contained  in  the  Ordinance  of  Estimates  for 
1923. 

Sectiox  1.  Be  if  ordained  hij  the  Mayor 
and  City  Council  of  Baltimore  that  the  Hig-h- 
ways  Engineer  be,  and  he  is,  hereby  authorized 
and  empowered  to  repair  and  maintain  existing 
private  streets  and  roads  in  the  City  which  are 
open  and  used  by  the  public,  but  which  have  not 
been  actually  accepted  as  public  highways  by 
the  Mayor  and  City  Council  of  Baltimore,  said 
repairs  and  maintenance  to  be  of  such  character 
in  the  judgment  of  the  Highways  Engineer  as 
will  make  such  private  streets  and  roads  safe 
for  public  travel  and  will  prevent  nuisances  dan- 
gerous to  the  public  health  arising  thereon; 
provided  that  said  private  streets  and  roads  shall 
be  repaired  and  maintained  in  the  same  manner 
and  with  the  same  character  of  materials  as  orig- 
inally constructed.  The  Plighways  Engineer  is 
also  authorized  to  oil  such  of  said  private  streets 
and  roads  as,  in  his  judgment,  he  shall  deem 
necessary. 

Sectiox  2.  A)ifl  he  it  furtlier  ordained, 
that  in  order  to  provide  for  the  cost  and  expenses 
of  \\ie  above-mentioned  repairs  and  maintenance, 
the  Board  of  Estimates  is  requested  to  provide  a 
sufficient  sum  of  money  therefor  in  the  annual 
ordinances  of  estimates,  l>eginniug  with  the  vear 
1923. 
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Section  3.  And  be  it  further  ordained, 
that  iiotliing  in  this  ordinance  contained,  nor 
any  acts  done  b}'  the  Highways  Engineer  in  pur- 
snance  of  the  provisions  hereof,  shall  be  deemed 
or  constrned  as  an  acceptance  of  the  dedication 
of  any  of  the  aforesaid  private  streets  and  roads. 

Approved  July  29,  1922. 

WM.  F.  BROE]Sri]^G,  Mayor,  . 


No.  Y52. 


An  ordinance  granting  to  Charles  H.  Shultz  permis- 
sion to  erect  two  Bay  Windows, 

Section  1.  Be  it  ordained  by  the  Mayor 
and  City  Council  of  Baltimore,  that  peiTnission 
be  and  the  same  is  hereby  granted  to  Mr.  Charles 
H.  Shultz  to  construct  two  frame  bay  windows 
on  the  cottage  to  be  constructed  on  the  lot  situ- 
ated on  the  east  side  of  Garrison  Avenue,  be- 
tween Bateman  and  Carlisle  Avenues,  the  said 
bay  windows  to  be  within  seven  feet  of  the  party 
line.  All  the  work  to  be  done  under  the  super- 
vision of  the  Inspector  of  Buildings  of  Balti- 
more City  in  accordance  with  the  Building  Laws 
of  this  City. 

Section  2.  And.  be  it  further  ordained, 
that  this  ordinances  shall  take  effect  from  the 
date  of  its  passage. 

Approved  October  6,  1922. 

WS^.  F.  BBOENTTTa,  Maifor. 
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'No.  753. 

An  ordinance  to  declare  Certain  Streets,  Avennes. 
Lanes  and  Alleys  in  the  City  of  Baltimore  to  be 
Public  Highways. 

Skctiox  1.  lie  if  ordained  hy  the  Maijor  and 
Cltfl  Council  of  Baltimore,  that  all  streets,  av(!- 
luies,  lanes  and  alleys,  situated  within  the  cor- 
porate limits  of  the  City  of  Baltimore,  which 
said  streets,  avenues,  lanes  and  alleys  have  been 
heretofore  unconditionally  dedicated  as  high- 
ways by  deed  or  plat,  or  in  any  other  manner, 
by  which  a  street,  avenue,  lane  or  alley  may  be 
dedicated  as  a  highway  be,  and  the  samc^  arc, 
hereby  declared  to  be  public  high^vays  of  the 
City  of  Baltimore;  saving  and  excepting  that 
this  ordinance  shall  not  be  constnied  to  apply 
to  any  street,  avenue,  lane  or  alley  less  than  ten 
flO)  feet  in  width;  and  provided  that  this  or- 
dinance shall  not  apply  to  any  street,  avenue, 
lane  or  alley  heretofore  dedicated,  unless  the 
same  is  directly  connected  with  some  street,  ave- 
nue, lane  or  alley  already  a  public  highway,  or 
which,  under  the  terms  of  this  ordinance,  shall 
become  a  public  highway ;  and  provided  further 
that  this  ordinance  shall  not  apply  to  any 
streets,  avenues,  lanes  or  alleys  within  the  terri- 
tory annexed  to  the  City  of  Baltimore  by  the 
Act  of  1888,  Chapter  98.  nnless  the  same  have 
been  so  dedicated  that  the  lines  thereof  conform 
to  the  general  plan  of  streets  for  said  territory 
under  Ordinance  No.  120,  approved  December 
3rd,  1898,  or  any  lawful  amendment  or  amend- 
ments tiiereof. 

Approved  October  20,  1922. 

\\M.  F.  BBOEXTXO,  Maijor. 
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^o.  754. 

An  ordinance  to  Condemn  and  Close  the  Northern 
Part  of  Thirtieth  Street  from  Huntingdon  Avenue 
Westerly  to  where  said  Thirtieth  Street  intersects 
the  land  belonging  to  the  Mayor  and  City  Council 
of  Baltimore,  in  accordance  with  a  plat  thereof 
filed  in  the  Office  of  the  Commissioners  for  Open- 
ing Streets  on  the  fifth  day  of  May.  1921.  and  now 
on  file  in  said  office. 

Si-:("Ti()N  1.  ])e  a  ordained  hy  flic  Mai/or  and 
City  CounoU  of  Baltimore,  that  the  Commis- 
sioners for  Opening  Streets  be  and  they  are 
hereby  authorized  and  directed  to  condemn  and 
close  the  Northern  Part  of  Thirtieth  Street, 
said  strip  beinii'  sixteen  feet  wide  and  runninir 
from  Huntingdon  Avenue  westerly  tw^o  hun- 
dred and  fifty-eight  feet  more  or  less  to  the 
eastern  outline  of  the  land  owned  by  the  ^Mayor 
and  City  Council  of  Baltimore,  said  portion  of 
said  street  as  proposed  to  be  condemned  and 
closed  being  described  as  follows: 

Beginning  for  the  same  at  a  point  on  the 
north  side  of  Thirtieth  Street  where  said  north 
side  of  Thirtieth  street  is  intersected  by  the 
western  outline  of  Huntingdon  Avenue,  and 
running  thence  southerly  binding  on  the  west 
side  of  Huntingdon  avenue  sixteen  feet ;  thence 
westerly  at  right  angles  tO'  Huntingdon  Avenue 
two  hundred  and  fifty-eight  feet  more  or  less 
to  the  outline  of  the  land  owned  by  the  ^Ia3^or 
and  City  Council  of  Baltimore ;  thence  north- 
easterly binding  on  said  land  belonging  to  the 
Mayor  and  City  Council  of  Baltimore  seven- 
teen feet  two  inches,  more  or  less,  to  interse<n 
a  line  drawn  westerly  from  the  place  of  begin- 
ning at  right  angles  to  Huntingdon  Avenue; 
thence  easterly  and  revei*sing  the  line  so  drawn 
two  hundred  and  fifty-one  and  seven-teuths 
feet,  nifvre  or  less,  to  the  places  of  Ix^ginning. 
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The  said  street  as  directed  to  be  condemued 
and  closed  being  delineated  and  particularly 
shown  on  a  plat  which  was  filed  in  the  office  of 
the  Commissioners  for  Opening  Streets  on  fifth 
day  of  ^ray,  1021,  and  is  now^  on  file  in  said 
office. 

And  he  it  further  ordained,  that  the  proceed- 
ings of  said  Ck>mmissioners  for  Opening  Streets, 
with  reference  to  the  condemnation  and  closing 
of  said  street,  and  the  proceedings  and  rights  of 
all  parties  interested  or  affected  thereby,  shall 
l>e  regailated  by,  and  be  in  accordance  with,  all 
such  provisions  of  Article  four  of  the  Public 
Local  Laws  of  MaryL^nd,  as  enacted  by  Chap- 
ter 123  of  the  Acts  of  the  General  Assembly  of 
Maryland  of  the  year  1898  (commonly  known 
as  the  Xew  Cliarter  of  Baltimore  City )  as  may 
he  applicable  thereto,  as  well  as  all  amendments 
thereof,  and  als^  any  other  acts  of  the  said  Gen- 
eral Assembly  of  Maryland  which  may  be  ap- 
plicable thereto ;  and  also  in  accordance  with 
any  and  all  ordinances  of  the  Mayor  and  City 
Council  of  Baltirnore  now  in  force  and  appli- 
cable thereto. 

Approved  October  30.  1922. 

W:\r.  F.  BROEXIXG,  Maijor. 


'No.  755. 


An  ordinance  granting  permission  to  Thos.  J.  Burns 
to  convert  and  use  the  present  building  in  the 
rear  of  his  premises  1303-5-7  Ensor  Street  for  a 
public  garage. 

Whereas,  Ordinance  Xo.  60014  of  1921  pro- 
hibits the  erection  or  use  of  a   buildino;  as  a 
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])iib]i('  garai^e  witliin  300  feet  of  a  elmrch  ;  there- 
fore 

Sectiox  1.  Be  it  ordained  hi/  the  llnyor  and 
City  Council  of  Baltimore^  That  permission  be 
and  the  same  is  hereby  granted  to  Thos.  J. 
]^)nnis  to  convert  and  use  the  present  bnilding 
in  the  rear  of  his  premises  1303-5-7  Ensor 
street  for  a  pnblie  garage,  and  especially  in  ac- 
cordance with  ]Drovisions  of  paragraphs  twelve 
and  thirteen  of  section  47  of  ordinance  ~^o.  155 
approved  July  6th,  1908  and  all  amendments 
thereof. 

Section"  2.  And  he  it  further  ordained,  That 
this  ordinance  shall  take  effect  from  the  date  of 
its  passage. 

Approved  l^ovember  4,  1922. 

W:\r.  F.  BROEXTKQ^  Mayor. 


IS^o.  756. 


An  ordinance  granting  permission  to  Jos.  Feldstein 
to  convert  and  use  the  building  on  his  premises 
1128  Watson  Street  for  a  public  garage. 

Whereas,  Ordinance  ^o.  606Vo  of  1921  pw- 

liibits  the   erection  or  use  of  a  building   as   a 

]nil)lic   garage   within    300  feet  of   a   church ; 
therefore 

Section  1.  Be  it  ordained-  hy  tJie  Mayor  and 
City  Coiincil  of  B\'dtimore,  That  pennission  be 
and  the  same  is  hereby  gTanted  to  Jos.  Feldstein 
to  convert  and  nse  the  building  on  liis  premises 
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1128  Watson  street  for  a  public  o*arage,  and 
e.^^peeiallv  in  accordance  with  provisions  of  para- 
£»,raplis  twelve  and  thirteen  of  section  47  of  or- 
dinance i^o.  155  approved  July  Gth,  1908  and 
all  amendments  thereof. 


Sec'tiox  2.  And  l>e  if  further  ord'uined,  Thar 
this  ordinance  shall  take  effect  from  the  date  of 
its  passage. 

A]>pr()ved  Xovemher  4,  1922. 

W:M.  F.  BKOEXIXG,  Manor. 


Xo.  757. 


An  ordinance  granting  permission  to  Mrs.  Rose  S.  D. 
Bandel  and  Miss  Lottie  C.  Dreclisler  to  erect  12 
garages  in  the  rear  of  their  premises  1307  E.  Fed- 
eral Street. 

Whereas,  Ordinance  Xo.  606%  c>f  1921  pro- 
hibits the  erection  of  public  garages  within  300 
feet  of  any  public  school  :•  therefore 

Sectiox  1.  Be  it  ordained  hy  the  Maj/or 
and  City  Council  of  Battimove,  That  permis- 
sion be  and  the  same  is  hereby  granted  to  !Mrs. 
Rose  S.  D.  Bandel  and  :\[iss  Lottie  C.  Drechsler 
to  erect  12  garages  in  the  rear  of  their  premises 
lo07  E.  Federal  street:  9  of  said  garages  to  be 
on  a  part  of  the  lot  ^'2  ft.  long  and  19  ft.  deep, 
1  garage  to  be  9  ft.  wide  and  16  ft.  long  on  the 
southwest  comer  of  the  lot,  and  2  garages  to  be 
9  feet  wide  and  16  ft.  long  on  the  west  side  of 
the  lot,  these  2  garages  to  l>e  placed  back  to  back ; 
all  of  said  2:ara2:es  to  Ix^  of  cement  and  brick  con- 
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:^tniefi{)ii,  witli  asphalt  roofing,  and  to  l>e  erected 
under  tlie  supervision  of  the  Inspector  of  Build- 
ings of  Baltimore  City  in  accordance  with  the 
Building  Laws  of  said  City,  and  especially  in 
accordance  with  provisions  of  paragraphs  twelve 
and  thirteen  of  section  47  of  ordinance  Xo.  155 
approved  July  6th,  IHOS  and  all  amendments 
thereof. 

Sectiox  '2.  A}ifJ  he  If  fiotlier  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  Xovember  4,  1022. 

WM.  F.   BROKXIXG,  Mai/or. 


Xo.  758. 


An  ordinance  granting  permission  to  Harry  Latinsky 
to  use  premises  at  1120  Watson  Street,  for  Black- 
smith shop. 

Whereas  Ordinance  Xo.  OOrU/o  of  1921  pro- 
hibits the  erection  or  use  for  certain  purposes  of 
buildings  near  churches,  oi*plianages  and  schools, 
and  refers  particularly  to  buildings  used  as 
garages,  welding  or  forging  shops ;  therefore 

Section  1.  ]>e  it  ordained  hij  the  Manor 
and  (^itij  Coiuicil  of  Baltimore  that  pennission 
l>e  and  same  is  hereby  granted  to  Harry  Latin- 
sky  to  use  \\k^  premises  at  1120  AVatson  street  as 
a  bhicksmith  shop,  and  especially  in  accordance 
witli  provisions  of  paragraphs  twelve  and  thir- 
teen  of  section   47  of  ordinance  Xo.   155   ap- 
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provod    July    (Uli,     1!M)S    and    all    ninciKliuciits 
rlicrcof. 

Skctiox  -2.  A)ul  he  if  fmther  ordained. 
That  this  ordiiiaiicc  sliall  rake  effect  from  the 
date  of  its  passage. 

Approved  X(^veiiil>er  4,  1022. 

WAI.  F.  llIiOEXIXG,  Maijor. 


Xo.  759. 

All  ordinance  to  Repeal  and  Re-Ordain  with  amend- 
ments Section  52  of  Article  1  of  the  Baltimore  City 
Code  of  1906,  Title  -'Mayor  and  City  Council,"  Sub- 
Title  "Standard  Time,"'  by  providing  for  advancing 
the  time  one  hour  from  2  A.  M.  of  the  last  Sunday 
in  April  until  2  A.  M.  of  the  last  Sunday  in  Sep- 
tember of  each  year,  and  providing  that  the  same 
be  placed  on  the  Ballot  in  the  May,  1923  Election. 

AVhereas,  there  has  been  a  demand  from  a 
large  proportion  of  the  indnstrial  workers  and 
manufacturers  of  the  City  for  the  enactment  of 
an  ordinance  providing  for  daylight  saving:  and 

Whereas,  other  citic^s  in  the  eastern  section  of 
the  United  States  with  which  Baltimore  has 
close  financial  and  indnstrial  relations,  have 
provided  for  daylight  saving,  thus  making  it 
expedient  for  Baltimore^  City  to  do  so. 

Xow,  therefore, — 

Sp:cti()x  1.  Be  if  ordained  hi/  fJie  Maj/or 
and  Cify  Council  of  Balfinwre,  that  Section  52 
of  Article  1  of  the  Baltimore  City  Code  of  lOOG, 
title     "^Favor     and     Citv     (\niiicil,''     siil>-title 
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'^Standard  Time/'  be  and  the  same  is  hereby  re- 
peal(Ml  {iiid  re-enacted  with  amendments,  so  as 
to  read  as  follows: 

''52.  The  oificial  time  of  the  City  of  Balti- 
more shall  conform  to  standard  time  based  npon 
the  time  of  the  seventy-fifth  meridian,  except, 
that  from  2  A.  M.  of  the  last  Snnday  in  April 
nntil  2  A.  M.  of  the  last  Sunday  in  Septemku', 
of  each  year,  the  official  time  thronghout  the 
City  of  Baltimore  shall  be  advanced  one  hour 
and  all  courts,  public  offices,  legal  and  official 
proceedings,  in  so  far  as  the  same  are  subject  to 
or  under  the  control  of  the  Mayor  and  Cit}^ 
Council  of  Baltimore,  shall  1x3  regiilated  thereby 
and  all  time  shown  by  the  public  clocks  shall 
agree  therewith." 

Section  2.  And  he  if  further  ordained,, 
that  this  ordinance  shall  at  the  General  Election 
to  be  held  on  Tuesday  after  the  first  Monday  of 
May  1923,  be  submitted  to  the  legal  and  quali- 
fied voters  of  the  City  of  Baltimore  for  their 
approval  or  rejection.  The  Supervisors  of  Elec- 
tions shall  have  printed  on  the  ballot  to  be  used 
at  the  said  election  in  May  1923  the  following: 
Eor  Daylight  Saving,  against  Daylight  Saving. 
The  Supervisors  of  Elections  shall  canvass  the 
returns,  and  certify  the  iiuml>er  of  votes  cast  for 
and  against  daylight  saving,  in  like  manner  as 
other  election  retuiiis.  If  the  majority  of  the 
votes  cast  in  the  City  of  Baltimore  is  in  favor  of 
daylight  saving,  then  this  ordinance  shall  Ix'- 
conu^  effective  and  shall  continue  in  operation 
until  repealed. 

A])})i'(»ve(l  Xovember  13,  1922. 

WM.  F.  imOENIN'G,  Mai/or. 
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'No.  760. 

An  ordinance  granting  permission  to  Mrs.  Belle  Gar- 
gave  to  alter  and  re-construct  a  stable  for  use  as 
a  garage  on  the  premises  known  as  514-516  Wilson 
Street  in  Baltimore  City. 

Whereas,  Ordinance  #606%  of  1921.  Pro- 
hibits the  erection  of  Ptiblic  Garages  within 
three  hundred  (300)  feet  of  any  building  or 
structure  used  as  a  church,  therefore. 

Sectiox  1.  Be  it  ordained  hy  the  2I(iijor  and 
City  Council  of  Baltimore,  that  permission  be 
and  the  same  is  hereby  granted  to  ^Irs.  Bella 
Gargave  to  alter  and  re-construct  a  stable  for  use 
as  a  garage  on  the  premises  kno^vn  as  514-51  »j 
Wilson  St.,  garage  to  be  sixty-three  (63)  feet 
and  six  (6)  inches  wide  and  one  hundred  and 
forty-three  (143)  feet  and  six  (6)  inches  long, 
and  to  be  of  brick  construction  with  tar  and 
gravel  roof,  and  to  be  erected  under  the  super- 
vision of  the  Inspector  of  Buildings,  of  Balti- 
more City  in  accordance  with  the  Building  Law 
of  said  city. 

vSection  2.  And  he  it  furUier  ordaiiied,  that 
tliis  ordinance  shall  take  eifect  from  the  date  of 
its  passage. 

Approved.  N^ovember  16,  1922. 

WM.  F.  BROE^nXG,  .Vayor. 
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'No.  761. 

An  ordinance  to  Condemn,  Open,  Widen  and  Grade 
Belair  Road  from  its  present  widtli  of  66  feet  to  a 
proposed  width  varying  from  80  feet  to  83.13  feet 
from  the  Eastern  Boundary  of  Baltimore  City  es- 
tablished in  1888  to  the  Eastern  Boundary  of  Bal- 
timore City  established  in  1918  in  accordance  with 
a  Plat  thereof  filed  in  the  office  of  the  Commission- 
ers for  Opening  Streets  on  the  13th  day  of  April, 
1922,  and  now  on  file  in  said  office. 

Skctiox  1.  ]>c  it  ordained  hi/  ilie  Mdijor  and 
Cify  Council  of  Baltimore,  tliat  the  Coiiimis- 
-i oners  for  Openiiiii'  Stret^ts  be,  and  they  are, 
lierehy  autliorized  and  directed  to  condemn, 
o])en,  wi(h'n  and  _i>rade  Eehiir  Road  from  its 
present  width  of  60  feet  to  a  proposed  width 
valuing'  from  SO  feet  to  83. to  feet  frcmi  the 
eastern  honndarv  of  T^altimore  City  established 
in  1888  to  the  eastern  honndarv  of  Baltimore 
City  established  in  1918,  the  land  hereby  di- 
rected to  be  condemned  for  said  openiiiir  nnd 
widenino'  being'  described  as  follows: 

Beginnino'  for  the  same  at  a  point  fonned  by 
the  intersection  of  the  eastern  honndarv  of  Bal- 
timore City  establisb.ed  in  ISISS  and  llie  north- 
westernmost  side  of  I'elair  Ivoad  as  now  o])ened 
80.00  feet  wide:  wliicli  point  of  bei>innino-  is 
325.60  feet  northeasterly  from  tlie  intersection 
of  the  said  northwest(>rnmost  sid(>  of  Belaii- 
Road  and  the  northernmost  side  of  Erdman 
Avenne,  the  coordinates  of  the  said  point  of  be- 
iiinninii'  as  based  npon  the  system  nsed  bv  the 
City  of  Baltimore  Topoi>Taphical  Snr\'f>y  Com- 
mission, beino-  east  12088.74  feet  and  north 
11023.91)  feet  and  rnnnino-  tlience  north  46°  31' 
20''  east  774.56  feet,  tlience  novtli  43°  IT  40" 
east  2483.85  feet,  thence  north  44°  55'  46"  east 
716.43   feet,   thence  north   47°    42'   30"   east 
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530.39    feet,    thence    north    42°    06'    24"   east 
272.42    feet,    thence   north   47°    59'   02"   east 
3466.20   feet,    thence   north    48°    25'   25"   east 
1117.76   feet,    thence  north   47°    37'  42"  east 
1258.25   feet,   thence  north  45°    56'   35"  east 
53.94    feet,    thence    north    48°    08'    53"    east 
1581.19   feet,   thence  north  41°    02'  00"  east 
1353.63   feet,    thence   nin'th   41^    04'    18"   east 
2491.38   feet,   thence   north   41°    43'   00"   east 
1197.73  feet  to  the  eastern  bonndarv  of  Balti- 
more City  established  in  1918,  thence  bindin.<i 
on  said  eastern  honndarv  dne  sonth  120.22  feet 
to  intersect  a  line  drawn  parallel  with  and  dis- 
tant 80.00  feet  sontheasterly  nieasnred  at  rig'ht 
ano'les  from  the  thirteenth  line  in  this  descrip- 
tion,  thence  reversino=  said  line  so  dra^^^l  and 
hindino'  thereon  and  alona:  lines  drawn  ]iarallol 
with  and  distant  80.00  feet  sontheasterly  meas- 
ured at  ria'ht  ansrles  from  the  twelfth,  eleventh, 
tenth,  ninth,  ei.o'hth,  seventh,  and  sixth  lines  of 
this  description  as  follows:  sonth  41°  43'  00" 
west   1107.51   feet,   thence   sonth  41°    04'   18" 
west  2490.90   feet,   thence  sonth  41°    02'  00" 
west  1358.55  feet,  thence  sonth  48°  08'  53"  west 
1584.76   feet,   thence  sonth  45°   56'   35"  west 
53.70    feet,    thence    sonth    47°    37'    42"    west 
1260.30   feet,   thence   sonth  48°   25'   25"  west 
1115.11   feet,  thence  sonth   47°   59'  02"  west 
2901.17  feet  to  intersect  the  line  of  the  Luth- 
eran Cemetery  Wall  produced  and  thence  bind- 
ino"  on  said  line  of  wall  so  produced  and  along 
said  wall  south  47°  34'  50"  west  442.73  feet  to 
a  bend  in  the  wall  and  thence  south  49°  27'  57" 
Avest  120.42  feet  to  the  end  thereof,  and  thence 
parallel  with  and  distant  80.00  feet  southeast- 
erly measured  at  rialit  anales  respectivelv  from 
the  fifth,  four,  third,  second,  and  first  lines  of 
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this  descriptiou  as  follows:  south  42°  06'  24" 
west  272.05  feet,  thence  south  47°  42'  30" 
west  531.94  feet,  thence  south  44°  55'  46"  west 
713.36  feet,  thence  south  43°  11'  40"  west 
2485.36  feet,  thence  south  46°  31'  20"  west 
851.61  feet  to  intersect  the  eastern  boundary  of 
Baltimore  City  established  in  1888,  thence 
bindiniZ'  on  said  eastern  boundary  north  0°  26' 
17"  west  109.46  feet  to  the  point  of  beginning. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of 
Baltimore  TopogTaphical  Survey  Commission, 
said  road  as  directed  to  be  condemned,  opened 
and  widened,  being  delineated  and  particularly 
shown  on  a  plat  which  was  filed  in  the  office  of 
the  Commissioners  for  Opening  Streets  on  the 
13th  day  of  April,  1922,  and  is  now  on  file  in 
said  office. 

Section  2.  Aiid  he  it  further  ordained,  that 
the  proceedings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation, opening,  widening  and  grading  of  sai<l 
Belair  Road  and  the  proceedings  and  rights  of 
all  parties  interested  or  affected  thereby,  shall 
be  regulated  by,  and  be  in  accordance  with,  all 
such  provisions  of  Article  4  of  the  Public  Local 
Laws  of  Maryland,  as  enacted  by  Chapter  123 
of  the  Acts  of  the  General  Assembly  of  Mary- 
land of  the  year  1898  (commonly  known  as  the 
new  Charter  of  Baltimore  City),  as  may  be 
applicable  thereto,  as  well  as  all  amendments 
thereof,  and  also  any  other  Acts  of  the  said  Gen- 
eral Assembly  of  "Mai'ylnnd  which  may  be  ap- 
plicable thereto;  ;iiid  also  in  jiccordauce  with 
any  and  all  ordinances  of  the  Mayor  and  City 
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CoiTiicil  of  Baltimore  now  in  force  ami  applica- 
ble thereto. 

Ap]>rove(l  Xovember  20,  1022. 

WM.  F.  BEOEXTXG.  Mnuor. 


Xo.  762. 

An  ordinance  authorizing  the  Board  of  Estimates. 
acting  for  the  Mayor  and  City  Council  of  Balti- 
more, to  sell,  at  public  or  private  sale,  the  prop- 
erty known  as  the  Fairfield  School  (white),  located 
on  the  public  road,  from  Brooklyn  to  Wagner's 
Point.  Said  property  no  longer  needed  for  public 
use. 

Sectiox  1 .  Be  if  ordainerl  hj/  flie  Maj/or  tiud 
City  Council  of  Baltimore,  that  the  Board  of 
Estimates  be  and  thev  are  hereby  authorized  to 
sell,  at  public  or  private  sale,  in  accordance 
with  Section  13  of  the  Charter,  the  property 
known  as  the  Fairfield  School  (white),  located 
on  the  public  road  from  Brooklyn  to  Wagner's 
Point,  said  pro]x^rty  no  longer  needed  for  pub- 
lic use. 

Beginning:  at  a  post  in  the  southeast  direc- 
tion and  distant  from  the  division  line  between 
Lots  ^^os.  2  and  3.  .39  45^100  perches:  and 
then  with  the  east  side  of  the  Public  Poad 
leading  from  Brooklyn  to  Wagner's  Point,  north 
21  degTees  and  30  minutes  west,  12  65/100 
]>erches  to  a  post  on  the  east  siide  of  the  said 
Public  Road,  and  leaving  said  Poad  and  rnn- 
ning  north  80  degTees  east,  12  65/100  perche> 
to  a  post;  thence  south  21  degn-ees  30  minutes 
east,  12  65/100  perches  parallel  with  said  Poad 
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to  a  post  Oil  the  west  side  of  a  private  road  lead- 
ing through  said  lot  Xo.  3,  and  with  said  road 
on  the  west  side  thereof  south  80  degrees  west. 
12  05/100  perches  to  the  beginning. 

Being  all  that  lot  of  ground  mentioned  in  a 
deed  dated  the  fourth  day  of  November,  18D8, 
and  recorded  among  the  Land  Records  of  Anne 
Arundel  County  in  Liber  G.  AV.  I^o.  11,  folio 
324,  etc.,  was  conveyed  by  Ivichard  F.  Crisp 
and  wife,  to  the  (\uint\'  School  Commissioners 
of  Anne  Arundel  C^bunty,  and  which  was  ac~ 
quired  by  the  Mayor  and  CHty  Council  of  Bal- 
timore under  (Jhapter  82,  of  the  xVcts  of  the 
General  Assembly  of  ^raryland,  passed  at  its 
Session  in  the  year  1918,  which  is  known  as 
the  '^\nnexation  Act." 

Approved  December  4,  1922. 

WM.  F.  BBOEISriNG,  Maj/or. 


m.  768. 

An  ordinance  to  prohibit  the  erection  or  alteration  of 
any  building,  except  churches,  on  Charles  Street 
from  the  North  Building  line  of  Twenty-sixth  Street 
to  the  South  building  line  of  Twenty-ninth  Street, 
to  a  height  exceeding  fifty-eight  feet  from  the  curb 
level  at  the  center  of  the  front  of  the  building  so 
to  be  erected  or  altered. 

Section  1.  Be  it  ordahied  hi/  the  Mayor 
and  City  Council  of  Baltimore,  that  from  and 
after  the  date  of  the  passage  of  this  ordinance, 
no  building,  except  churches,  shall  be  erected 
or  altered  on  Charles  Street  from  the  north 
building  line  of  Twenty-sixth  Street  to  the  south 
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building  line  of  Twenty-ninth  Street  tc  exceed 
in  heighth  a  point  fifty-eig'lit  feet  above  the 
cnrb  level  at  the  center  of  the  front  of  the 
Imilding  so  to  be  erected  or  altered. 

Approved  December  6^  1922. 

WM.  F.  TU?r)ENiT^G,  Mai/or. 


'No.  764. 

A.n  ordinance  granting  permission  to  the  Heudler 
Creamery  Company,  a  body  corporate,  to  construct 
at  the  northwest  corner  of  Aisquith  and  Laurel 
Streets,  a  warehouse  building  for  light  manufac- 
turing and  necessary  storage  purposes  in  connec- 
tion with  their  said  business. 

Section  1.  Be  it  ordained  hy  the  Mayor 
and  City  Council  of  Baltimore  that  permission 
be  and  the  same  is  hereby  granted  to  the  Hend- 
ler  Creamery  Company,  a  body  corporate,  to 
construct  at  the  northwest  corner  of  Aisquith 
and  Laurel  Streets,  a  warehouse  building  for 
light  nianufacturing  and  all  necessary  storage 
purposes  in  connection  with  the  proper  carrying 
on  and  promotion  of  said  business. 

Section  2.  And  he  it  further  ordained,  that 
in  the  construction  of  said  building,  the  said 
Hendler  Creamery  Company  be  and  it  is  hereby 
authorized  and  permitted  to  construct  the  said 
building  in  accordance  with  the  engineering 
principles  and  formulas  hereinafter  enumerated, 
namely : 
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Working  Stresses. 


'to 


1:2:4:  Concrete — 

Direct  bearing  500  ll>s.  per  sq.  inch. 

Direct  bearing  on  2  x  loaded  area,  800  lbs. 

per  sq.  inch  oil  contact  area. 
Fibre  stress  in  bending,  650  lbs.  per  sq.  inch. 
Fibre  stress  in  bending  at  suppo-rts,  650  plus 

15%  ])er  sq.  inch  for  continuous  beams. 
Punching  shear,  120  lbs.  per  sq.  inch. 
Shear  measuring  diagonal  40  lbs.  per  sq.  inch, 

no  stirrups. 
Shear  measuring  diagonal  tension  120  lbs.  per 

sq.  inch,  stirrups  and  bent  bars. 

1 :  11/2  :  3  Concrete- 
Direct  bearing,  625  per  sq.  inch. 

Direct  bearing  on  2  x  loaded  area,  1,000  lbs. 
per  sq.  inch  on  contact  area. 

Fibre  stresses  in  bending,  800  lbs.  per  sq. 
inch. 

Fibre  stress  in  bending  at  supports,  800  lbs. 
per  sq.  inch  plus  15%  per  sq.  inch  for  con- 
tinuous beams. 

Punching  shear,  150  lbs.  per  sq.  inch. 

Shear  measuring  diagonal  tension,  50  lbs.  per 
sq.  inch. 

Shear  measuring  diagonal  tension  150  lbs. 
per  sq.  inch,  stirrups  and  bent  bars. 

Steel- 
Tensile  stress  in  reinforcing  bars,  15000Jt  per 

sq.  inch. 
Compression  stress  on  bars  in  beams,  10,000 

per  sq.  inch. 
Unit  direct  shear  on  bars,    lOOOOjf  per  sq. 

inch. 
Bond  stress,  plain  bars,  SOjt,  deformed  bars 

lOOJt  for  1  :2  :4  mix,  and  100  and  120}  re- 
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spectively  for  1 :1%  :3  mix.     Hooks  to  add 
15%. 
Modulus  of  cLisiticity,  15  and  12  for  1:2:4- 
and  1:11/23  mix,  respectively. 

Formulas. — 

lieams,  the  straight  line  formulas  for  flexure. 
Cy'olumns,  p  equals  fc  (Ac  plus  as). 

(V)lunnis — 

liodded  Columns: 

\^ertical  rods  not  less  than  V/o  noa'  more 

than  4%. 
P  equals  500  Ac  7500  avs  for  1 :  2  :4. 
P  equals  ()25  iVc  7500  avs  for  1  :ll/2  :'^>- 
Hooped  Columns : 

Vertical  rods  not  less  than  1%  nor  more 

than  4%. 
P  equals  850  Ac  10000  avs  for  1  :2  :4. 
P  equals  1050  Ac  10000  avs  for  1:11/2:3. 

(4eneral  Assumption  of  Design — 

For  single  spans,  span  equals  distance  center 

to  center  of  supports. 
For   continuous   or   restrained   beams,    span 

equals  clear  distance  between  supports. 
Buckets  at  angle  of  45°  reduce  span  tO'  point 

where    their    depth    equals    1/3    of    beam 

depth,  brackets  to  be  designed  for  shear  and 

bending. 

Tee  Beams — 

The  assumed  effect i\'e  width  of  tee  beams 
shall  not  exceed  oneHsixth  the  span  length 
on  either  side  of  .beam,  nor  shall  the  over- 
hang on  either  side  at  the  web  exceed  six 
times  the  thickness  at  the  slab,  nor  shall 
the  total  effective  width  on  either  sidci  of 
center  of  beam  exceed  three-eiffhth  of  the 
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distance  lx3twecii  centers  of  the  adjoining 
beams. 

(Jontinuons  Beams  and  Slabs — 

M  equals  WL  divided  by  8 ;  WL  divided  by 
10;  WL  divided  by  12;  for  single,  semi- 
continuous  and  continuous  members  respec- 
tively, Avhere  W  equals  total  load. 

But  in  all  otlier  respects  the  construction  of 
said  building  shall  be  in  accordance  with 
the  provisions  of  the  present  bnilding  (V)de 
of  Baltimore  City. 

l^ut  in — 

Live  Load,  First  Floor,  125  lbs.  per  sq.  ft. 
Live  Load,  Lpper  Floors,  125  lbs.  per  sq.  ft. 

Section  3.  And  he  it  further  ordained^  tbat 
this  ordinance  shall  take  elfect  from  the  date  of 
its  passage. 

Ap]U"oved  December  (>,  1922. 

WM.  F.  BHOEXJNG,  JA«//or. 


'No.  705. 

All  ordinance  to  condemn  and  open  Lafayette  ave- 
nue, from  the  west  side  of  Poplar  Grove  street  to 
the  west  side  of  Franklin  Road,  in  accordance  with 
a  plat  thereof  filed  in  the  Office  of  the  Commis- 
sioners for  Opening  Streets,  on  the  16th  day  of 
June,  1922,  and  now  on  file  in  said  ofhce. 

Section  1.  J)e  it  ordained  hij  ilie  Mdi/or 
and  (/ity  Council  of  Baltimore,  That  the  Com- 
missioners for  Opening  Streets  be,  and  they  are 
hereby  authorized  and  directed  to  condemn  and 
open  Livfayette  avenue,  with  a  width  of  50  feet 
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irom  tlie  west  side  of  Poplar  Grove  street  to  the 
west  side  of  Fraukliu  Koad,  tlie  land  lierel)y 
dire(^,ted  to  be  eoudeinued  for  said  opening  being 
described  as  follows: 

Beginning  for  the  same  at  a  point  formed  by 
the  intersection  of  the  west  side  of  Poplar  Grove 
street,  (J 6  feet  wide,  and  the  south  side  of  La- 
fayette avenue,  the  co-ordinates  of  said  point  of 
beginning,  based  upon  the  system  used  by  the 
City  of  Baltimore  TopogTaphical  Survey  Com- 
mission, being  west  14026.64  feet  and  noith 
163.73  feet,  and  running  thence  south  87^  21' 
17)"  west  612.37  feet  to  the  west  side  of  Frank- 
lin Road;  thence,  binding  on  the  west  side  of 
said  Franklin  Road,  the  two  following  courses 
and  distances,  namely,  north  4"  01'  east  12.05 
feet  and  north  7''  5P  east  38.68  feet,  to  inter- 
sect a  line  drawn  parallel  with  and  distant  50 
feet  northerly,  measured  at  right  angles  from 
the  tirst  line  in  this  description ;  thence  revers- 
ing said  line  so  dra^\TL  and  binding  thereon  north 
.S7°  21'  45"  east  603.95  feet  to  the  west  side  of 
said  Poplar  Grove  street ;  thence  binding  on  the 
west  side  of  said  Poplar  Grove  street  south  2^ 
37'  east  50  feet  to  the  place  of  beginning. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of 
Baltimore   Topographical   Survey  Commission. 

The  said  Street  as  directed  to  l)e  condemned 
being  delineated  and  particularly  shown  on  a 
plat  which  was  filed  in  the  Office  of  the  Com- 
missioners for  Opening  Streets  on  16th  day  of 
Tune  in  the  year  1922,  and  is  now  on  file  in  the 
said  Office. 
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Skctiox  2.  And  he  it  fuitlicr  ord luied,  That 
tlio  proceedings  of  said  Couiinissioners  for  Open- 
ing Streets,  with  reference  to  the  condemnation 
and  opening  of  said  avenue,  and  the  proceedings 
and  rights  of  all  parties  interested  or  affected 
thereby,  shall  he  regulated  by,  and  be  in  accord- 
ance with,  all  such  proyisions  of  Article  4  of  the 
Public  Local  Laws  of  Mai'yland,  as  enacted  by 
Chapter  123  of  the  Acts  of  the  General  Assem- 
bly of  ^laryland  of  the  year  1898  (commonly 
known  as  the  jS^ew  Charter  of  Baltimore  City), 
as  may  be  applicable  thereto,  as  well  as  all 
amendments  thereof,  and  also  any  other  Acts 
of  the  said  General  Assembly  of  Maryland 
which  may  be  applicable  thereto;  and  also  in 
accordance  with  any  and  all  Ordinances  of  the 
^Mayor  and  City  Coimcil  of  Baltimore  now  in 
force  and  applicable  thereto. 

Approved  December  7,  1922. 

WM.  F.  BIIOKXIXG,  Mai/or. 


]S^o.  766. 

An  ordinance  to  Condemn,  Open,  Widen  and  Grade 
Russell  Street  from  its  present  width  of  66  feet  to 
a  proposed  width  of  100  feet  from  Maryland  Ave- 
nue to  Stockholm  Street,  in  accordance  with  a  plat 
thereof  filed  in  the  office  of  the  Commissioners  for 
Opening  Streets  on  the  8th  day  of  June,  1922,  and 
now  on  file  in  said  office. 

Sk(^ti().\  1.  ])('  it  ordained  J)i/  the  Maijoi 
and  Citij  Council  of  Baltimore,  that  the  Com- 
missioners for  Opening  Streets  l)e,  and  they  are, 
hereby  authorized  and  directed  to  condemn, 
o])en,  widen  and  grade  Bnssell  Street,  from  its 
]u-es(Mit  width  of  (SCy  feet  to  a  proposed  width  of 
10(1  feet  from  the  northwest  side  of  Maryland 
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Axeiinc  to  rlie  southwest  side  of  Stix'kholni 
Street,  tlu^  laud  hereby  proj_X)sed  to  l>e  eou- 
(U^uiiu'd  Ixuiiii'  (h^S('ril)ed  as  follows: 

Eegiuniug  for  the  sauie  at  a  point  formed  by 
the  intersection  of  the  northwesternmost  side  of 
^Maryland  Avenue  and  the  noi*theasternmost  side 
of  Kent  Street  as  now  hiid  ont,  the  co-ordinatess 
of  the  said  pi^int  of  beginning  as  based  upon  the 
system  used  by  the  City  of  Baltimore  Topo- 
graphical Suiwey  Commission  being  west 
5202.37  feet  and  south  12:)0S.oS  feet  and  run- 
ning thence  binding  on  the  said  northeastern- 
most  side  of  Kent  Sn-eet  north  64°-30^-06''  west 
162.83  feet,  thence  north  5°-54'-20''  east 
1968.S7  feet,  thence  by  a  line  curving  to  the 
right  with  a  -1-68.85  f(X)t  radius,  the  distance  of 
317.02  feet,  which  arc  is  subtended  by  chord 
lx?aring  north  25°-16'-35"'  ea^t  311.02  feett, 
thence  north  M°-38'-50''  east  3097.57  feet, 
thence  north  20^^-10'-30"  east  52.57  feet  to  the 
southwesternmost  side  of  Stockholm  Street, 
thence  binding  on  the  said  southwestemmost 
side  of  Stockholm  Street  north  69^-54:'-40"  west 
100.00  feet,  thence  by  straight  lines  and  a  curved 
line  parallel  with  and  distant  100.00  feet  north- 
westerly, measured  at  right  angles  from  the 
fifth,  fourth,  third  and  second  lines,  respec- 
tively, of  this  description,  the  fonr  following 
courses  and  distances,  namely  south  20°-10'-30" 
west  30.74  feet,  thence  south  ■14°-38'-50"  west 
3075.88  feet,  thence  by  a  line  curving  to  the  left 
with  a  568.85  foot  radius  the  distance  of  384.64 
feet,  which  arc  is  subtended  by  a  chord  bearing- 
south  25°-ir/-35''  west  377.36  feet  and  thence 
south  5°-54'-20"  west  2039.44  feet  to  intersec^t 
a  liue  drawn  parallel  witli  and  distant  100.00 
feet  southwesterlv  measured  at  ri^lit  anodes 
from  the  first  line  of  this  description,  thence  re- 
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N'ersiug  said  line  so  drawn  and  binding  thereoii 
sonth  04°-80'-()()''  east  232.87  feet  to  the  north- 
western inost  side  of  Maryland  Avenue,  thence 
hindijig"  on  the  said  northwesternmost  side  of 
Maryland  Avenue  noith  25°-29'-54:''  east  lOO.OO 
feet  to  the  place  of  beghniing.  The  courses  in 
the  aboA'e  description  are  all  referred  to  the  true 
meridian  of  the  City  of  BaltimoTe  Topographi- 
(*al  8nr\'ey  Commission. 

I'he  said  street  as  directed  to  be  condemned, 
opened,  widened  and  graded  being  delineated 
and  particularly  shown  on  a  plat  which  was  filed 
in  the  office  of  the  Commissioners  for  Opening 
Streets  on  the  8th  day  of  June,  1922,  and  is  now 
on  file  in  said  office. 

Sections  2.  And  he  it  further  ordained, 
tliat  the  proceedings  of  said  Conimissioaiers  for 
Opening  Streets,  with  reference  to  the  condem- 
nation, opening,  widening  and  grading  of  said 
Russell  St-reet,  and  the  proceedings  and  rights  of 
all  parties  interested  or  affected  thereby,  shall 
be  regulated  by  and  be  in  accordance  with  all 
such  proA'isionsi  of  Article  4  of  the  Public  Local 
Laws  of  Maryland,  as  enacted  by  Chapter  123 
of  the  Acts  of  the  General  Assembly  of  Mary- 
land of  the  year  1898  (commonly  known  as  the 
iYew  Charter  of  Baltimore  City),  as  may  be  ap- 
plicable thereto,  as  well  as  all  amendments 
thereof,  and  also  any  other  Acts  of  the  said  Gen- 
ei'al  Assembly  of  Maryland  which  may  be  appli- 
cabl(^  thereto;  and  also  in  accordance  with  any 
and  all  ordinances  of  the  MavoT  and  City  Coun- 
cil  of  Baltimore  now  in  force  and  applicable 
thereto. 

Approved  December  7,  1922. 

WM.  K.  BBOKXIiYG,  Maijor. 
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Xo.  707. 

An  ordinance  to  Condemn  and  Open  East  Avenne, 
from  the  Northwest  side  of  Philadelphia  Road  to 
the  Southwest  side  of  a  15-foot  Alley,  in  accord- 
ance with  a  plat  thereof  filed  in  the  Office  of  the 
Commissioner  for  Opening  Streets,  on  the  12tli  day 
of  May,  1922,  and  now  on  hie  in  said  office. 

Section  1.  J)e  it  ordalnecl  by  tJie  Mayor 
and  Ciiy  Coancil  of  Baltimore,  That  the  Com- 
inissioners  for  Opening*  ^Streets  be,  and  they  are 
hereby  anthorizecl  and  directed  to  condemn  and 
O'pen  East  avenue,  with  a  width  of  GO  feet  from 
tiie  northwest  side  of  Philadelphia  Road  to  the 
soutliwest  side  of  a  15-foot  alley,  the  land  hereby 
directed  to  be  condemned  for  said  opening  being 
described  as  follows: 

Beginning  for  the  same  at  a  point  on  the 
northwest  side  of  Philadelphia  road,  distant 
•20'2A  feet  northeasterly  fro^m  the  intersection 
of  the  east  side  of  Loneys  Lane  and  the  north- 
west side  of  said  Philadelphia  road,  and  running 
thence  north  3°  01'  00''  west  156.45  feet  to  the 
southwest  side  of  a  15 -foot  alley  there  situate; 
thence  binding  on  the  southwest  side  of  said  15- 
foot  alley  south  69°  07'  30"  east  65.61  feet  to 
intersect  a  line  drawn  parallel  with  and  distant 
60  feet  easterly  measured  at  right  angles  from 
the  first  line  in  this  description;  thence  revers- 
ing said  line  so  drawn  and  binding  thereon 
sonth  3°  01'  00"  east  121.60  feet  to  the  north- 
west side  of  said  Philadelphia  road;  thence 
liinding  on  the  northwest  side  of  said  Philadel- 
phia road  south  79°  09'  20"  west  60.57  feet  to 
tlie  place  of  beginning. 

Tlie  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of 
Baltimore  Topographical   Survey   Commission. 
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The  said  avenue  as  directed  to  l>e  condenmed 
being  delineated  and  particularly  shown  on  a 
plat  which  was  filed  in  the  Office  of  the  Coni- 
niissioaiers  for  Opening  Streets  on  12th  da}-  of 
May,  in  the  year  1022,  and  is  now  on  file  in  the 
said  Office. 

Section  2.  And  he  It  ftiH/icr  ordained,  That 
tlie  proceedings  of  said  Ooniniissioners  for  Open- 
ing Streets,  with  reference  to  the  condemnation 
and  opening  of  said  avenue,  and  the  proceedings 
and  rights  of  all  parties  interested  or  affected 
thereby,  shall  be  regulated  by,  and  be  in  accord- 
ance with,  all  such  provisions  of  Article  4  of  the 
Public  Local  Laws  of  Maryland,  as  enacted  by 
Chapter  123  of  the  Acts  of  the  General  Assem- 
bly of  ]\raryland  of  the  year  1808  (conmionly 
known  as  the  E"ew  Charter  of  Baltimore  City), 
as  may  be  applicable  thereto,  as  well  as  all 
amendments  thereof,  and  also  any  other  Acts  of 
the  said  General  Assembly  of  ]\raryland  which 
may  be  applicable  thereto ;  and  also  in  accord- 
ance with  any  and  all  Ordinances  of  the  Mayor 
and  City  Council  of  Baltimore  now  in  force  and 
a  p pi  i  c a  bl e  thereto. 

Approved  December  7,  1022. 

\\M.  F.  BROEiYINCJ,  Mai/or. 


No.  768. 


An  ordinance  to  appoint  Frederick  Alexander  Walte- 
myer  a  Constable  from  the  Sixteenth  Ward  of  Bal- 
timore (Mty. 

Sectiox    1.      T)p   if   ordained   hi/   the  Manor 
and  City  Oonneil  of  Baltimore,  That  Frederick 
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Alexander  Walteniyer,  2ol0  Harlem  Avenue, 
be  and  he  is  hereby  appointed  a  Constable  from 
the  Sixteenth  Ward  of  Baltimore  City,  in  place 
of  Charles  Williams,  deceased. 

Sfx'tjon  2.  And  he  it  further  onhihwd ,  'J'hal 
this  ordinance  shall  take  effect  from  the  date  ot 
its  passage. 

Approved  December  7,  1922. 

AV^r.  F.  liROKAi'IN'G,  Ma,ior, 


1^0.  769. 

An  ordinance  granting  permission  to  the  Suburban 
Amusement  and  Development  Co.,  a  body  corpo- 
rate, owning  and  operating  the  Pimlico  Tlieatre,  to 
enlarge  the  present  building  on  the  southwest  side 
of  Park  Heights  Avenue,  south  of  Belvedere  Ave- 
nue, the  said  building  being  used  for  the  exhibition 
of  moving  picture  shows. 

Sectiox  1.  Be  it  ordained  hy  the  Mayor 
and  City  Council  of  Baltimore,  that  ]>ermission 
be  and  the  same  is  hereby  granted  to  the  Sii- 
linrban  Amnsement  Sz  Development  Co.,  a  body 
corporate  owning'  and  operating  the  Pimlico 
Theatre,  tO'  enlarge  the  present  building  on  the 
southwest  side  of  Park  Heights  Avenne,  south 
of  Belvedere  Avenue,  the  said  building  now  be- 
ing used  for  the  exhibition  of  moving  picture 
shows.  In  the  enlargement  of  said  building,  the 
said  Company  shall  be  permitted  to  use  steel 
trusses,  wood  rafters,  Avood  sheathing  with 
Carey  roofing,  and  to  use  wood  ceiling  joists  for 
metal  ceiling ;  the  work  to  be  done  under  the 
supervision  of  the  Inspector  of  Building  of  Bal- 
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timore  City,  in  accordance  with  the  provisions 
of  this  ordinance  and  of  the  Biiihlinii'  Code. 

Six'TTox  '1.  A  lid  he  it  fuviher  ordaificd . 
that  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

A])proved  Deceml>er  7,  1922. 

WM.  F.  BlU>EXIX(s  Maijor. 


'No.  770. 


An  ordinance  granting  permission  to  G.  B.  Gillem  to 
erect  a  gasoline  pump  at  the  curb  of  his  premises, 
3044  W.  North  Avenue. 

Wliereas,  Ordinance  ISTo.  606^/9^  approved 
June  17,  1021,  prohibits  the  erection  of  gasoline 
stations  within  300  feet  of  any  church ;  and 

Whereas,  there  is  no  objection  on  the  part  of 
the  Seventh  Day  Adventist  Chnrch,  which  is 
within  800  feet  of  3044  W.  :N'orth  avenue; 
therefore 

Secttox  1.  Be  if  ordained  hj/  the  Mayo?' 
and  Citij  Council  of  Baltimore,  That  permis- 
sion l>e  and  the  same  is  hereby  granted  to  G.  E. 
Gillem  to  erect  a  gasoline  pump  at  the  cnrb  of 
his  premises,  3044  "W.  "NTorth  avenne :  the  said 
]inmp  to  he  installed  nnder  the  supervision  of 
the  Inspector  of  Buildings  of  Baltimore  City. 

Skctiox  2.  .1  }\d  he  it  fiirflier  ord-ihied ,  That 
tin's  ordinance  shall  take  effect  from  the  date  of 
its  passage. 

Approved  December  7,  1922. 

W:\r.  F.  BBOEXT^G,  Maijor, 


ORDINANCES.  223 

No.  771. 

An  ordinance  granting  permission  to  INIelvin  E.  Pyles 
to  erect  a  frame  building  on  his  premises  3303  Nor- 
wood Avenue.  Howard  Park. 

Section  1.  Be  it  ordained  hij  the  Maijov 
and  City  Council  of  Baltimore,  That  perniissioii 
l>e  and  the  same  is  herebv  granted  to  Melviii  E. 
Pyles  to  erect  a  frame  building'  26  ft.  6  in.  wide 
and  3G  ft.  G  in.  long  on  his  premises  3303  Nor- 
wood avenue,  Howard  Park ;  said  building  to  be 
within  0  ft.  of  the  west  party  line  and  27  ft. 
from  the  house  on  the  adjoining  lot  to  the  west, 
and  to  be  erected  under  the  supervision  of  the 
Inspector  of  Buildings  of  Baltimore  City  in  ac- 
cordance with  the  Building  Laws  of  said  City. 

Section  2.  .1//^/  l)e  it  further  ordained.  Thai 
this  ordinance  shall  take  ciiect  from  the  (hue  of 
its  passage. 

xlpproved  December  7,  1922. 

WM.  F.  BROENING,  Mayor. 


No.  772. 

An  ordinance  granting  authority  to  the  Inspector  of 
Buildings  of  Baltimore  City  to  issue  a  permit  an 
thorizing  the  Maryland  General  Hospital  (oper 
ating  for  the  Methodist  Hospital  Assoc,  Inc.)  to 
construct  a  building  at  S07-S09  N-  Eutaw  Street,  in 
the  City  of  Baltimore,  and  relieving  the  said  ]\lary- 
land  General  Hospital  (operating  for  the  ^letho- 
dist  Hospital  Assoc,  Inc.)  in  the  construction  of 
said  building  from  compliance  with  certain  require- 
ments of  the  Building  Code  of  Baltimore  City. 

Skctiox  1.      Be  it  ordained  1)1/  the  Mai/or  a)id 
City  Council  of  Baltimore,  That  authority  be 
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and  tlic  saiiio  is  hereby  granted  to  the  Inspector 
of  Buildings  of  Baltimore  City  to  issue  a  permit 
authorizing  the  Maryland  General  Hospital  (oj)- 
erating  for  the  Methodist  Hospital  Assoc,  Inc.) 
to  construct  a  building  at  807  and  809  ISTorth 
Eutaw  Street,  in  the  City  of  Baltimore. 

Sectiox  2.  And  he  it  furtlier  ordained,  That 
in  the  construction  of  said  building  the  Mary- 
land General  Hospital  (o}>erating  for  the  Meth- 
odist Hospital  Assoc.,  Inc.)  is  hereby  author- 
ized and  permitted  to  construct  the  said  building 
in  accordance  with  the  engineering  principles 
and  fornuilas  hereinafter  enumerated,  namely: 

Working  Stresses. 
1:2:4  Concrete- 
Direct  bearing,  500  lbs.  per  sq.  inch. 
Direct  bearing  on  2  x  loaded  area,  800  lbs. 

])er  sq.  inch  on  contact  area. 
Fibre  stress  in  bending,  050  lbs.  per  sq.  inch. 
Fibre  stress  in  bending  at  supports,  650  plus 

15   per  cent,   per   sq.   inch  for  continuous 

beams. 
Punching  shear,  120  lbs.  j)er  sq.  inch. 
Shear  measuring  diagonal  tension,  40  lbs.  per 

sq.  inch,  no  stirrups. 
Shear  measuring  diagonal   tension,   120  lbs. 

l)er  sq.  inch,  stiiTups  and  bent  bars. 

1  :  11/2:3   Concrete^ — 
Direct  bearing,  625  ll)s.  per  sq.  incli. 
Direct  Ix^aring  on  2  x  loaded  area,   1000  ll>s. 

p(u*  sq.  inch  on  contact  area. 
Fibre   stresses   iu   InMiding,    SOO  lbs.   per   sq. 

incli. 
I^'il)rc  stress  iu  b<Miding  at  supports,  800  11>S. 

per  sq.  inch  jdus  15  per  cent,  per  sq.  inch 

for  continuous  beam,s. 
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Puiicliiiig  shear,  150  lbs.  per  sq.  inch. 
Shear  measuring  diag'onal  tension,  50  lbs.  per 

sq.  inch. 
Shear  measuring  diagonal  tension,   150  lbs. 

per  sq.  inch,  stirrups  and  bent  bars. 

Steel- 
Tensile  stress  in  reinforcing  bars,  1G,000  lbs. 

per  sq.  inch. 
Compression  stress  on  bars  in  beams,  10,000 

lbs.  per  sq.  inch. 
I  aiit  direct  shear  on  bars,  10,000  lbs.  per  sq. 

inch. 
Bond  stress,  plain   liars,    80  lbs. ;   deformed 

bars  100  lbs.,  for  1 :2  'A  mix  and  100  and 

120    lbs.    respectively,    for    1 :11,/^  :3    mix; 

hooks  to  add  15  per  cent. 
Modulus  of  elasticity,  15  aiid  12  for  1 :2  :i 

and  1 :1%  :3  mix,  respectively. 

Formulas — 

Beams — The  straight  line  fonnulas  for  Hex- 

ure. 
Columns  P  equals  fe  (Ac  plus  n  As). 

Columns — 

Rodded  Columns: 

Vertical  rods  not  less  than  1  per  cent,  nor 

more  than  4  per  cent. 
P  e^iuals  500  Ac  plus  7500  avs  for  1 :2  -A. 
P  equals  625  Ac  plus  7500  avs  for  1  :ll/2  •3- 
Hooped  Columns : 

Vertical  rods  not  less  than  1  per  cent,  nor 

more  than  1:  per  cent. 
P  equals  850  Ac  plus  10,000  avs  for  1 :2  A. 
P    equals    1050   Ac    plus    10,000    avs   for 
1 :1%  :3. 

General  Assumption  of  Design — 

For  single  spans,  span  equals  distance  center 
to  center  of  supports. 
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For  coiitinuons  or  restrained,  beams,  spaii 
equals  clear  distance  between  supports. 

Brackets  at  angle  of  45  degrees  reduce  span 
to  point  where  their  depth  equals  one-third 
of  beam  depth,  brackets  to  be  designed  for 
shear  and  bending. 

Tee  Beams 

The  assumed  effective  width  of  tee  beams  shall 
not  exceed  one-sixth  the  span  length  on 
either  side  of  beam,  nor  shall  the  overhang- 
on  either  side  at  the  web  exceed  six  times 
the  thickness  at  the  slab,  nor  shall  the  total 
effecti^^e  width  on  either  side  of  center  of 
beam  exceed  three-eighths  of  the  distance 
between  centers  of  the  adjoining  beams. 

Continuous  Beams  and  Slabs 


M  equals  WL  divided  by  8,  WL  divided  by 
10,  WL  divided  by  12,  for  single,  semi-con- 
tinuous and  continuous  members,  respec- 
tively, where  W  equals  total  load. 

But  in  all  other  respects  the  construction  of 
said  building  shall  be  in  acc-ordance  with 
the  provisions  of  the  present  Building  Code 
of  Baltimore  City. 

Put  in — 

Live  load,  first  floor,  50  lbs.  per  sq.  foot. 

Live  load,  upper  floors,  40  lbs  per  sq.  ft. ;  but 
in  all  other  respects  the  construction  of  said 
building  shall  be  in  accordance  with  the 
provisions  of  the  Building  Code  of  Balti- 
more City. 

Section  3.  And  he  it  furtlier  ordained,  That 
this  ordinance  shall  take  cFlVct  from  tlu"  date  of 
its  passage. 

Approved  December  7,  1022. 

WM,  F.  BliOENIKG,  Mayor, 
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Xo.  773. 

An  ordinance  granting  permission  to  E.  O.  Walter  to 
erect  a  side  porch  witliin  5  feet  of  the  party  line  on 
his  premises  48  Berwick  Avenue,  west  of  Harford 
Road. 

Section  1.  Be  it  ordained  hij  the  Mayor  and 
City  Council  of  Baltimore,  That  permission  be 
and  the  same  is  hereby  granted  to  E.  O.  Walter 
to  erect  a  side  porch  7  ft.  wide  and  about  10  ft. 
long  on  the  west  side  of  his  house  48  Berwick 
A\'enue,  west  of  Harford  road;  the  said  porch 
to  be  within  5  ft.  of  the  party  line  and  to  be 
erected  under  the  supervision  of  the  Inspector 
of  Buildings  of  Baltimore  City  in  accordance 
with  the  Building  Laws  of  said  City. 

Section  2.  Atid  he  it  further  ord'ained,  Thar 
this  ordinance  shall  take  effect  from  the  date  of 
its  passage. 

Approved  Deceml)er  7,  1922. 

WM.  F.  BKOENIISrG,  Mayor. 


'Eo.  774. 

An  ordinance  granting  authority  to  the  Inspector  of 
Buildings  of  Baltimore  City,  to  issue  a  Permit  au- 
thorizing the  First  Christian  Church,  to  construct 
a  Building  on  the  Northwest  corner  of  Liberty 
Heights  Ave.  and  Copley  Road,  in  the  City  of  Bal- 
timore, and  relieving  the  said  First  Christian 
Church,  in  the  construction  of  said  Building  from 
compliance  with  certain  requirements  of  the  Build- 
ing Code  of  Baltimore  City. 

Section  1.  Be  it  ordained  l)y  the  Mayor  and 
City  Council  of  Baltimore,  that  pennission  be, 
and  the  same  is  herebv  o-ranted  to  the  Trustees 
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ol  the  Congregation  of  the  Disciples  of  Jesns 
Christ  in  the  City  and  Precincts  of  Baltimore, 
and  known  as  the  ^'Tirst  Christian  Church,"  to 
construct  a  Building  on  the  northAvest  comer  of 
liberty  Heights  Ave.  and  Copley  Road,  Balti- 
more -ilaryland. 

Section  2.  And  he  it  fuHlier  ordained^  that 
in  the  construction  of  said  Building,  said  First 
Christian  Church  is  hereby  authorized  and  per- 
mitted to  construct  said  Building  in  accordance 
with  the  engineering  principles  and  formulae 
enumerated  namely : 

1.  Reinforced  Concrete  Footings: — 

The  critical  section  for  diagonal  tension  in 
footings  bearing  directly  on  soil  shall  be  taken 
on  a  vertical  section  through  the  perimeter  of 
the  lower  base  of  a  frustum  of  a  cone  or  pyra- 
mid which  has  a  base  angle  of  45  degTees  and 
has  for  its  top  the  base  of  the  column  or  pedestal 
and  for  its  lower  base  the  plane  of  the  center 
of  longitudinal  reinforcement. 

2.  Reinforced  Concrete  Slabs,  Beams  and 
Girders : — 

Steel  stress  16,000  pounds  per  square  inch. 

Concrete  stress  G50  pounds  per  square  inch. 

Formulae  WL/8  for  simple  spans,  WL/10 
for  end  spans,  WL/12  for  continuous  construc- 
tion. 

3.  Allowance  punching  shear  120  pounds, 
web  shear  in  reinforced  beams  120  pounds,  on 
plain  concrete  40  pounds  per  square  inch,  bond 
80  pounds  per  square  inch  for  plain  and  100 
pounds  deformed  steel. 

4.  Live  Load  assumed  at  75  pounds  per 
square  foot  of  floor,  30  pounds  for  roof. 
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5.  Allowable  tensile  stress  for  all  steelwork 
of  any  kind  KJ^OOO  pounds  per  square  inch. 

0.  Steel  Coliumis: — Safe  Load  per  squai'o 
inch — 10,000 — 70  1/r  pounds. 

7.  Concrete  Columns: — If  reinforced  witli 
not  less  than  Vyc  of  steel  vertically  arid  w^ith 
binders  not  less  than  ^4''  i^  diameter  not  more 
than  10  diameters  of  longitudenal  bar  apart  nor 
more  than  12"  allow^able  load  500J  per  sq.  inch 
of  core  and  7500  pounds  per  square  inch  of  ver- 
tical steel. 

But  in  all  other  respect  the  construction  of 
said  Building  shall  be  in  accordance  with  the 
l)rovisions  of  the  Building  Code  of  Baltimore 

City. 

Sectiox  3.  And  he  it  further  ordained.  That 
this  ordinance  shall  take  otleet  from  the  date  of 
its  passage. 

Appro\'ed  December  7,  1922. 

W^r.  F.  BBOE:NiJ>(G,  Mayor. 


Xo.  77."S. 

All  ordinance  granting  to  the  American  Ice  Company 
authority  to  construct  a  building  on  its  land  situ- 
ate at  the  northwest  corner  of  Gough  and  Regester 
Streets  in  Baltimore  City  and  relieving  the  said 
American  Ice  Company  in  the  construction  of  the 
said  building  more  or  less  from  compliance  with 
certain  requirements  of  the  building  code  of  Balti- 
more City. 

Sectiox  1.     Be  it  ordained  Ijy  the  Mayor  and 
City  Couneil  of  Baltimore  City  that  permission 
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1)€  and  the  same  is  hereby  granted,  to  the  Ameri- 
can Ice  (^onipany,  a  body  corporate,  to  construct 
a  buikling  on  land  belonging  to  the  said  corpora- 
tion, located  at  the  northwest  corner  of  Gongh 
and  Regester  Streets  in  Baltimore  City. 

Section  2.  And  he  if  further  ordained  that 
in  the  constrnction  of  the  said  building,  the  said 
American  Ice  Company  is  hereby  authorized 
and  permitted  to  construct  the  said  building  in 
accordance  with  the  engineering  principles  and 
formnlas  hereinafter  enumerated. 

I\)  construct  a  seventeen  (17  j  inch  thick  non- 
boaring  brick  wall,  the  height  of  which  shall 
exceed  thirty-five  (35 )  times  its  thickness,  be- 
tween brick  buttresses,  but  in  all  other  respects 
the  construction  of  the  said  building  shall  be  in 
accordance  with  the  provisions  of  the  building 
code  of  Baltimore  City. 

Skction  3.  And  he  it  further  ordained  that 
this  ordinance  shall  take  etfect  from  the  date  of 
its  passage. 

Approved  December  7,  1922. 

W:\r.  F.  BrvOEN^IXG,  Mayor. 


AV  77r>. 

An  ordinance  granting  authority  to  the  Inspector  of 
Buildings  of  Baltimore  City,  to  issue  a  permit  au- 
thorizing the  Bank  of  Hampden  to  construct  a 
building  on  the  Northeast  corner  of  Thirty-sixth 
Street  and  Roland  Avenue  in  the  City  of  Baltimore, 
and  relieving  the  said  Bank  of  Hampden  in  the 
construction  of  said  building  from  compliance  with 
certain  requirements  of  the  Building  Code  of  Bal- 
timore City. 

Section  1.      ]>e  it  ordained  hij  the  Maj/orand 
City  Council  of  JUdtimore  r/^/y /Ihat  permission 
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lye  and  the  same  is  hereby  granted  to  the  Bank  or 
iranip(k^n  to  eonstruct  a  bnikling  on  the  Xoi-th- 
east  corner  of  Thirty-sixth  Street  and  Rohmd 
Avenne  in  the  City  of  Baltimore,  Maryland. 


Six  Ti().\  1^.  And  he  it  further  ordmned,  Thar 
in  the  constrnction  of  said  bnilding,  the  said 
Bank  of  Hampden  is  hereby  anthorized  and  per- 
mitted to  constrnet  said  bnilding  in  accordance 
with  the  engineering  principles  and  formnlae 
ciiunierated  namely : 

1.  lieinforced  Concrete  Slabs,  Beams  and 
(lirders. 

Steel  stress  1G,000  ponnds  per  sqnare  inch. 

Concrete  stress  050  pounds  per  sqnare  inch. 

Formulas:  WI/S  for  simple  spans,  \V1/10 
for  end  spans,  WI/12  for  continuous  construi.- 
tion. 

'2.  Allowable  Web  shear  in  reinforced  beams 
1:20  pounds  per  square  inch,  on  plain  concrete 
40  pounds,  bond  SO  pounds  per  square  inch  for 
plain  and  100  pounds  for  deformed  steel. 

3.  Filler  in  Slabs  of  Cinder  Concrete: 
Gross  load  in  pounds  per  square  foot  W^ 

dAs/PX26,000. 

Reinforcement  of  steel  fabric  continuous  over 
the  supports, 

W=:Gross  load  in  pounds  per  square  foot. 

d= depth  top  of  slab  to  steel  reinforcing  in 
inches. 

As:=Sectional  area  of  reinforcing  steel  in 
square  inches  per  foot  width  of  slab. 

l-=length  of  span  in  feet  squared. 

4.  Assumed  Live  Load: — 

1st  Floor  100  pounds  per  square  foot. 
[Mezzanine  50  pounds  per  square  foot. 
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But  in  all  other  respe<?ts  the  construction  of 
said  l>uih]in<>"  shall  Ixi  in  accordance  with  the 
provisions  of  the  Bnildino  Code  of  Baltimore 
City. 

Section  3.  And  he  it  further  ordained.  That 
this  ordinance  shall  take  eifect  from  the  date  of 
its  passage. 

Approved  December  7,  1022. 

W^r.  F.  BROENING,  Mayor. 


'No.  Til. 

An  ordinance  granting  permission  to  Julius  Gutman 
&  Co.  in  erecting  an  additional  story  over  a  part 
of  their  building  at  the  southwest  corner  of  Park 
Avenue  &  Lexington  Street,  to  use  certain  formulas 
in  calculating  the  strength  of  the  present  second- 
story  cast  iron  columns. 

Section  1.  Be  it  ordained  by  the  Mayor  and 
City  Council  of  Baltimore,  That  peinnission  be 
and  the  same  is  hereby  gi-aiited  to  Julius  Gut- 
man  &  Co.,  in  erecting  an  additional  story  over 
a.  part  of  their  building  at  the  soutliwest  corner 
of  Park  a^'enue  (^^  Lexington  street,  to  calculate 
the  strength  of  the  present  second-story  cast  iron 
columns  according  to  the  following  formulas: 

A.  The  allowable  compressive  stress  in 
pounds  per  square  inch  for  cast  iron  columns 
shall  be-  detennined  bv  the  formula: 

S=9,000— 40  1/r 
in   which   S=allowable  compressive  stress  per 
s(|.  in.  of  section. 

l=iinstaved  lenoth  of  column  in  inches. 
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i*=]easf  radiii.^  of  gyration  of  eolnnin  in 
inches. 

B.  Xo  east  iron  eolniim  shall  be  oonstrnctod 
where  the  ratio  1/r  exceeds  70. 

Section  2.  And  he  it  further  ord' lined,  Th;!i 
this  ordinance  shall  take  effect  from  the  date  of 
its  passage. 

Approved  December  7,  1022. 

W.Af.  F.  BROENmG,  Mnyoy. 


Xo.  778. 

An  ordinance  to  authorize  the  Mutual  Chemical  Com- 
pany  of  America  to  Construct,  Maintain  and  Oper- 
ate a  single  Railroad  Track  extending  from  the 
Pennsylvania  Railroad  Track  in  Philpot  Street  as 
now  constructed,  into  the  property  of  the  Mutual 
Chemical  Company  of  America ;  said  Track  begin- 
ning at  a  point  in  Philpot  Street  170  feet  east  of 
Point  Street,  thence  running  in  a  northwesterly  di- 
rection to  a  point  in  property  line  on  the  north  side 
of  Philpot  Street  65  feet  east  of  Point  Street;  con- 
tinuing to  property  line  on  the  east  side  of  Point 
Street  at  a  point  70  feet  south  of  Block  Street,  and 
to  a  point  in  property  line  on  the  north  side  of 
Block  Street  56  feet  10  inches  west  of  the  east  side 
of  Point  Street. 

Sectiox  1.  Be  it  ordained  hy  the  Mayor 
and  City  Council  of  Baltimore,  That  the  Mutna] 
Chemical  Company  of  America  Ix^,  and  it  is 
hereby  authorized  to  construct,  nniintain  and 
oj^x^rate  one  single  railroad  track  described  as 
follows : 

Beginning  for  the  centre  line  of  said  track  at 
a  point  in  the  centre  line  of  the  present  track  of 
the  Pennsylvania  Railroad  in  Philpot  Street, 
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said  ])oiiit  of  beginning  of  the  track  hereby 
authorized  being  one  hundred  and  seventy 
(170)  fe(^t  east  of  the  east  buihling  line  of 
Point  Street ;  running  thence  in  a  northwesterly 
direction  by  curve  to  the  right  with  radius  of 
one  hundred  and  seventy-five  feet  (175)  to  -a 
point  in  the  north  building  line  of  Philpot 
Street  at  a  distance  of  sixty-five  (65)  feet  meas- 
ured eastwardly  along  said  north  building  line 
from  the  east  building  line  of  Point  Street. 
C\)ntinuing  in  a  nortlnvesterly  direction  across 
tlie  property  of  the  said  ^Mutual  Chemical  Com- 
pany of  America  to  the  east  building  line  of 
Point  Street  at  a  distance  of  seventy  (70)  feet 
measured  southwardly  from  the  south  building 
line  of  Block  Street,  thence  in  a  northwesterly 
direction  by  a  straight  line  and  then  a  curve  line 
to  the  right  with  a  radius  of  one  hundred  and 
seventy-five  (175)  feet  crossing  Point  Street 
and  Block  Street  to  a  point  in  the  north  build- 
ing line  of  Block  Street  at  a  distance  of  fifty-six 
(56)  feet  ten  (10)  inches  west  of  the  east  build- 
ing line  of  Point  Street.  The  portion  of  said 
track  lying  in  public  streets  being  approxi- 
mately two  hundred  and  thirty-six  (236)  feet 
nnnisured  along  the  c(Mitre  line  above  described. 

Skctiox  2.  And  he  it  furiJicr  ordnhied,  That 
the  Ifayor  and  City  'Council  of  lialtiniore  shall 
at  all  times,  have  and  retain  the  ])()\ver  and 
right  to  reasonably  regulate,  in  the  public  in- 
terest the  exercise  of  th(^  right  herein  granted, 
and  that  the  said  I'ight  shall  be  executed  and 
enjoyed  within  six  months  after  the  grant,  as 
provided  by  Section  37  of  Article  4  of  the 
Code  of  P'liiblie  Local  Laws  of  jMaryland,  en- 
titled ''City  of  Baltimore,"  sulHitle  ''( 'hai'ter/' 
and  that  the  right  herein  granted  shall  be  held, 
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cxciciscd  and  cnjoycMl  for  the  ])('i'l()(l  of  Iwciity- 
fi\('  vcMU's,  from  Jaimnrv  iMItli,  li)2(),  and  \vit!i 
the  fni'tln^r  riii'ht  to  .-laid  livantcc,  at  a  fair  rc- 
vahiation,  Inclnding  in  such  revalnation  the 
vahie  derived  from  said  rii>'ht,  to  renewals  not 
exceedinii"  in  the  aiiiireiiate  twenty-five  years : 
that  upon  the  termination  of  said  right  herein 
i?,ranted  there  shall  he  a  fair  valnation  of  the 
])lant  and  pi'operty  of  the  said  grantee,  to  he 
constructed  hy  virtue  of  this  ordinance,  whicli 
shall  he  and  hecome  the  property  of  the  City  oi 
Baltimore,  at  its  election,  on  its  paying  said 
grantee  said  valuation ;  the  said  payment  to  he 
a  fair  and  equitahle  valnation  of  the  same  as 
property,  excluding  any  value  derived  from  the 
right  or  franchise  hy  this  ordinance  granteii, 
the  said  revaluation  and  valuation  hereinhefore 
provided  for  to  he  deteruiined  u])on  l»y  two  ar- 
hitrators,  one  to  be  app()int(Ml  hy  the  ^Fayor  of 
the  City  of  Baltimore  and  the  other  to  be  ap- 
pointed hy  the  grantee,  its  representatives  or 
assigns,  who,,  in  case  they  shall  be  unalile  to 
agree  between  themselves,  shall  a]>point  a  third 
arbitrator,  and  the  decision  of  a  majority  of 
said  arbitrators  shall  be  final  and  binding  as  to 
the  revaluation  and  valuation  aforesaid ;  pro- 
vided, that  if  the  said  two  arbitratoTS  shall, 
after  a  r(\asonable  time,  fail  to  agree  upon  an 
umpire,  then  the  ^Eayor  shall  appoint  such  um- 
pire. 

Section  3.  A7id  he  it  further  ordained,  That 
the  right. and  duty  are  hereby  expressly  reseiwed 
to  the  Mayor  and  City  Council  of  Baltimore  at 
all  times  to  exercise  in  the  interest  of  the  pub- 
lie,  full  municipal  superiiiteiidence,  regulation 
and  control  in  respect  to  all  nnitters  connected 
with  the  grant  herein  contained,  and  not  incon- 
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sistoiit  with  the  tonus  tliercof,  and  that  in  tlic 
event  of  the  said  iirantee,  its  sueeessors  or  as- 
sii>ns,  lefnsino',  nej^'leetino"  or  failint^  to  conipl}' 
with  any  of  the  terms  or  conditions  npon  wliicli 
said  franchise  or  ri_i>ht  are  lierebv  i^i'anted,  .-laid 
franchise  or  rii^lit  sliall  he  and  become  wholly 
null  and  void. 

Section  4r.  A  nd  he  it  further  ordained,  That 
the  said  lii'antee,  its  snecessoi-s  and  assigns, 
shall,  at  its  own  expense,  in  laying  (hnvn,  from 
time  to  time,  its  said  railroad  track  on  said 
streets,  adjust  its  said  track  to  the  grades  of 
such  streets  as  the  same  are  now  or  may  here- 
after be  established  by  law,  and  shall  at  its  own 
expense  keep  the  space  h-etween  the  rails  of  said 
track  and  for  two  feet  on  either  side  thereof  in 
thorongh  repair,  and  .shall  at  its  own  expense 
kee])  th(^  same  free  from  snow  or  other  ol>strnc- 
tion,  but  without  obstructing  the  other  portion 
of  said  streets  on  either  side  of  said  track,  and 
shall  paj  to  the  City  if  and  so  often  as  said 
streets  or  either  of  them  shall  be  ])aved  or  re- 
paved  iby  the  Afayor  and  City  Council  of  Balti- 
more, its  offiorers  and  agents,  or  any  other  otti- 
cers  or  agents  duly  authorized  by  law,  the  cost 
of  ])aving  or  repaving  the  space  between  the 
rails  of  said  track  and  for  two  feet  on  either 
side  thereof.  The  Mutual  C^hemical  Company 
of  America  sball  also  pay  to  the  City  within 
thirty  days  after  written  notico  from  the  High- 
ways Engineer  of  the  amomit  due,  the  cost  of 
relocating,  strengthening  or  encasing  in  con- 
crete, all  sub-surface  structures  belonging  to  the 
^^fayor  and  City  Council  of  Baltimore  located 
in  the  streets  beneath  the  space  between  the 
rails  of  said  track  and  for  two  feet  on  eitluu- 
side   thereof,    and    shall    also   |>ay    to   the   City, 
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within  thirty  da.vs  after  written  notice  from  the 
Hiii'hways  Eniiineer  of  the  amount  due,  the  cost 
of  relocatiuii'  any  surface  structures  belonii'in.ij: 
to  the  City  made  necessary  hy  the  construction 
of  said  track,  the  judgment  of  the  Hiiiliways 
Engineer  as  to  the  work  necessary  to  safe-guard 
said  sub^surface  structures  and  as  to  the  neces- 
sity of  relocating  any  surface  structures  to  be 
final;  and  the  said  ^futual  Chemical  Company 
of  .Vmerica  shall  also  pay  to  the  City  within 
thirty  days  after  written  notice  from  the  High- 
ways Engineer  of  the  amount  due,  the  cost  of 
such  additional  sewer  inlet  or  inlets  with  the 
necessary  connecting  pip<'  or  jupes,  as  in  the 
judgment  of  the  Highways  Engineer  are  r(.'- 
quircd  for  the  purpose  of  ])r()]>er  drainage  as 
the  result  of  the  constrnction  of  said  track. 

Section  T).  And  he  it  fiwiliar  ordd'uied,  That 
in  consideration  of  the  right  hereinbefore 
granted,  the  said  grantee  shall  ]>ay  to  the  Mayor 
and  City  Council  of  Baltimore,  within  thirty 
days  after  the  passage  of  this  ordinance,  all  ex- 
pense of  advertising,  and  the  accrued  fran- 
chise charge  at  the  rate  of  ^i^^S..")!)  ]x'r  annum 
from  January  2()t]i,  \\)'li),  to  the  date  of  sucii 
pa_\-mcnt,  and  the  sum  of  $24^.^)0  annually 
thereafter. 

Skctjox  T).  And  he  it  further  ordained ,  That 
non-compliance  at  any  time  or  times  by  the 
grantee,  its  successors  or  assigns,  witli  any  of 
the  terms  of  the  grant  hereby  made,  sliall  op- 
erate as  a  forfeiture  of  the  grant  hereby  nni(l(\ 
which  shall  thereujion  be  and  Ixn'ome  void,  an.l 
that  nothing  short  of  an  ordinance  of  the  ^[ayor 
and  City  Council  of  Baltimore  sliall  operate  as 
a  waiver  of  any  forfeiture  of  the  gTant  hereby 
made. 
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'Section  7.  And  he  it  further  ordained.  That 
if  at  any  time  the  track  of  the  Pennsylvania 
Railroad  Company  shall  he  removed,  or  if  tliv' 
track  hereby  authorized  shall  be  aeqnired  by  the 
City  of  Baltimore  for  the  purpose  of  establish- 
ini>'  a  municipal  trackage  system,  or  for  any 
other  purposes  of  the  municipality,  then  tlii.r 
ordinance  shall  he  void,  and  all  the  franchises 
and  rights  hereby  a'ranted  shall  cease  and  de- 
termine without  compensation  to  the  grantee, 
its  successors  and  assigns. 

Skc'I'iox  <S.  And  he  if  fii.ii/ier  oiyhii iicd .  Thai 
the  tracks  hereby  authorized  ^ihall  be  constructed 
under  tlie  su])ervision  of  and  to  the  entire  satis- 
faction of  the  Highways  Engineer,  and  that  tli(- 
rails  to  be  used  in  the  said  cointrn-tion  and  re- 
newals thereof,  from  time  to  time,  shall  be 
of  such  character  as  the  Highways  Engineer 
shall  determine.  The  grantee  shall,  from  time 
to  time,  change  the  location  of  the  track  lierel)v 
authorized  to  be  constructed  whenever  in  tlie 
judguKMit  of  the  Highways  Engineer  the  ])ubli.' 
convenience  may  require  it,  and  he  shall  issue 
a  written  order  therefor  apjiroved  1)\-  the  iJoard 
of  Estimates. 

Skction  \).  .  1  lid  he  it  fiLrUier  ord  lined ,  Tli;'.t 
(lie  Mutual  Cliemical  C()Ui])auy  of  Ajuerica 
shall  not  be  ])erniitted  to  staud  auy  car  or  cars 
on  the  tracks  hereby  authorized  to  be  con- 
structed. 

Skctio.x  10.  And  he  it  farther  orddined. 
That  this  ordinance  shall  tak(>  effect  from  {\w. 
date  of  its  passage. 

Approved   I)("C(  ud>er  7,   1I>1^2. 

W]\r.  F.  BROENII^G,  Mayor, 
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No.  779. 

A.n  ordinance  ratifying  and  confirming  the  establish- 
ment of  the  office  of  City  Purchasing  Agent  of  Bal- 
timore City  and  providing  for  the  duties  of  the  City 
Purchasing  Agent. 

Sec'J'iox  1.  Be  it  ordained  hij  the  Mayor  and 
City  Council  of  Baltimore,  that  the  office  of 
City  Piirchasino"  Agent  heretofore  established 
bv  resohition  of  the  Board  of  Estimates,  is 
lierebv  ratilied  and  confirmed  and  the  appoint- 
ment of,  and  all  acts  performed  by,  said  City 
Pnrchasing  Agent  are  hereby  declared  to  be  as 
legal  and  binding  npon  the  City  as  if  the  same 
had  been  previously  anthorized  by  ordinance; 
that  the  said  City  Pnrchasing  Agent  shall  here- 
after be  appointed  by  the  Board  of  Awards  of 
Baltimore  City  as  other  officials  and  employees 
are  appointed,  other  than  those  appointed  by  the 
Alayor  in  accordance  with  Section  25  of  the 
City  Charter. 

Section  2.  And  he  it  further  ordained,  that 
all  purchases  of  supplies  for  the  account  or  use 
of  any  department,  suVdepartment,  official  body 
or  Board  of  Baltimore  City,  calling  for  the  ex- 
l^enditure  of  less  than  $500  shall  be  made  by  the 
City  Purchasing  Agent  of  Baltimore  City ;  and 
that  the  City  Purchasing  Agent  shall,  from  time 
to  time,  perform  such  duties  as  may  be  pre- 
scribed for  him  l)y  the  Board  of  Awards,  and 
shall  conduct  his  office  under  the  supervision  and 
in  accordance  with  such  rules  as  may  be  pre- 
scribed, from  time  to  time,  by  the  Board  of 
Awards. 

Section  3.  And  he  it  further  ordained,  that 
all  ordinances  or  parts  of  OTdinances  which  are 
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iiiconsij-tent   with  the   provisions  of  this   ordi- 
nance, be,  and  they  are,  hereby  repealed. 

Approved  December  7,  1922. 

WM.  F.  BROEXI^TQ^  Mayor. 


1^0.  780. 

A.11  ordinance  granting  to  the  United  Railways  and 
Electric  Company  of  Baltimore,  its  successors 
and,  or  any  assignee  thereof,  the  right  to  construct 
and  maintain  the  necessary  poles,  wires  and  over- 
head construction  for  the  operation  of  a  double 
trackless  trolley  line  on  Liberty  Road  from  the 
intersection  of  Gwynn  Oak  Avenue  and  Liberty 
Road  westerly  on,  upon  and  along  the  Liberty 
Road  to  the  present  city  limits  and  to  connect  the 
overhead  construction  hereby  authorized  by  all 
necessary  appurtenances  with  its  overhead  con- 
struction already  in  existence  at  Liberty  Road  and 
Gwynn  Oak  Avenue- 

Six'Tiox  1.  Be  it  ordained  hy  the  Mayor  and 
City  Council  of  Baltimore  that  the  Ignited  Rail- 
ways and  Electric  Com]iany  of  Baltimore,  its 
successors  and,  or  any  assignee  tlier(x>f,  be  and  it 
is  hereby  authorized  and  empowered  to  con- 
struct and  maintain  the  necessarv  poles,  Avires 
and  overliead  construction  for  the  operation  of 
a  doidyle  trackless  trolley  line  on  Lil)erty  Road 
from  the  intersection  of  Gwynn  Oak  Avenue 
and  Liberty  Road  westerly  on,  upon  and  along 
the  Liberty  Road  to  the  present  city  limits,  and 
the  said  company  is  hereby  further  authorized 
ami  empowered  to  connect  the  overhead  con- 
struction hereby  authorized  by  all  necessary  ap- 
])iii'tenauces  with  its  overhead  construction  al- 
ready in  existence  at  Liberty  Road  and  Gwynn 
(^ak  Avenue. 
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Skctiox  2.  .l//<^  be  if  further  ord'^nned,  That 
the  ^Fayor  and  City  Council  of  Baltimore  shall, 
at  all  times,  have  and  retain  the  ])Ower  and  right 
to  reasonably  regulate  in  the  public  interest,  the 
exercise  of  the  rights  herein  gTanted  and  that 
said  rights  shall  be  exercised  and  enjoyed  with- 
in six  months  after  the  grant  as  provided  by 
Section  o7  of  Ai-ticle  4  of  the  Code  of  Public 
Local  Laws  of  Maryland,  entitled  "City  of  Bai- 
timore/'  sub-title  "Charter,"  and  that  the  rights 
herein  granted  shall  be  held,  exercised  and  en- 
joyed for  a  period  of  twenty-live  years;  pro- 
\'ided.  however,  that  if  at  any  time  during  said 
period  of  twenty-five  years  the  Public  Service 
Commission  of  Maryland,  or  any  board  or  offi- 
cial exercising  the  powers  now  vested  in  it,  shall 
revoke,  or  refuse  to  grant,  a  license  to  operat-e 
the  hereinbefore  described  trackless  trolley  line, 
or  if  the  right  to  o}>erate  said  line  shall  be  ter- 
minated by  any  legal  method  whatsoever,  then 
all  rights  under  this  Ordinance  shall  thereu}X)n 
cease  and  determine,  and  the  said  United  Rail- 
ways and  Electric  Company  of  Baltimore,  its 
successors  and,  or  any  assignee  thereof  shall 
promptly  remove  the  said  poles,  w^ires  and  over- 
head construction  and  all  necessary  appurte^- 
nances  thereto  from  Liberty  Road  at  its  sole  cost 
and  expense. 

Section  3.  And  he  it  furtlier  ordained,  that 
the  rights  hereby  granted  shall  be  only  for  the 
operation  of  a  trackless  trolley  line  and  no 
other  use  whatsoinTr  shall  lx>  made  by  the  said 
Lnitcd  Railways  ^:  Electric  Company  of  Balti- 
more, its  successors  and,  or  any  assignee  thereof 
of  the  above  mentioned  jiortion  of  Lilxu'ty  Roarl 
under  the  terms  of  this  Ordinance. 
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Skctio.x  -1-.  And  he  it  fiuHlier  ordained,  that 
the  riiilit  and  (lnt_\-  ar(>  hereby  expressly  re- 
served to  the  Mayor  and  City  Council  of  Balti- 
more at  all  times  to  exercise  in  the  interest  of 
the  p'Uiblic  full  mnnicipal  superintendence,  rei^ 
ulation  and  control  in  respect  to  all  matters  con- 
nected with  the  aforesaid  grant  and  not  incon- 
sistent with  the  terms  thereof,  and  in  the  event, 
of  the  said  ii'rantee,  its  successors  or  assigns,  re- 
fusing, neglecting  or  failing  to  comply  with  any 
of  the  terms  ot  conditions  uptni  which  the  said 
franchises  and  rights  are  hereby  granted,  said 
franchises  and  rights  shall  be  and  become  wholly 
null  and  void. 

Section  5.  And  be  it  further  orduined,  that 
non-compliance  at  any  time  or  times  by  the 
grantee,  its  successors  or  assigns,  with  any  of 
the  terms  of  the  grant  hereby  made,  shall  op- 
erate as  a  forfeiture  of  the  grant  hereby  made, 
which  shall  thereupon  be  and  become  void,  and 
that  no'thing  short  of  an  ordinance  of  the  flavor 
and  City  Council  of  Baltimore  shall  operate  as 
a  waiver  of  any  forfeiture  of  the  grant  hereby 
made. 

Section  G.  And  he  it  further  ordained,  that 
in  consideration  of  the  rights  hereinbefore 
granted,  the  said  grantee  shall  pay  to  the  Mayor 
and  City  Council  of  Baltimore,  within  ten  days 
after  the  passage  of  this  Ordinance,  all  expenses 
of  advertising  and  the  sum  of  One  Dollar,  and 
a  like  sum  of  One  Dollar  annually  thereafter. 

Section  7.  And  he  it  further  ordained,  thai 
this  Ordinance  shall  take  effect  frcnn  th(^  date  of 
its  passage. 

Approved  December  18,  1922. 

WM.  F.  BKOEISraSTG,  Alayor. 
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X().  Tsi. 

An  ordinance  to  condemn  and  open  Longwood 
Street,  from  the  north  side  of  Edmondson  Avenue 
to  the  southwest  side  of  Franklin  Road,  in  accord- 
ance with  a  plat  thereof  filed  in  the  Office  of  the 
Commissioners  for  Opening  Streets,  on  the  23d  day 
of  August,  1922,  and  now  on  file  in  said  office. 

Section  1.  Be  it  ordained  hij  the  Mayor  and 
Citji  Coiuicil  of  BaJtimore,  That  tlic  Comniis- 
sioiiei'S  for  C)])enin_o;  Streets  be,  -aiid  tliev  are 
hereby  ant'horized  and  directed  to  condemn  and 
open  LonjO'wood  street,  with  a  width  of  (>()  feet 
from  the  north  side  of  Edmondson  avenue,  to 
the  sonthwe-t  ^ide  of  Franklin  Rioad,  the  land 
hereby  directed  to  be  condemned  for  said  open- 
in(>'  beiiiii  described  as  follows : 

Bei>innin,o  for  the  same  at  a  point  formed  by 
the  intersection  of  the  north  side  of  Edmondson 
avenue  and  the  east  side  of  Longwood  street,  (J() 
feet  wide,  the  co-ordinates  of  said  point  of  be- 
,i>innino"  based  npon  the  system  used  by  the  City 
of  Baltimore  Topoj^Tapliical  Survev  Commis- 
sion, beino'  west  14-1:09.89  feet  and  south 
1103.53  feet  and  runnino;'  thence  bindino'  on  the 
east  side  of  said  Lonawood  street,  and  continu- 
ing' same  course  X.  2  degrees  and  22  minutes 
west,  in  all  838.95  feet,  to  the  southwest  c'ide  of 
Franklin  road;  thence  binding  on  the  south- 
west side  of  said  Franklin  road  north  46  de- 
grees and  58  minutes  west  93.03  feet  to  inter- 
secf  a  line  drawn  parallel  with  and  distant  G6.0 
feet  westerly  measured  at  right  angles  from  the 
first  line  in  this  description ;  thence  reversing 
said  line  so  drawn  and  binding  thereon  south  2 
degrees  and  22  minutes  east  90'5.96  feet  to  tlie 
north  side  of  said  Edmondson  avenue ;  thence 
binding  on  the  north  side  of  said  Edmondson 
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avenue  north  87  (le«>rees  21  minutes  and  45  sec- 
onds east  ()0.0  feet  to  the  phiee  of  beginning. 

The  courses  in  the  above  description  are  all 
referred  to  the  meridian  used  by  the  City  of 
■Baltimore  Topoii'raphical  Survey  Commission. 

The  said  street  as  directed  to  be  condemned 
beini>:  delineated  and  particularly  shown  on  a 
plat  which  was  filed  in  the  Office  of  the  Com- 
missioners for  'Openin<i  Streets  on  23d  day  of 
Auii'ust,  in  the  year  1922,  and  is  now  on  file  in 
said  Office. 

Section  2.  And  he  it  fwrtlier  ord'iined,  That 
the  ]>roceedinii's  of  said  Commissioners  for  Open- 
hxit  Streets,  with  reference  to  the  condemnation 
and  openinpi-^of  said  street,  and  the  proceedings 
and  rights  of  all  parties  interested  or  affected 
thereby,  shall  be  regulated  by,  and  be  in  ac- 
cordance with,  all  such  provisions  of  Article  4 
of  the  Public  Local  Laws  of  Maryland,  as  en- 
acted 'by  Chapter  123  of  the  Acts  of  the  General 
Assembly  of  Maryland  of  the  year  1898  (com- 
monly known  as  the  ^ew  'Charter  of  BaltimoTc 
City),  as  may  be  applicable  thereto,  as  well  as 
all  amendments  thereof,  and  also  any  other  Acts 
of  the  said  General  Assembly  of  ^[aryland 
^vthich  may  be  applicable  thereto;  and  also  in 
accordance  with  any  and  all  Ordinances  of  the 
Mayor  and  City  Council  of  Baltimore  now  in 
force  and  applicabh^  thereto'. 

Approved  December  19,   1922. 

WM.  F.  BROEISTING,  Mayor. 
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An  ordinance  granting  permission  to  Mrs.  Etta  Gur- 
witz  to  extend  the  second-story  frame  octagon  bay 
window  on  the  east  side  of  her  residence,  on  the 
south  side  of  Ocala  Place,  216  feet  west  of  Reisters- 
town  Road. 

Skcttox  1.  Be  it  ordained  hij  the  Mayor  and 
Citji  CoiuiciJ  of  Baltimore,  tliat  permission  be 
aiul  tlie  same  is  lierebv  granted  to  Mrs.  Etta 
Gurwitz  to  extend  the  seeond-storv  frame  oe- 
tagpn  l)ay  windoAV  on  the  east  side  of  her  resi- 
denee,  on  the  sontli  side  of  Oeala  PLaee,  21 «» 
feet  west  of  Tfeisterstown  Koad ;  the  said  hay 
window  wlien  extended  to  be  within  8  feet  of 
the  east  party  line  and  to  be  erected  under  th(^ 
supervision  of  tlie  Inspector  of  Buildings  of 
EaltimoTe  City  in  accordance  with  the  Buildinii 
Laws  of  said  City. 

Secttox  2.  And  J)e  it  further  ordained,  that 
this  ordinance  shall  take  effect  from  the  date  of 
its  passai>e. 

Approved  December  19,  1022. 

WM.  F.  BEOENTNG,  Mayor. 


'No.  7S:^. 

An  ordinance  to  condemn,  open,  widen  and  grade 
York  Road  from  its  present  width  of  66  feet  to  a 
proposed  width  of  80  feet  from  the  Northern 
Boundary  of  Baltimore  City  as  established  in  188S 
to  the  Northern  Boundary  of  Baltimore  City  as  es- 
tablished in  1918,  in  accordance  with  a  plat  there- 
of filed  in  the  office  of  the  Commissioners  for 
Opening  Streets  on  the  13th  day  of  April,  1922,  and 
now  on  file  in  said  office. 

Section  1.     Be  it  ordained  hy  the  Mayor  and 
City   Conncil   of   Baltimore,  that   the   Commis- 
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sioiicrs  for  Openina  Streets  be,  and  they  are. 
hereby  authorized  and  directed  to  condemn, 
open,  widen  and  grade  York  Ivoad  from  its 
present  width  of  C)C^  feet  to  a  proposed  width  of 
SO  feet  from  the  northern  boundary  of  Balti- 
more City  as  established  in  IScS.S  to  the  northern 
boundary  of  Baltimore  City  as  established  in 
1918,  the  land  hereby  directed  to  be  condemned 
for  said  openina  and  wideninii  beina  descri'l)ed 
as  follows: 

Be,2;innino  for  the  same  at  a  ]x:>int  formed  h\ 
the  intersection  of  the  Xorthern  I  boundary  of 
I>altimore  City  established  in  18.^^8  and  the 
ea^^ternmost  side  of  York  Boad  as  now  opened, 
the  co-ordinates  of  the  said  point  of  beoinnin" 
as  based  on  the  system  used  by  the  City  of  Bal- 
timore Topographical  Survey  Commission  being 
east  17()8.19-1:  feet  and  north  15570.87  feet  and 
running  thence,  binding  on  the  Xorthern 
Boundary  of  Baltimore  Citv  established  in 
1888,  due  west  80.00  feet;  thence  north  0°  23' 
32"  west  908.25  feet;  thence  north  1^  02'  09" 
east  568.39  feet;  thence  north  1°  08'  32"  we^t 
2169.43  feet;  thence  north  1°  42'  01"  west 
1616.52  feet;  thence  north  0°  26'  17"  west 
1730.17  feet;  thence  north  0°  23'  08"  west 
976.22  feet ;  thence  north  0°  00'  56"  east  504.09 
feet  thence  north  1°  12'  21"  east  1453.54  feet: 
thenee  north  0°  42'  15"  east  1570.31  feet  to  the 
Xorthern  Boundary  of  Baltimore  City  estab- 
lished in  1918;  tlience  binding  on  the  said 
Xorthern  Hcmndary  of  Baltimore  City  due  east 
80.00  feet;  to  intersect  a  line  drawn  parallel 
with  and  distant  SO. 00  tV-ct  measui'ed  at  riglii 
angl(  s  east(M-ly  from  the  tenth  line  of  this  de- 
scrijuion,  tlieiicc  reversing  -ijiid  line  so  drawn 
and    binding    thereon    and    along    lines    pai^aNcl 
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with  and  distant  80.00  feet  measured  at  right 
anj>les  easterly  from  the  ninth,  eigth,  seventh, 
sixth,  fifth,  fonrth,  third  and  the  second  lines 
respectively  of  this  description,  the  nine  follow- 
ing courses  and  distances  namely:  south  0^  42' 
15"  west  1570.92  feet;  thence  south  1°  12'  21" 
west  1453.68  feet ;  thence  south  0^  00'  56"  w^est 
502.93  feet;  thence  south  0°  23'  08"  east 
980.573  feet:  thenee  south  0°  28'  17"  east 
1724.97  feet:  thence  south  1^^  42'  01"  east 
1616.28  feet:  thence  south  1°  08'  32"  east 
2170.84  feet;  thence  south  1°  02'  09"  we.n 
568.93  feet:  thence  south  0°  23'  32"  east  967.71 
feet  to  the  place  of  l)eiiinnin^s'. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topooraphical  Survey  Commission,  said 
road  as  directed  to  be  condemned,  opened  and 
widened,  beino  delineated  and  particularly 
shown  on  a  plat  which  was  filed  in  the  otfice  of 
the  Commissioners  for  Opening  Streets  on  the 
13th  day  of  April,  1922,  and  is  now  on  file  in 
said  ofiice. 

Sectiox  2.  And  he  it  further  ordained^,  that 
the  proceedings  of  said  Commissioneis  for 
Opening  Streets,  with  reference  to  the  condem- 
nation, opening,  widening  and  grading  of  said 
York  Road  and  the  proceedings  and  rights  of 
all  parties  interested  or  atl'ected  thereby,  shall 
be  regulated  by,  and  be  in  accordance  with,  all 
such  provisions  of  Article  4  of  the  Public  Local 
Laws  of  ^laryland,  as  enacted  by  Chapter  123 
of  the  Acts  of  the  General  Assembly  of  ^lary- 
land  of  the  year  1898  (commonly  known  as  the 
new  Charter  of  l)altiniore  City),  as  may  be 
applicable   thereto,   as   well    as   all   amendments 
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tlicroof,  and  also  any  otlici-  Acts  of  tlio  said 
(ic'iicral  Assc^Mibly  of  Marvlaiid  wliicli  may  he 
a|)|)lical)l('  tliorcto;  and  also  in  accordance  with 
aii\-  am]  all  ordimuiccs  of  the  Mayor  and  City 
( 'oiiiicil  of  Haltimorp  now  in  force  ami  ap- 
plicahle  tlierc^to. 

A}>proved   Decendier  10,  1!)22. 

WM.  F.  BROENING,  Mayor. 


'Bo.  784. 


An  ordinance  to  designate  Hugh  Doj'le  of  the  Twelfth 
Ward  as  Chief  Constable. 

Skcttox  1.  Be  it  ordained  hjj  the  Mayor  and 
Clly  CoiLneil  of  Baltimore,  that  Ilno-li  Doyle, 
(=oiistahle  from  the  Twelfth  Ward,  be  and  he  is 
hereby  designated  as  'Chief  Constable,  and  to  vv- 
eeive  the  compensation  and  perform  the  dntics 
preserihed  l>v  Ordinance  4,")!),  apprc^'ed  Jnlv  7. 
1020. 

Skction  2.  And  he  it  further  ordained^  that 
this  ordinance^  shall  take  effect  from  the  date  of 
its  passaiie. 

Apyn'oved    December  21,   1022. 

WM.  F.  BEOENING,  Mayor. 
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TsTo.  T.Sr). 

An  ordinance  granting  to  The  United  Railways  and 
Electric  Company  of  Baltimore,  its  successors  and 
assigns,  the  right  to  construct  maintain  and  oper- 
ate tracks,  curves  and  switches,  with  the  necessary 
poles,  wires  and  overhead  construction,  as  follows: 
Single  track  curve  around  the  southeast  corner  of 
Maryland  and  North  avenues,  connecting  the  ex- 
isting northbound  track  on  Maryland  avenue  with 
the  existing  eastbound  track  on  North  avenue; 
and  to  run  on  the  aforesaid  tracks  and  connecting 
tracks,  curves  and  switches  cars  to  be  propelled 
by  electricity  supplied  by  overhead  wires,  or  by 
the  storage  system  or  by  any  improved  system 
which  may  be  approved  by  the  Mayor  and  High- 
ways Engineer. 

Section  1.  Be  it  ordained  hy  the  Mayor  ami 
City  Council  of  Baltimore  that  The  rnited 
Kailways  and  Electric  C^ompany  of  Ealtimore, 
its  successors  and  assigns,  he  and  it  is  herehy 
anthorized  and  empowered  to  lay  down,  con- 
strnct  and  maintain  tracks  and  connectin^i 
tracks,  cnrves  and  switches,  as  hereinafter  men- 
tioned, and  to  rnn  cars  and  to  operate  a  railway 
thereon  and  ahso  erect  and  maintain  the  neces- 
sary poles,  wires  and  overhead  construction  and 
appurtenances  as  may  he  necessary  and  pToper 
for  said  tracks  and  connect ino  tracks,  curves 
and  switches,  namely :  Siuj^le  track  curve 
around  the  southeast  corner  of  ]\raryland  and 
Xorth  avenues,  connectino;^  the  existing  north- 
hound  track  on  ^laryland  avenue  with  the  ex- 
intino'  eastbound  track  on  Xorth  avenue;  and 
the  said  Company  is  herehy  further  authorized 
and  empowered  to  connect  the  tracks  and  over- 
head construction  herehy  authorized  by  all  neces 
sary  appurtenances  with  the  tracks  and  over- 
head construction  already  in  existence  at  said 
locations,  and  to  make  the  necessary  modifica- 
tions of  special  work,  and  to  run  on  the  aforesaid 
tracks  cars  to  be  propelled  by  electricity  sup- 
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plied  by  overhead  wires  or  by  the  storage  system, 
or  by  any  improved  system  wliirh  may  be  ap- 
provcul  l)y  the  ^Tayor  and   Ilioliways  Eiiitineer. 

Skcttox  '2.  And  he  if  fnrflier  ordained  that 
the  said  railway  tracks  shall  be  built  and  re- 
newed from  time  to  time  under  the  supervision 
and  subject  to  the  approval  of  the  Highways 
Engineer,  and  the  rails  and  renewals  thereof 
from  time  to  time  shall  be  of  the  most  improved 
pattern  of  "nider  rails  and  of  a  similar  ii^auge 
to  tracks  now  in  use  in  said  City,  and  to  be  so 
constructed  and  laid  down  as  not  to  obstruct  or 
impede  the  free  flow  of  water  across  said  streets, 
or  down  the  .^utters  thereof. 

Secttox  3.  And  he  it  further  ordained  that 
the  said  £>rantee,  its  successors  or  assigns,  shall 
at  its  own  expense  in  layinc;'  down  or  relayimi 
down  from  time  to  time  the  railway  tracks 
hereby  authorized  on  said  streets  adjust  the  said 
tracks  to  the  ,2;rades  of  said  streets  as  the  same 
now  are  or  may  hereafter  be  established  by  law, 
and  shall  at  its  own  expense  keep  the  space 
within  each  of  said  tracks  and  for  two  feet  on 
either  side  thereof,  in  thorouii'h  repair,  and  shall 
at  its  own  expense  keep  the  same  free  from 
snow  or  other  obstructions,  but  without  ob- 
structinjo  the  other  portions  of  said  streets  on 
either  side  of  said  tracks,  and  shall  pay  to  the 
City  if  and  so  often  as  said  streets  or  any  of 
them  shall  be  p^aved  or  repaved  bv  tlu^  ^Fayor 
and  City  Council  of  Indtimore,  its  officers  ant] 
aiiiMits:,  01'  any  other  officers  oi*  agents,  dnly  au- 
thorized by  law,  the  cost  of  pavino  or  rc])avini: 
the  spaces  between  the  said  tracks  and  extend- 
inii  for  two  iVet  on  (Mth(M'  si(l(»  thereof,  of  what- 
(^'cr  nniterial  the  same  ma\'  Ik'  consli-ucted.    The 
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Fnitod  Tvailways  and  Eloctric  Company  of  Bal 
timoro  shall  also  ]^ay  to  tlio  City,  witliin  thirty 
(80)  (lays  after  written  notice  from  the  High- 
ways Engineer  of  the  amonnt  dne,  the  cost  of 
relocating,  strengthening  or  otherwise  protecting 
all  snb-snrface  structures  belonging  to  the 
Mayor  and  'City  Council  of  Baltimore  located  in 
the  street  beneath  the  space  between  the  rails  of 
said  tracks  and  for  two  feet  on  either  side  there- 
of, and  shall  also  pay  to  the  City  within  thirty 
("-]())  days  after  written  notice  from  the  High- 
ways Engineer  of  the  amonnt  due,  the  cost  of 
relocating  any  surface  structures  belonging  to 
the  City  made  necessary  by  the  construction  of 
said  tracks,  the  judgment  of  the  Highways  En- 
gineer approved  by  the  Board  of  Estimates  as  to 
the  work  necessary  to  safeguard  said  sub-surface 
structures  and  as  to  the  necessity  of  relocating 
any  surface  structures  to  be  final ;  and  the  said 
The  Fnited  Railways  and  Electric  Company  of 
Baltimore  shall  also  pay  to  the  Mayor  and  City 
Council  of  B'altimore  within  thirty  ('^)0)  days 
after  written  notice  from  the  Highways  En- 
gineer of  the  amount  due,  the  cost  of  such  addi- 
tional sewer  inlet  or  inlets  with  the  neces3ary 
connecting  pipe  or  pipes  as  in  the  judgment  of 
the  Highways  Engineer  are  required  for  the 
]jurpose  of  proper  drainage  as  the  result  of  the 
construction  of  said  tracks.  The  said  work  of 
relocating  surface  structures,  and  relocating, 
strengthening  or  otherwise  protecting  sub-sur- 
face structures,  to  be  done  concurrently  with 
the  laying  of  said  tracks  and  before  the  restora- 
•■ioii  of  the  street  paving. 

Secttox  4.  And  he  it  further  ordained  thai 
the  A  Fay  or  and  'City  Council  of  Baltimore  shall 
at  all  times  have  and  retain  the  power  and  right 
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1()  reasonably  voiiulate,  in  the  public  interest, 
the  (>x(M'('lse  of  the  riahts  herein  ^ranted  and 
ihar  the  said  riiibts  shall  be  exereised  and  en- 
joyed within  -six  ( (» )  months  after  the  ii,raHt,  as 
providcnl  by  Section  -VT  of  Article  4  of  the  Code 
of  Pnblic  Local  Laws  of  Maryland,  entitled 
'K'itv  of  Ijaltimore,"  sub-title  "(liarter.''  and 
that  the  rights  herein  i^ranted  shall  be  held,  ex- 
ercised aiul  enjoyed  for  the  period  of  twcnity- 
five  (•2^))  years  and  with  the  further  ri^ht  to 
said  grantee,  at  a  fair  revaluation,  includino  in 
such  revaluation  the  value  derived  from  said 
ri_i>ht,  to  renewals  not  exceedino-  in  tbe  aggiv- 
gate  twenty-tive  ( i^T) )  years  ;  tbat  upon  the  term- 
ination of  said  rights  herein  granted  there  shall 
he  a  fair  valuation  of  tbe  plant  and  property 
of  said  grantee,  to  be  constructed  by  virtue  of 
this  ordinance,  which  shall  be  and  become  the 
property  of  the  'City  of  Baltimore,  at  its  elec- 
tion, on  its  paying  said  Grantee  said  valuation; 
that  said  payment  is  to  be  at  a  fair  and  equita- 
ble valuation  of  the  same  as  property,  excluding 
any  value  derived  from  the  right  or  franchise 
by  this  ordinance  granted ;  the  said  revaluation 
and  valuation  hereinbefore  provided  for  to  be 
determined  upon  by  two  arbitrators,  one  to  be 
appointed  by  the  Mayor  of  the  City  of  Balti- 
more and  the  other  to  be  appointed  by  the  said 
Grantee,  its  representatives  or  assigns,  who,  in 
case  tliey  shall  be  unable  to  agree  between  them- 
selves, shall  appoint  a  third  arbitrator  and  the 
decision  of  a  majority  of  said  arbitrators  shall 
be  final  and  binding  as  to  a  revahuition  or  vain 
ation  aforesaid;  provided,  that  if  said  two  arbi- 
trators shall,  after  a  r(^aHonable  time,  fail  to 
agr(H>  n])oii  an  umpii-e,  then  tbe  Board  of  Esti 
nnites  shall  a])point  snch  umpire. 
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Section  5.  And  he  it  further  ordained  that 
the  rijii'ht  and  duty  arc  hereby  expressly  reserved 
to  the  Mayor  and  City  Council  of  Baltimore  at 
all  times  to  exercise  in  the  interest  of  the  pub- 
lic full  municipal  superintendence,  re,i>iilation 
and  control  in  respect  to  all  matters  connected 
with  the  aforesaid  ^rants  and  not  inconsistent 
with  the  terms  thereof,  and  in  the  event  of  the 
said  i>Taiitee,  its  successors  or  assigns,  refusing, 
neglecting  or  failing  to  comply  with  any  of  the 
terms  or  conditions  upon  which  the  said  fran- 
chises and  rig'hts  are  hereby  granted,  said  fran- 
chises and  rights  shall  be  and  become  wholly 
null  and  void. 

Section  6.  And  he  it  furtlier  ordained  that 
non-compliance  at  any  time  or  times  by  the  gran- 
tee, its  successors  or  assigns,  with  any  of  the 
terms  of  the  grant  hereby  made,  shall  (Operate  as 
a  forfeiture  of  the  grant  hereby  made,  which 
shall  thereupon  be  and  become  void  and  that 
nothing  short  of  an  ordinance  of  the  Mayor  and 
City  Council  of  Baltimore  shall  operate  as  a 
waiver  of  any  forfeiture  of  the  grant  hereby 
made. 

Section  7.  And  he  it  further  ordained  that 
the  compensation  to  be  paid  by  The  Ignited 
Railways  and  Electric  Company  of  Baltimore 
for  the  franchises  and  rights  hereby  granted 
shall  be  the  sum  of  one  hundred  and  seven  dol- 
lars ($107.00),  and  all  expenses  of  advertising. 

Section  8.  And  he  it  furtlier  ordained  that 
this  ordinance  shall  take  effect  fi'om  the  date 
of  its  passage. 

Approved  December  21,  1922. 

W]\i.  F.  BROENIN^G,  Mayor. 
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1^0,  78G. 

An  ordinance  granting  authority  to  the  Inspector 
of  Buildings  of  Baltimore  City  to  issue  a  permit 
authorizing  The  Bartlett  Hayward  Company  to 
construct  a  building  upon  its  property  known  as 
the  South  Plant,  adjoining  the  property  of  the  Bal- 
timore and  Ohio  Railroad  and  the  Vnited  Railways 
&  Electric  Company,  and  approximately  six  hun- 
dred feet  southeast  of  Columbia  Avenue,  in  the 
City  of  Baltimore,  and  relieving  the  said  Bartlett 
Hayward  Company  in  the  construction  of  said 
building  from  compliance  with  certain  require- 
ments of  the  Building  Code  of  Baltimore  City. 

Sectiox  1.  Be  it  ordained  hy  the  Mayor  and 
City  Council  of  Bait i more,  that  authority  ho 
and  the  same  is  hcrebv  i>rantcd  to  the  Inspector 
of  Buildiniis  of  Baltimore  City  to  issue  a  per- 
mit authorizing  The  Bartlett  Hayward  Com- 
pany to  construct  a  buildinii  u])on  its  property 
known  as  the  South  Plant,  adjoinino-  the  prop- 
erty of  the  Baltimore  &  Ohio  Bailroad  and  the 
United  Railways  &  Electric  Coinpany  and  ap- 
proximately six  hundred  feet  southeast  of  Co- 
lumbia avenue,  in  the  City  of  Baltimore. 

Section  2.  And  he  it  further  ordained,  that 
in  the  construction  of  said  buildinii  said  The 
Bartlett  Hayward  Company  is  hereby  author- 
ized and  permitted  to  construct  the  said  build 
injo'  in  accordance  with  the  en<>-ineerinu'  ])rin- 
ciples  and  formulas  hereinafter  enumerated, 
namely: 

Working  Stresses. 

Stone  Concrete — 1 :2  :4  mix. 

Concrete,  direct  bearini>-:  (iOO  lbs.  per  sq. 
inch. 

Fibre  stress  in  bending':  (j50  lbs.  ped  sq. 
inch. 
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Modulus  of  Pllasticit.v  :      IT). 
Cinder  Concrete — '1  :2  :4  mix. 
Fibre   Stress   in   bendinii:      oOO   Jbs.    ])er  si), 
inch. 

Modulus  of  elasticity  :     .30. 

Steel. 

'Compression  'Stress  in  lbs.  ])er  S(].  in.  for 
steel  columns  S— 16,000— 70  L/K.  In  no  case, 
however,  shall  the  allowable  stress  exceed  lo,000 
lbs.  per  square  inch. 

Tensile  Stress  in  beams  and  airders :  10,000 
lbs.  per  sq.  inch. 

Tensile  Stress  in  re-inforcino-  l)ars:  1(),000 
lbs. 

Compression  Stress  on  bars  in  beams:  10.- 
000  lbs.  per  sq.  inch. 

Unit  direct  shear  on  bars:  10,000  lbs.  per 
sq.  inch. 

Bond  Stress :  80  lbs.  per  sq.  inch  for  plain 
bars  in  stone  concrete. 

Bond  Stress :  40  lbs.  per  sq.  inch  for  plain 
bars  in  cinder  concrete. 

Loads. 
Live  load  for  roofs:     30  lbs.  per  sq.  ft. 
Wind  load :     20  lbs.  of  horizontal  wind  pres- 
sure for  every  square  foot  of  surface  exposed. 

Continuous  Slabs. 
M  equals  AVL  divided  by  8,  WL  divided  by 
10  and  WL  divided  by  12  for  sin_o;le.  semi-con- 
tinuous  and  continuous   members   respectiveh, 
where  W  equals  the  total  load. 

In  all  other  respects  the  construction  of  said 
buidina'  shall  be  in  accordance  with  the  provi- 
sions of  the  Building'  Code  of  Baltimore  Citv. 
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Section  o.  And  he  it  further  ordained,  tliat 
this  (mliiiaiice  shall  take  effect  from  the  date  of 
its  passai>e. 

Approved   December  L>1,   \i)'2'2. 

WM.  F.  BKOENING,  Mayor. 


Xo.  787. 

An  ordinance  granting  permission  to  Harry  Wilson 
Jones  to  extend  a  Bow  Window  two  feet  beyond 
the  line  of  the  north  side  and  also  a  Box  Window 
two  feet  beyond  the  line  of  the  south  side  of  the 
Building  he  is  now  erecting  on  the  West  side  of 
Garrison  Avenue  fifty  feet  north  of  Duval  Avenue. 

Sectiojv  1.  Be  it  ordained  by  the  Mayor  and 
(Hty  (^oit'ncil  of  BaUinwre,  that  permission  be 
and  the  sam(;  is  herebv  granted  to-  Harry  Wil- 
son fJones,  to  extend  a  Boav  Window  two  feet 
bevond  the  line  of  the  north  side  and  also  .i 
Box  WindoAv  two  feet  beyond  the  line  of  the 
south  side  of  the  Biiildin«>  he  is  now  erecting  on 
the  west  side  of  Garrison  Avenue  fifty  feet 
north  of  Duvall  Avemu',  said  extcMision  to  be 
erected  under  the  supervi;}ion  of  the  Inspector 
of  Buildings  of  Bialtiniore  i'\{\  in  accordance 
with  the  Building  Laws  of  said  City. 

Section  2.  And  he  it  further  ordwiiied,  that 
this  ordinance  shall  take  effect  from  the  date  ol 
its  passage. 

Approved  December  lM,   1<)22. 

WM.  F.  BKOEISTII^G,  Mayor. 
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No.  788. 

All  ordinance  granting  permission  to  Harwell  W. 
Thomas  to  erect  a  public  garage  on  the  south  side 
of  the  alley  parallel  with  Dalrymple  avenue  and 
near  Winfield  avenue. 

Wiicrc-as,  Ordinance  Xo.  (HMiVii,  of  15»iM, 
]jroliil)its  the  erection  of  a  public  i>aiaiie  witliiii 
oOO  feet  of  anv  clnircli ;  therefore 

Section'  1.  Be  it  ordained  by  the  Mayor  and 
('it  11  Council  of  Baltiniore,  That  pennission  be 
and  the  same  is  herebv  _<> ranted  to  Harwell  W. 
Thomas  to  erect  a  pn'blic  iiarai>'e  of  seven  com- 
partments on  the  t!outh  side  of  the  10  ft.  alley 
parallel  with  Dalrymple  avc^me  and  [K)  ft. 
southerly  therefrom  at  a  point  100  ft.  distant 
from  ^Vinti(d(l  avenue,  on  a  lot  51  feet  t)  inches 
by  4o  feet;  the  said  i>arai»e  to  be  of  brick  and 
tile,  with  composition  I'oof,  and  to  Ik;  erected 
under  the  sn]>ervision  of  the  Inspector  of  Thiild- 
iui^'s  of  Haltimore  City  in  accordance  with  the 
Biiildiuii  Laws  of  said  City,  and  especially  in 
accordance  with  {,>ro  visions  of  parai>Tapihs 
twelve  and  thirteen  of  section  47  of  ordinance 
Xo.  155  approved  July  (Uh,  1U08  and  all 
amendments  thereof. 

Si:("ii<).\  -2.  And  he  il  j  iii  i/irr  (nyhil}i<'d,  llial 
thiy  ordinance  shall  take  etfect  from  the  (hite  of 
its  passai>e. 

Approved  Jlecember  21,  1922. 

W^i.  F.  BR0E:XIATG,  Mayor. 
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Xo.  789. 


An  ordinance  to  condemn  and  close  a  portion  of 
Lovegrove  Alley,  from  Biddle  Street  to  a  ten  foot 
alley  parallel  to  Biddle  Street  and  one  hundred 
and  six  feet  and  four  and  one-half  inches  to  the 
South  thereof  between  Biddle  and  Chase  Streets,  in 
accordance  with  a  Plat  thereof  filed  in  the  Office 
of  the  Commissioners  for  Opening  Streets  on  the 
7th  day  of  July,  1922,  and  now  on  file  in  said 
office. 

Section  1.  Be  it  ordmned  by  the  Mayor  and, 
Ciijl  Council  of  Baltimore,  that  the  Commis- 
sioners for  ()peiiiiii>'  Streets  be,  and  th(\v  are 
lierebv  authorized  and  directed  to  condemn  and 
(dose  a  poTtion  of  Lovegrove  Alley  from  Biddle 
Street  to  a  ten  foot  alley  parallel  to  Biddle 
Street  and  1()()  feet  and  -l-V-  inches  to  the  South 
thereof  between  Biddle  and  Chase  Streets  from 
its  Avidth  as  laid  out  of  twenty  feet  to  a  pro- 
])osed  Vv^idth  of  seventeen  and  three-cpiarters 
feet,  more  or  less,  the  land  hereby  directed  to  be 
condemned  beinii'  described  as  follows: 

Be|oinnini>  for  the  same  on  the  south  side  of 
Biddle  Street  at  a  distance  of  184  feet  3  inches 
easterly  from  the  southeast  corner  of  (^harles 
and  Biddle  Streets,  said  place  of  beii inning 
being  at  the  southwest  corner  of  liiddle  Street 
and  Lovegrove  Alley,  and  running  thence  east- 
erly, binding  on  the  south  side  of  liiddk'  Street, 
2  feet  3  inches;  thence  soutlu^i-ly  paralk^l  with 
Charles  Street,  lOG  feet  41/2  inches  to  the  north 
side  of  an  alley  ten  feet  widc^  there  situate ; 
thence  westerly,  binding  on  the  north  side  of 
said  alley,  2  feet  3  inches  to  the  west  side  of 
Lovegrove  Alley  and  thcMice  n()rth(>rly,  liinding 
on  the  west  side  of  Lovegrove  Alley  and  parallel 
with  Charles  Street,  1()()  feet  41/)  inches  to  the 
place  of  beginning. 
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Tlio  said  alley  as  directed  to  be  coiideiiuied 
bc^iiiii"  delineated  and  particnlarly  shown  on  a 
plat  wliieli  was  tiled  in  the  oIKee  of  the  ('oni- 
niissionen;  for  Opening'  Streets  on  the  Tth  dav 
of  July,  1922,  and  is  now  on  file  in  said  office. 

Skctio^s^  3.  And  he  it  further  ordained,  That 
the  pro'ceedino's  of  said  Coniniissioner?  foi' 
()])eninii  Streets,  with  reference  to  the  condem- 
nation and  clo'sinii'  of  said  part  of  Lovei»i'ov^ 
All(\v,  and  the  proceed iniis  and  rights  of  ali 
parties  interested  or  affected  thereby,  shall  be 
rcii'iilated  by  and  he  in  accordance  with  all  such 
provisions  of  Artich^  Fonr  of  the  Public  Local 
Laws  of  ^Liryland  as  enacted  by  Chapter  128 
of  the  Acts  of  the  General  Assembly  of  Mary- 
land of  the  \-ear  189S  (conunonly  known  as  the 
Xew  ( 'barter  of  Baltimore  City)  as  may  ])e 
a))plical>le  thereto,  as  well  as  all  the  amend- 
ments thereof,  and  also  in  accordance  with  an\ 
and  all  ordinances  of  the  Mayor  and  V'lty  Coun- 
cil of  Laltimore.  now  in  force  and  applicable 
thereto. 

Approved  December  21,   1922. 

WM.  F.  BROE]Sri:N'G,  Mayor. 
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No.  790. 

An  ordinance  entitled  "Tlie  Ordinance  of  Estimates  for  the  Year 

1923." 

Siario.N  1.  Be  it  ordained  bij  tlie  Mayor  and  Cltij  Council 
of  Baltimore,  That  tlie  followinii-  ainoiuits  arc  hereby  appro- 
priated for  the  ''Departmental  Estimates,"  ''Estimates  for 
Xew  Improvements"  and  ''Estimates  for  Annnal  Appropria- 
tions" of  the  Mayor  and  City  Conncil  of  Baltimore  for  the 
year  1923,  as  per  budget  of  the  Board  of  Estimates  hereunto 
annexed  and  made  a  part  hereof : 

LIST  ^0.  1. 

''  D'Kl'Airr.M  KNTAT-     EsTI  MATKS." 

APPEAL  TAX  COl  K T. 

Salaries  (1.261a)    $150,100.00 

Expenses  (1.261b)    20,575.00 

$170,675.00 

BALTIMOKE  CITY  JAIL. 

Salaries  (G.41a)    $46,880.00 

Expenses    (6.41b) 60,000.00 

$106,880.00 

BOARD  OF  FIRE  COMMISSIONERS. 

Salaries   (2.21a)    $1,705,815.00 

Expenses: 

Equipment  and  Repairs   (2.21b2) $75,500.00 

Hose  (2.21b3)    25,000.00 

Fuel  and  Light  (2.21b4) 46,800.00 

Fire  Alarm  Telegraph  System  (2.21br>) 30.000.00 

Pumping  Station,  Fuel  and  Oils  (2.21b6) .  .     65.000.00 

Fireboats,  Fuel  and  Oils   (2.21b7) 25,000.00 

Pipe  Line  System  Repairs  (2.21b8) 4,000.00 

Miscellaneous  Expenses  (2.21b9) 71,500.00 
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Overhead  and  Underground  Wires  (2.21e) .  15,000.00 

Code  of  Fire  Alarm  Signals  (2.214) 4,000.00 

Pumping  Engines,  Chasses,  Runabouts,  etc. 

(2.21o) 25,000.00 

Contingent  Fund  (2.215) 5,000.00 

Pumping  Station  Repairs   (2.216) 5,000.00 

Fireboat  Repairs  (2.217) 6,000.00 

Municipal   Heating   Line   Repairs    (subject 
to     approvel     of     Board    of     Estimates) 

(2J21S) 7,500.00 

410,300.00 

Total  Salaries  and  Expenses .$2,116,115.00 

BOARD  OF  PARK  COMMISSIONERS. 

Office  Salaries   (8.11a) $11,100.00 

Parks  and  Squares  Salaries  (8.12a) 454,024.82 

Office  Expenses  (8.11b) 2,325.00 

Parks  and  Squares  Expenses  (8.12b) 308,600.00 

Engineering  Salaries  (8.11a) 5,000.00 

Engineering  Expenses   (8.14b) 5,500.00 

Salaries  Pools  and  Showers   (8.15a) 18,000.00 

Expenses  Pools  and  Showers  (8.15b) 14,500.00 

Forestry  Division   (8.18a) 20,000.00 

Public  Athletic  League,  Children's  Playground  Associa- 
tion   (8.18)    50,000.00 

Interest  and  Sinking  Funds   (8.132) 153,800.00 

$1,042,849.82 
BOARD  OF  POLICE   EXAMINERS. 

Salaries  (2.12a)    $5,400.00 

Expenses  (2.12b)   2,607.00 

Total  Salaries  and  Expenses $8,007.00 

BOARD   OF   SCHOOL   COMMISSIONERS. 

Salaries: 

General  Administration   (7.11a) $19,150.00 

Administrative  (7.11al)    111,100.00 

Day  Schools  (7.112a) 4,617,225.80 

Vocational  Schools  (7.113a) 35,000.00 

Night  Schools  (7.114a)    79,010.00 

Employment  of  additional  teachers  neces- 
sary for  extension  work  and  the  in- 
crease  in   salaries   of  teachers   in   the 


2G2  OKT)INAT^CES. 

employ  of  the  Board  of   School  Com- 
missioners prior  to  December  31,  1922 

ClHla) 500,000.00 

$5,361,485.80 

Expenses: 

General  Administration    (7.111b) $3,200.00 

Stationery      and      Classroom      Supplies 

(7jl2b) 100,000.00 

Free    Text   Books   and  Materials   of    In- 
struction   (7.112c)    130,000.00 

Field  Days,  White  and  Colored  (7.112e) .  1,000.00 

Athletic  Supplies    (7.112el) 2,500.00 

Supplies  for  High   Schools    (7.112f) 30,000.00 

Commencements  and  Class  Days   (7.112g)  2,500.00 

Advertising  (7.1121i)    800.00 

Cooking  Supplies    (7.112i) 7,500.00 

Manual  Training  Supplies   (7.112J) 10,000.00 

School  and  Home  Gardens  (7.112k) 7,500.00 

Vocational  Schools   (7.113b) 16,000.00 

Night  Schools  (7.1Uf) 6,600.00 

Summer  Schools  (7.115) 20,000.00 

Parental    Schools    (7.116) 28,500.00 

Supply  Warehouse   (7.118) 5,400.00 

Wages    of    Employees,    Engineers,    etc. 

(7  J21) 360,000.00 

Janitor's*  Supplies,  etc   (7.122) 42,500.00 

Fuel  (7.123)    173,100.00 

Repairs  and  Replacement  of  Equipment 

(7J31) 125,000.00 

Miscellaneous    Expenses    (7.142) 66,500.00 

Rent    (7.144)    25,000.00 

Equipping  Schools   (7.145) 145,200.00 

Emergency  Fund  (to  be  expended  only 
upon  written  order  of  the  Board  of  Es- 
timates)   (7.157)    50,000.00 

Tuition  Charges  for  City  Pupils  Attend- 
ing County  Schools   (7.146) 10,000.00 

^  . . 1,368,800.00 

Total  Salaries  and  Expenses $6,730,285.80 

lUKEAU  OF  DRAFTING. 

(Under  direction  of  Board  of  Estimates.) 

Salaries    (1.6i)a)    $106,840.00 

Expenses   (1.6t)b)    4,500.00 

$111,340.00 
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BlKEAl    OF  MINOK  PRIVILECiES. 

(Under  Direction  of  Board  of  Estimates.) 

Salaries  (l.GSa)    $9,500.00 

Expenses    (1.6SI))    3,575.00 

i?13,075.00 
CHIEF   EXCxIXEEK. 

Salaries  (1.224a)    $9,300.00 

Expenses   ( 1.2241))    2,000.00 

$11,300.00 

CITY   COLLECTOR. 

Salaries    (1.271a)    $114,772.00 

Expenses   (1.27H)) 13,070.00 

$127,842.00 

CITY  LIBRARIAN. 

Salaries    (1.298a)    $9,150.00 

Expenses   (1.298J))    49,850.00 

$59,000.00 

CITY   PURCHASE  G   AGENT. 

(Under  Direction  of  Board  of  Awards.) 

Salaries  (1.67a)    $6,500.00 

Expenses  (1.671))   1,000.00 

$7,500.00 
CITY   REGISTER. 

Salaries  (1.25a)    $15,700.00 

Advertising  Laws   (1.25e)    $1,000.00 

Commissioners       of      Finance       Expenses 

(1.223) 6.000.00 

Enoch  Pratt  Free  Library  Fund  (Deficiency 
in  Income)    (7.22) 2,761.74 

City  Register's  Expense  (1.251)) 4,000.00 

Interest  on  Stock  Debt  (also  certain 
Water  Loans  interest  is  under  '"Water- 
works," and  certain  Park  Loans  interest 

is  under  "Parks")   (10.10) 4,600,945.50 

4,614,707.24 

Total   Salaries  and  Expenses $4,630,407.24 
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CITY   SEKVICE   COMMISSION. 

Salaries  (1.22a)  $12,620.00 

Expenses  (1.22b) 5,000.00 


$17,620.00 
CITY  SURVEYOR, 

Salaries  (5.12a)    $13,600.00 

Expenses   (5.12h)    332.00 


$13,932.00 


COLLEC  TOR  OF  WATER  RENTS  AND  LK^ENSES. 

Salaries   (1.272a)    $49,208.40 

Expenses   (1.272b)    9,300.00 

Interest  on  Water  Loans  (t).l»l) 198,440.00 

Sinking  Fund  on  Water  Loan  1943  (9.1{)2) 27,000.00 

Licenses   (1.272c)    4,000.00 


$287,948.40 


(  OMjMISSIONERS  for  opening  STREETS. 

Salaries  (r).:{2a)    $14,880.00 

Expenses  (5.32b)   1,500.00 


$16,380.00 


COMMISSIONER  OF  HEALTH. 

Salaries: 

Office  (3.11a)   $17,100.00 

Bureau  of  Vital  Statistics   (3.1  la5) 12,000.00 

Bureau   of  Sanitation    (3.11a3) 54,750.00 

Bureau       of      Communicable       Diseases 

(3.219a) 88,120.00 

Bureau  of  Bacteriology   (3.1  la8) 24,600.00 

Bureau  of  Chemistry  and  Food  (3.11a7) .  48,500.00 

Bureau  of  Nurses   (3.211a) 164,350.00 

Bureau  of  Child  Welfare  (3.11a2) 30,870.00 

Sydenham  Hospital    (3.212a) 23,510.00 

Extension  of  Health  p]ducation  and  Phy- 
sical Training  in  Public  Schools  (3.35a)  18,700.00 


$482,500.00 


Expenses: 

Disinfectants    (3.213)    $5,000.00 

Antitoxin   (3.211)    8,500.00 

Vaccine  Virus  (3.215)    3,000.00 

Prevention  of  Infectious  Diseases  (3.21(;)  10,350.00 
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Nursing  Division  (3.217)    4,000.00 

Tuberculosis  Dispensary   (3.211b) 5,500.00 

Morgue  and  City  Burials  (3.111)1) 2,500.00 

Dairy  Farm  Inspection  of  Milk  (3.111)2).  4,360.00 

Chemical  Laboratory  (3.1 11)3) 2,700.00 

Bacteriological  Laboratory  (3.111)4)    7,500.00 

Livery  and  Transportation  (3.111)5) 7,500.00 

Incidentals  (3.111)6)    3,650.00 

Care  of  City  Patients,  etc.   (3.218) 750.00 

Postage    (3.111)8)    3,000.00 

Maintenance  of  Automobiles    (3.111)0)...  19,000.00 

Abatement  of  Nuisances  (3.11c) 6,000.00 

Vital    Statistics    (3.111)7) 3,000.00 

Bureau  for  the  Prevention  of  Infant  Mor- 
tality (3.111)10)    10,000.00 

Dental  Clinics  (3.32) 5,000.00 

Expenses  to  Conventions  (to  be  expended 

only     with     the     endorsement    of    the 

Mayor  or  Board  of  Estimates   (3.33) .  .  500.00 

Index  to  Birth  and  Death  Records  (3.34)  800.00 

Extension     of     Health     Education     and 

Physical    Training    in    Public    Schools 

(3.351)) 1,300.00 

Contingent  Fund,  subject  to  the  approval 

of  the  Board  of  Estimates  (3.36) 10,000.00 

Sydenham  Hospital  Expenses    (3.2121)) .  .  27,500.00 

151,410.00 


Total  Salaries  and  Expenses $633,910.00 

COMMISSIONER   OF   STREET  CLEANING. 

Salaries   (4.211a)    $18,150.00 

Incidental  Expenses  (4.212) 10,620.00 

Street  Carts  and  Men  (4.213) 202,500.00 

Sweepers  and  Scrapers  (4.214) 380,000.00 

Foremen  (4.215)    42,000.00 

Sweeping  Machines  and  Sprinklers   (4.216) 21,000.00 

Removal  of  Garbage  (4.222) 155,000.00 

Collection  of  Garbage  and  Ashes  (4.221) 629,838.00 

Tools  and  Repairs  (4.217) 18,000.00 

Emergency  Fund  (to  be  expended  by  permission  of  the 
Mayor  upon   request  of  the  Commissioner  of  Street 

Cleaning  for  removal  of  snow,  ice,  etc.)   (4.23) 25,000.00 

Removal  and  Final  Disposition  of  Waste  (4.223) 30,000.00 

Market  Cleaners    (9.221) 20,000.00 


26G  ORDINANCKS. 

Extermination  of  Rats,   Flies   and  Mosquitoes,   subject 

to  approval  of  Board  of  Estimates)    (S.231) 25,000.00 

Total  Salaries  iind  Expenses $1,577,108.00 

COMPTROLLER. 

Harbor  Master: 

Salaries  (J).421a)  $16,630.24 

Expenses  (9.4211))   1,500.00 

— $18,130.24 

Inspectors  of  Weights  and  Measures: 

Salaries    (2.32a)    $14,200.00 

Expenses  (2.32b)   1,500.00 

15,700.00 

Public  Comfort  Stations  in  Markets: 

Salaries   (4.321a)    $11,440.00 

Expenses   (4.321b)    5,575.00 

17,015.00 

Superintendent  of  Markets: 

Salaries  (9.211a)  $21,883.00 

Expenses   (9.211b)    6,266.00 

28,149.00 

Broadway  Pier: 

Salaries    (8.31a)    $10,956.00 

Expenses  (8.31b)   3,000.00 

13,956.00 

Office  salaries  (1.23a) $24,600.00 

Office  Expenses  (1.23b) 2,500.00 

Contingent   Fund    (subject   to    approval   of 

Board  of  Estimates)    (1.23c) 1,500.00 

. 28,600.00 

Total  Salaries  and  Expenses,  Comptroller $121,550.24 

COURTS. 

People's  Court: 

Salaries  (1.321a)  $54,800.00 

Expenses   (1.321b)    5,300.00 

$60,100.00 

Juvenile  Court: 

Salaries   (1.332a)    $14,600.00 

Expenses   (1.332b) 1,150.00 

15,750.00 

Orphans'  Court: 

Salaries   (1.331a)    $14,398.00 

Expenses  (1.331b)    50.00 

14,448.00 
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Supreme  Bench: 

Salaries    (l.'Ulji)    $5,500.00 

Court    Bailiffs    and    Stenographers,    etc. 

(1.3Ga) 84,290.00 

Expenses    (1.341b)     1,320.00 

Medical  Services  (1.341bl) 2,666.66 

Probation  Oflicers   (1.322a) 12,500.00 

106,276.66 

Trust  Department  (1.34c)    425.00 

Magistrates'  Salaries  (1.311a)    25,500.00 

=!=Baltimore  City  Court  Expenses  (1.342) 20,000.00 

^Circuit  Court  Expenses    (1.343) 300.00 

*Court  of  Common  Pleas  Expenses  (1.344) 7,000.00 

*Criminal  Court  Expenses 110,000.00 

*Superior  Court  Expenses 8,520.00 

*(Eor  payment  to  Grand  Jurors  and  Petit  Jurors  and 
for  the  payment  of  such  fees  and  expenses  of  the 
Clerks  of  the  Courts,  State's  Attorney,  and  the 
Sheriff  as  are  properly  payable  by  the  City.) 


Total,    Courts    $368,319.66 

DEPARTMENT   OF   LEGISLATIVE   REFERENCE. 

Salaries  (1.296a)    $5,800.00 

Expenses  (1.2J)()I))   700.00 


$6,500.00 

DIARY  CITY  COUNCIL. 

Salaries   (1.11a)    $46,995.48 

Expenses   (1.111))    8,000.00 


$54,995.48 


ELECTRICAL   COMMISSION. 

Salaries    (9.312a)    $26,356.00 

Expenses   (9,312b)    , 10,000.00 


$36,356.00 


FREE  PUBLIC   BATH   COMMISSION. 

Salaries    (4.31a)    $64,522.00 

Expenses   (4.31b)    26,553.50 

$91,075.50 
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irAKBOR  BOARD. 

Salaries: 

Office    (r>.81al )     $12,220.00 

Municipal  Boats  (5.81ii2)    31,800.00 

Repairs  to  Wharves  (J).411a)    2,100.00 

Drawbridges  (5,l*21a)    9,200.00 

$55,320.00 

Expenses: 

Incidentals    (5.81  bl)    $1,500.00 

Surveys   (0.811)2)    6,380.00 

Dredging  (5.81  b3)    85,000.00 

Municipal  Boats    (5.811)4) 67,500.00 

Excursions  (5.82)    2,700.00 

Repairs  to  Wharves  (9.412) 20,000.00 

Drawbridges    (5.4211))    13,500.00 

Emergency  Fund  (to  be  expended  only 
upon  written  order  of  Board  of  Esti- 
mates)   (5.81b6)    7,500.00 

Ferry  Maintenance  (9.511b)    40,000.00 

244,080.00 

Total  Salaries  and  Expenses $299,400.00 

HIGHWAYS  ENGINEER. 

Salaries: 

Office  and  Stores   (5.11al) $40,370.00 

Highways   Division    (5.11a2)    44,400.00 

Bridge       and       Improvement       Division 

(5.11a3) 35,650.00 

Sewer  Division    (4.113a) 37,650.00 

Sewerage  Disposal  Works  (4.115a) 24,590.00 

Sewerage  Pumping   Station    (4.112a) 32,580.00 

Inspection  Division   (5.11a4) 23,600.00 

$238,840.00 

Expenses: 

Repairing  Roads  and  Streets   (5.21) $1,305,000.00 

Replacing  Streets  about  Markets  (9.2321)  29,500.00 

Replacing  Worn-out  Paving  (5.211) 150,000.00 

Surfacing  with  Cinders,  etc.    (5.212) 55,000.00 

Paving  Public  Alleys  to  Relieve  Insani- 
tary Conditions   (5.215)    30,000.00 

Maintenance    of    Bridges    and    Culverts 

(5.411) 120,000.00 

Maintenance   of   Municipal    Harbor    Belt 

Railroad  (5.412)    3,000.00 

Maintenance  Storm  Water  System  (4.117)  175,000.00 

Cleaning  Drains  and  Inlets  (4.141) 55,000.00 
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Maintenance    and    Operation    of    Sewage 

Pumping  Station  (4.1141))    76,000.00 

Maintenance    and    Operation    of    Sewage 

Disposal  Works  (4.115b) 89,600.00 

Maintenance  of  Storage  Yards  (5.2121)) .  7,000.00 

Exchange  and  Maintenance  of  Autos  and 

Trucks  (5.11e)    35,000.00 

Contingencies  (5.11e)    17,200.00 

Emergency  Fund  (to  be  expended  only 
upon  written  order  of  Board  of  Esti- 
mates)   (5.612)    10,000.00 

2,157,300.00 

Total  Salaries  and  Expenses $2,396,140.00 

INSPECTOR   OF   BU1LDIN(;S. 

Salaries   (2.31a)    $125,700.00 

Incidentals  (2.311))    $750.00 

Transportation  (2.31c)    11,000.00 

Repairs,  City  Hall  (1.523) 7,000.00 

Repairs,  Health  Department  (1.524) 3,500.00 

Repairs,  City  Hall  Annexes  (1.525) 1,000.00 

Repairs,  Court  House  (1.526) 10,000.00 

Contingencies     (subject    to    approval    of 

Board  of  Estimates)    (1.527) 25,000.00 

Repairs,  Police  Stations  (2.131) 10,000.00 

Repairs,  Fire  Department   (2.221) 25,000.00 

Emptying  Cesspools  (4.121)    1,000.00 

Repairs,     Street     Cleaning     Department 

Stables  (4.241)    12,500.00 

Repairs,  Bay  View  (6.21) 25,000.00 

Repairs,  City  Jail  (6.52) 10,000.00 

Repairs  to  Markets  (9.232) 25,000.00 

Repairs,  People's  Court  (1.528) 1,000.00 

Repairing    Schools    and    Grading    Yards 

(7.133)    250,000.00 

Repairs  to   Power  and   Heating  System, 

Bay  View  (6.22) 5,000.00 

422,750.00 


$548,450.00 
LAW  DEPARTMENT. 

Salaries  (1.281a)    $45,600.00 

General  Expenses  (1.281b) 7,500.00 

Judgments  and  Suits    (1.281c) 30,000.00 
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For  adjustment  of  special  claims  (to  be  expended  only 

upon  written  order  of  the  Board  of  Estimates)  (1.281d)         25,000.00 


$108,100.00 


MAYOKALTY. 

Salaries  (1.21a)  $13,900.00 

Expenses   (1.211))    10,000.00 

$23,900.00 
MISCELLANEOUS    GENERAL    EXPENDITURES. 

Enoch  Pratt  Free  Library   (7.21) $279,000.00 

Contingent  Fund  (Board  of  Estimates)    (1.66) 150,000.00 

Coroners    (1.35a)    9,000.00 

Municipal  Band   (8.32)    13,000.00 

Baltimore  Symphony  Orchestra   (8.35) 12,000.00 

Advertising,  Printing  and  PreparaUon  of  Ordinance  of 

Estimates    (1.221)     4,000.00 

Transportation  to  House  of  Correction   (6.71) 600.00 

Care  of  Habitual  Drunkards  (6.72) 300.00 

Special  Medical  Examinations   (6.30) 600.00 

Municipal    Telephones    (1.64) 30,000.00 

Audit  of  City  Accounts    (1.241) 13,000.00 

Supervisor  of  Assessments  (1.262a) 3,200.00 

Advertising  Advantages   of  the  Port  of  Baltimore    (to 
be   expended   only   upon   written   order   of  Board  of 

Estimates)    (1.73)     25,000.00 

Ground  Rent  on  City  Property   (1.63) 43,000.00 

Payment  to  the  Treasurer  of  Baltimore  County  as  per 

Chapter  82,  Acts  of  1918   (1.77) 93,000.00 

Payment  to  Anne  Arundel  County  as  per  Chapter  82, 

Acts  of  1918   (1.78) 20,000.00 

Judgment  in  favor  of  Sam  W.  Pattison,  Clerk  of  Crim- 
inal Court  (1.80)    30,379.73 

Amount    due    Wm.    F.    Broening    as    State's    Attorney 

(1.801) 4,618.62 

Public  Athletic  League,  Children's  Playground  Associa- 
tion   (8.33)    18,542.78 

Board  of  Estimates'  Chauffeur's  Salary  (1.221a) 1,200.00 

Collection  of  Stray  Dogs   (1.79) 16,000.00 

Insurance  on  City  Property   (1.62) 25,000.00 

Maryland  Academy  of  Sciences   (7.32) 1,000.00 

Electric  Lighting  for  Bar  Library  (1.2831) 550.00 

Claim  Consolidated  Engineering  Co.   (5.35) 112,285.90 

Purchase  Property— Harris  Creek   (4.242) 25,000.00 

Rental  of  Additional  Space  for  Departments  Quartered 

in  the  Court  House  (1.52) 10,000.00 
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District  Yards   (1.671)    30,000.00 

Ambulances   (subject  to  approval  Board  of  Estimates) 

(1.82) 15,000.00 

Purchase  of   ground  for   additional  dumping  space  or 

to  otherwise  provide  for  the  disposal  of  waste  (4.213)  25,000.00 

Additional  Space  for  Courts  and  Departments  (1.322).  .  10,000.00 

$1,020,277.03 

MUNICIPAL  JOrR>  AL. 

Salaries    (1.295a)    $5,820.00 

Expenses   (1.21)51))    10,300.00 

$16,120.00 
3irMCIPAL   LABORATORY. 

Salaries    (l.Sla)    $14,350.00 

Expenses    (1.81b) 4,510.00 

$18,860.00 
PAVING  C03I3I1SSION. 

Fifty-fifty  Paving    (5.216)    $50,000.00 

POLICE  DEPART3IENT 

Salaries    (2.11a)    $2,724,618.02 

Expenses    (2.11b)     217,579.06 

$2,942,197.08 

SUPERINTENDENT  OF  LAMPS  AM)  LIGHTING. 

Salaries    (5.71a)    $38,300.00 

Incidentals    (5.71b)    275.00 

Gas  Lighting  and  IMaintenance   (5.71c) 416,364.62 

Electric  Lighting  and  Maintenance   (5.71d) 738,212.02 

$1,193,151.64 

SITERINTENDENT   OF  PUBLIC  BUILDINGS. 

City  Hall  Salaries    (1.51a) $31,040.00 

City  Hall  Annex  Salaries   (1.511a) 11,550.00 

Court  House  Salaries   (1.512a) 48,210.00 

People's  Court  Salaries   (1.513a) 4,400.00 

$95,200.00 

Expenses: 

City  Hall   (1.51b)    $8,742.00 

City  Hall  Annex   (1.511b) 10.431.36 
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Court  House    (1.5121))    8,285.00 

People's  Court  (1.5131))   3,232.00 

30,690.36 

Total  Salaries  and  Expenses $125,890.36 

SUPEKVISOKS  OF   (  ITY   (^IIAUITIES. 

Salaries : 

Office    (0.112a)    $12,400.00 

Bay   View    ((J.KJa)    169,900.00 

$182,300.00 

Expenses: 

Office    ((>.112b)     $1,800.00 

General: 

Care  of  Insane   ((>.14) 275,000.00 

City  Patients  in  Hospitals  (O.IJJ) 150,000.00 

Destitute      and      Neglected      Children 

(0.124) 75,000.00 

Dispensary   Service    (0.121) 19,000.00 

Temporary     Care     of    Homeless     Men 

(0.123) 2,000.00 

Maryland     Workshop     for     the     Blind 

(0.15) 8,000.00 

Transportation  of  the  Poor  (0.122) 1,500.00 

Reformatories    (0.18)    148,000.00 

Bay  View: 

Provisions   (O.lObl)    125,000.00 

Fuel    and    Light    (0.101)2) 80,000.00 

Clothing  and  Bedding  (0.101)3) 20,000.00 

Drugs  and  Hospital   Supplies    (0.101)1)  17,500.00 

Horses  and  Cows   (0.101)5) 3,000.00 

General   Expense,    Minor    Repairs   and 

Miscellaneous    (0.101)7)    40,000.00 

Laboratory  Supplies   (O.lObO)    1,000.00 

966,800.00 

Total   Salaries  and  Expenses $1,149,100.00 

SUrKRVISORS  OF  ELECTIONS. 

Salaries   (1.41a)    $39,521.90 

Expenses    (1.41b)    17,500.00 

Primary  Election,   Spring   (1.41c) 76,080.00 

Registration,  Spring   (1.41d)    55,340.00 

Election,  Spring    (1.41o)    76,180.00 

Primary  Election,  Pall   (1.41f)    75,080.00 
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Registration,  Fall   (l.tlg")    77,760.00 

Election,  Fall   ( I.41li)    75,180.00 

$492,641.90 
TOlMKatAPllUAL    SIKVKY    (OMMISSIOIN. 

Salaries    (1.2})7a)    $49,940.00 

Expenses   (1.297b)    10,815.00 


$60,755.00 
WATER  EJNCaJNEEK. 

Salaries : 

Executive  Division  ({Mlal)    $16,300.00 

Engineering    and    Construction    Division 

({).lla2) 63,420.00 

Auditing  Division   (JMlaS)    16,800.00 

Mechanical   Division   (0.l'la4)    44,220.00 

Filtration  Division  (JKllaJ))    33,305.00 

Private  Water  Companies  taken  over  by 
the  City  for  operation  January  1,  1923 

(O.llaS) 10,000.00 

$184,045.00 

Expenses: 

Repairs  to  Pumping  Stations    (9.111)12).  $10,000.00 

Labor    (9.111)11)     317,000.00 

Fuel  and  Power   (9.11b2) 219,609.00 

Pipes,  Fittings  and  Castings   (9.11b3) . . .  110,787.00 

Chemicals    (9.11b4)    145,260.00 

Brick,  Sand,  Gravel,  etc  (9.11bl0) 7,500.00 

Lumber,  Rope,  Oils  and  Waste  (9.11b5) .  15,764.00 
Tools,      Machinery      and      Instruments 

(9.11b6) 12,000.00 

Miscellaneous   (9.11b7)    105,719.00 

Fire  Hydrant  Rental,  N.  A.   (9.11b8) 10,000.00 

New  Auto  Trucks  (9.11bl3) 5,000.00 

Emergency  Fund  (subject  to  approval  of 

Board   of   Estimates)    (9.11b9) 2,500.00 

Private    Water    Companies    acquired    by 

the  City  and  taken  over  for  operation 

January  1,  1923  (9.11bl4) 175,000.00 

1.136,139.00 

Total  Salaries  and  Expenses $1,320,184.00 

SUMMARY  LIST  NO  1. 

Salaries $12,922,351.66 

Expenses.  .  . , 17,203,787.49 


$30,126,139.15 
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LIST  NO.  2. 
''Estimates  for  New  Improvements." 

BOARD   OF   SCHOOL   C03IM1SS10IVEKS. 

Portable  Schools  and  Furniture  for  same  ($291.49  to 
be  taken  from  School  House  1942  Loan,  and  $24,- 
708  51  to  be  taken  from  School  House  1961  Loan) 
17.169) ^''''''■'' 

BOAKD    OF   PARK   COMMISSIONERS. 

.     iiiiri\  $165,900.00 

General  Improvements   (s.ia)    '^ 

BOARD  OF  FIRE  COMMISSIONERS. 

Fire  Alarm  Headquarters    (2.21f) ifoloOOO 

Equipping  New  Companies   (2.219) i/onn'no 

Registers,  Take  up  Reels,  Relays,  etc ^^'^^" 

$161,900.00 

COMMISSIONER  OF  HEALTH. 

..     1  •         /QQi\  $8,000.00 

Purchase  of  New  Machines  (d.*51) 

Equipping    New    Hospital   for    Communicable   Diseases         ^^^^^^^^ 

^^'^^^*/o  oii; is'.ioo.oo 

Morgue  (3.30)    

$61,100.00 
ELECTRICAL  COMMISSION. 

(From  Conduit  Serial  1918-1942  Loan.) 

m'iiQ^  ...  $9,722.68 

Material  and  Supplies   {y,6l6) 

INSPECTOR   OF   BUILDINGS. 

Additional  Facilities  at  Pratt  Street  Stable  (4.242) ....  $15,000-00 

Improvements  at  Bay  View   (6.23) ..  .^^^ '       -^^ 

Improvements  to  Police  Stations   (^'^^f]  — '       ^^ 

Comfort  Station  in  Lafayette  Market   (4.33) 3-000.00 

improvements,  City  Jail   (6.53) ...  ..  •  •  •  • ^ 

Comfort  Station,  Broadway  Market  (4.J^0) ^^^^j^^^ 

$35,000.00 

PAVING  COMMISSION. 

(To  be  taken  from  Special  Paving  Tax.) 

,rQ1l^  $100,000.00 

Improved  Paving   (5.dl4)    
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POKT   DEVELOPMENT    C()3I3IISS1()>. 

(To  be  taken  from  Harbor  Serial  1922-1961  Loan.) 

Administrative  Salaries    (oOa)    $12,000.00 

Administrative  Expenses    (59b)    25,000.00 

Harbor  Improvements   (50) 4,988,000.00 


$5,025,000.00 
PUBLIC   DIPKOVEMENT    (  OHMISSION. 

(To  be  taken  from  Second  School  Serial  1924-1948  Loan.) 
Schools    (71)    $4,000,000.00 

WATER  ENGINEER. 

Work  in  Advance  of  Improved  Paving  (0.13) $75,000. .00 

Filter  Sand   (9.121)    5,000.00 

Electric  Freight  Elevator   (9.11) 2,600.00 

Equipment  for  Machine  Shops  (9.15) 10,000.00 

Improvements  account  private  Water  Companies  ac- 
quired by  the  City  and  taken  over  for  operation  Jan- 
uary 1,  1923   (9.16) 10,000.00 


$102,600.00 
Total  List  No.  2 $9,686^22.68 

LIST  :n"o.  3. 
''Estimates  for  Axxual  Appropriations. '^ 
3IISCELLANE01S  ANNUAL  APPROPRIATIONS. 

SINKING  FUNDS    (10.20). 

General  Sinking  Fund  (.01%) $101,876.29 

Annex  Improvement  1951  Loan  (Ord.  No.  662,  1911) 29,500.00 

Annex  Improvement  1954  Loan  (Ord.  No.  216,  1905) 17,500.00 

Annex  Serial  1918-1947  Loan  (Ord.  No.  179,  1916) 43,000.00 

Burnt  District  1954  Loan  (Ord.  No.  71,  1904)    (.02) 116,430.04 

Burnt  District  Improvement  1960  Loan    (Ord.  No.  391, 

1909) 7,600.00 

Conduit  1928  Loan  (Ord.  No.  87.  1902)    (.01) 58,215.02 

Conduit  1958  Loan  (Ord.  No.  142,  1908) 7,600.00 

Conduit  1962  Loan  (Ord.  No.  162,  1912) 15,200.00 

Conduit  Serial  1918-1942  Loan  (Ord.  No.  178,  1916) 29,000.00 

Dock  Improvement  1961  Loan  (Ord.  No.  557,  1910> 15,200.00 

Four  Million  1945  Loan  (Ord.  No.  137,  1894)    (.OOV2) .  . .  29,107.51 


27^)  ()K'I)INAX('i:S. 

Funding  1936  Loan  (Orel.  No.  112,  1896)    (.01) 58,215.02 

Highway-Harbor  1955  Loan  (Ord.  No.  518,  1914) 17,700.00 

Internal    Improvement   1928   Loan    (Ord.  No.   98,   1888) 

(.03) 174,645.06 

Jones  Falls  Improvement  1961  Loan  (Ord.  No.  555, 1910)  7,600.00 

New  Engine  House  1957  Loan   (Ord.  No.  239,  1907) 8,800.00 

New  School  House  1957  Loan   (Ord.  No.  240,  1907) 8,800.00 

New  Sewerage  1961  Loan  (Ord.  No.  653,  1911) 76,000.00 

New  Sewerage  1980  Loan   (Ord.  No.  227,  1905) 37,000.00 

Paving  1951  Loan  (Ord.  No.  661,  1911) 59,000.00 

Public   Improvement    1940    Loan    (Ord.    No.    100,    1892) 

(.02) 116,430.04 

Public  Park  Improvement  1955  Loan  (Ord.  No.  228, 
1905)  ($8,800.00  from  Street  Railway  Park  Tax  pro- 
vided in  appropriation  of  Park  Commissioners). 

Refunding  1940  Loan  (Ord.  No.  32y-,  1898)    (.02) 116,430.04 

School  House  1961  Loan   (Ord.  No.  556,  1910) 11,400.00 

School   Serial   1918-1942  Loan   (Ord.  No.  177,   1916) 29,000.00 

Sewer  Serial  1916-1955  Loan   (Ord.  No.  517,  1914) 38,000.00 

Water  1916  Loan   (Ord.  No.  65,  1877)    (.02) 116,430.04 

Water  1943  Loan  (Ord.  No.  86,  1902),  V/2%  gross  re- 
ceipts from  water  rents  (provided  in  appropriation 
for  Collector  of  Water  Rents  and  Licenses). 

Water  1958  Loan  (Ord.  No.  141,  1908) 38,000.00 

Hospital  Serial  5%   1922-1941  Loan 24,000.00 

Mortgaged  debt  of  private  water  companies  acquired  by 

the  City  and  taken  over  for  operation  January  1,  1923  8,690.00 

General  Improvement  5%  1922-1946  Loan 572,000.00 

Water  Serial  5%   1922-1961  Loan 131,000.00 


$2,119,369.06 


Maryland  Institute  (Ord.  No.  115,  1908) 
(City  to  have  one-third  representation 
on  the  Board  of  Directors    (7.141) $20,000.00 

Veteran    Volunteer    Firemen's    Association 

(11.52) 1,000.00 

Library    Company    of   the    Baltimore     Bar 

(1.283) 2,500.00 

Roosevelt  Park  Recreation  Center  (8.22) . .  2,000.00 

Pension  Fund  for  Aged  and  Disabled  Em- 
ployees (Section  36D,  Chapter  498,  Acts 
of  1916,  to  be  expended  only  upon  rec- 
ommendation of  committee  composed  of 
two  department  heads  and  Commis- 
sioner  of   Health)    (11.50) 55,000.00 

Workmen's    Compensation    Liability    Fund 

(11.51) 20,000.00 

Teachers'  Retirement  Fund   (11.31) 18,000.00 
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Board  of  Fire  Commissioners : 

Firemen's   Regular   Pensions    (11.11) 126,387.50 

Pensions    and   Workmen's   Compensation 

for  Firemen's  Widows    (11.12) 15,422.00 

260,309.50 

Total  List  Xo.  3 $2,379,678.r>G 

S13IMARY. 

List  No.  1 $30,126,139.15 

List  i\o.  2 9,680,222.68 

List  No.  3 2,379,678.56 


$42,192,040.39 

BALANCE    OF   THE    FOLLOIVING   ACCOUNTS    ON    THE    BOOKS 

OF   THE   C03IPTR0LLER  DECE3IBER  31,   1922,  ARE 

TO    BE    CARRIED    FORWARD    TO    1923. 

Board  of  FireCommissioiiers: 

Fire  Alarm   Headquarters    (2.21f). 

Board  of  Park  Commissioners: 

Northwest  Section  Park  Extension  (8.19b). 
Southwest  Section  Park  Extension  (8.19c). 
Adjustment  Account. 

Board  of  Police  Examiners: 
Petty  Cash  (2.121)1). 

Board  of  School  Commissioners: 

Intestate  Estates   (7.13311). 

New  School,  Pursuant  to  Ord.  No.  528,  1919  (7.161). 

Equipping  Schools   (7.1311). 

City   Register: 

Old  Checks  not  presented  for  payment   (1.2541). 
Unclaimed  Damages  Opening  Streets   (5.321). 
Unpaid  Interest  on  Stock  Debt   (10.11). 

Commissioners  for  Opening  Streets: 

Reserve  for  Opening  Streets  in  the  Annex  (5.322). 

Commissioner  of  Health: 
Petty  Cash   (3.11). 
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Morgue  (3.30). 

Hospital  for  Contagious  Diseases   (32). 

Collector  of  Water  Keiits  and  Licenses. 
Petty  Cash  (1.272e). 

Comptroller: 

Postage  Stamp  Account  (1.231)1). 
Petty  Cash   (1.231). 
Audit  of  City  Accounts  (1.241). 
Broadway  Pier  Petty  Cash  (8.31b3). 

Harbor  Board: 

Petty  Cash  (o.Slbla). 

Higlnvays  Engineer: 

Deposits  account  of  Specifications  (o.llf). 
Deposits  account  of  Material,  Curb,  etc.   (5.11^). 
Paving  Private  Alleys  (5.911). 
Paving  Private  Footways   (5.912). 
Private  Paving  and  Inspection   (5.915). 
Guaranty  Deposit  Account  (5.917). 
Municipal  Railroad  Extension   (9.61). 
Welsh  Coal  Account. 

Inspector  of  Buildings: 

Comfort  Station  in  Lafayette  Market  (4.33). 
Comfort  Station  in  Broadway  Market  (4.330). 
Comfort  Station  in  Northeast  Market  (4.331). 

Miscellaneous : 

Additional  Space  for  Courts  and  Departments  (1.322). 
Criminal  Court  Clerk  Special  Account  (1.3451). 
Soldiers,  Sailors  and  Marines  Memorial   (1.74). 
Soldiers,  Sailors  and  Marines  Memorial  Petty  Cash  (1.741) 
American  Society  Municipal  Improvements  (1.813). 
Refund  of  Fallsway  Assessments   (5.35). 
City   Aided   Scholarships   in  Engineering  Schools   of 
Johns  Hopkins  University  (7.1572). 

raving  Commission: 

Improved  Paving  (5.314). 
Special  Paving  Tax,  Paving  Notes  (5.314b). 
Street  Improvements  (5.321b)  to  be  consolidated  with 
account  (5.314). 

Police  Depart nient: 
Potty  Cash    (2.11bl). 
Special  Account,  Pension  Fund    (11.21). 
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Public  Improvemeiit  Commission: 

Improvements,  Police  and  Fire  Department,  Old  City 
(201)). 

Improvements,  Police  and  Fire  Departments,  New 
Addition  (20c). 

Sanitary  and  Storm  Water  Drainage  System,  Old 
City  (40b). 

Sanitary  and  Storm  Water  Drainage  System,  New 
Addition  (40c). 

Streets,  Alleys,  Avenues  and  Bridges,  Old  City  (50b). 

Streets,  Alleys,  Avenues  and  Bridges,  New  Addi- 
tion (50c). 

Developing  and  Improving  Harbor   (58). 

Schools,  Old  City   (70b). 

Schools,  New  Addition  (70c). 

Repairs,  Schools  (70(1). 

Water  Supply  (91). 

Conduits,  Old  City  (93b). 

Conduits,  New  Addition  (DSc). 

Siiperiiitendeiit  of  Lami)s  and  Lighting: 
Petty  Cash  (5.71bl). 

Supervisors  of  City  Charities: 
Petty  Cash   (6.112). 
Bay  View,  Petty  Cash  (6.16b8). 

Toi)Ograi>hieal   Snrvey  Commission: 
Salaries   (1.2t)7a). 

Water  Engineer: 

Petty  Cash  (dAlhlVj). 

Water  Rents  Indemnity  Account  (9.11bl9). 
Private  Deposits  in  Main  Extensions   (0.11b20). 
Deposits  on  Specifications  (9.11b21). 
20  M.  G,  D.  Pumps,  Eastern  Pumping  Station  (9.154). 
16  K.  W.  Meter  General  Charging  Set,  Eastern  Pump- 
ing Station  (9.155). 
Oil  Purifying  Storage  System  (9.156) . 
Booster  Pump  (Wash  Water)    (9.157). 
Lavatories,  Lockers,  etc.,  Machine  Shop  (9.1592). 
Hydrant  Deposit  Account  (9.161). 
Guaranty  Deposit,  Unsecured  Account  (9.162). 
Gas  and  Oil  Storage  Dist.  System  (9.153). 
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Section  2.  And  hv  it  further  ordained,  That  changes  be  and  the 
same  are  hereby  made  in  the  per  annum  salaries  of  the  following 
officials  and  employees,  the  amount  of  said  changes  being  included 
in  the  items  of  salaries  for  the  respective  departments  hereinbefore 
set  forth,  namely: 

APPEAL  TAX  COURT. 

Increase  in  effect  since  January  1,  1922: 

Senior  Clerk  and  Stenographer $100.00 

BOAKI)  OF  FIKE  COMMISSIONERS. 

New  Positions: 

11  Captains  at   $1,800 $19,800.00 

4  Steam  Firemen  at  $1,500.00 6,000.00 

Municipal  Exchange  Operator 1,440.00 

5  Fire  Enginemen  at  $1,675.00 8,375.00 

Marine  Division: 

2  Mates  at  $1,600.00 3,200.00 

6  Assistant  Marine  Enginemen  at  $1,600.00 9,600.00 

1  Marine  Machinist   1,600.00 

1  Boilermaker    1,600.00 

New  Companies,  six  months: 

6  Fire  Captains  at  $1,800.00  per  year 5,400.00 

6  Fire  Lieutenants  at  $1,675.00  per  year 5,025.00 

4  Fire  Enginemen  at  $1,750.00  per  year 3,500.00 

48  Firemen  at  $1,500.00  per  year. 36,000.00 

Decreases — Position  Abolished : 

Fire  Lieutenant  1,675.00 

BOARD   OF   LIQUOR  LICENSE   COMMISSIONERS. 

Positions  Abolished: 

2  Commissioners  at  $2,500.00 $5,000.00 

BOARD   OF   PARK   COlOnSSIONERS. 

Increases: 

Assistant  to  the  President  and  Assistant  Secretary         $1,000.00 

Stenographer  and  Clerk 100.00 

Construction  Foreman   91.00 

New  Position : 

Superintendent  Druid  Hill  District 2,400.00 

Decrease — Position  Abolished : 

Supei-intendent  of  Parks 4,000.00 

HOARD   OF    SCHOOL   COMMISSIONERS. 

Oeiieial  Administration — New  Positions: 

1  Principal  Account  Clerk 2,000.00 

2  Senior  Stenographers  at  $1.200.00 2.400.00 
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1  Junior  Typist   1,000.00 

1  Junior  Typist 900.00 

Increased   during  1922: 

Second  Assistant   Secretary 200.00 

Administrative — New  Positions : 

2  Senior  Stenographers  at  |1.200.00 2,400.00 

Employment  of   additional  teachers   necessary  for 

extension  work  and  the  increase  in  salaries  of 
teachers  in  the  employ  of  the  Board  of  School 
Commissioners  prior  to  December  31,  1922 500,000.00 

CITY   SERTICE   C03rMISSI0>. 

New  Positions: 

Assistant   Chief   Examiner $2,400.00 

Secretary-Stenographer 1,500.00 

Position  Abolished: 

Senior  Stenographer   1,380.00 

COLLECTOR  OF  WATER  RENTS  AND  LICENSES. 

Increases : 

For  salaries  incident  to  the  operation  of  private 
water  companies  acquired  by  the  City  and  taken 
over  for  operation  January  1,  1923 $9,908.40 

(()>DIISSIONER  OF  HEALTH. 

Office- 
New  Position: 

Chief  Epidemiologist    $3,000.00 

Position  Abolished: 

Secretary-Stenographer 1,400.00 

Bureau  of  Communicable  Diseases — 
New  Positions: 

.  Junior   Stenographer    1,000.00 

Health  Officer    900.00 

Tuberculosis  Dispensary  Surgeon 1,200.00 

Bureau  of  Nurses — 

Increase  allowed  during  1922 : 

Supervising  Nurse    100.00 

Bureau  of  Child  ^t'elfare — Day  Nursery — 
Increase  allowed  during  1922: 

Domestic 240.00 

Dental  Clinics — 
New  Positions: 

3  Dentists  at  $500.00 1,500.00 

Extension  of  Health  Education  and  Physical  Training 

in  Public  Schools: 
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New  Positions: 

Psychiatrist 1,800.00 

Dietician 2,500.00 

6  Health  Officers  at  $1,000.00 6,000.00 

6  Health  Officers,  8  months,  at  $1,200  per  year 4,800.00 

3  Graduate  Nurses   at  $1,200.00 3,600.00 

SYDENHAM  HOSPITAL. 

Increase  during  1922: 

Orderly $40.00 

General   Laborer    20.00 

Decreases: 

3  Graduate  Nurses  at  $60.00 180.00 

COURTS. 

People's  Court, 

Increases  by  Legislature  as  follows: 
Presiding  Judge   $500.00 

4  Associate  Judges  at  $400.00 1,600.00 

Supreme  Bench. 

New  Positions: 

Associate  Judge   500.00 

2  Bailiffs  at  $2,000.00 4,000.00 

Stenographer 2,250.00 

Increased  by  Legislature: 

10  Magistrates  at  $400.00 4,000.00 

DIARY  CITY  COUNCIL. 

Decreases : 

Positions  to  be  abolished  May  23,  1923: 

28  Members  First  Branch  at  $1,000  per  year. 

Chief  Clerk,  $1,760  per  year. 

Reading  Clerk,  $1,320  per  year. 

Committee  Clerk,  $1,320  per  year. 

Page,  $880  per  year. 

Sergeant-at-Arms,  $880  per  year. 

2  Doorkeepers,  $770  per  year. 

10  Members  Second  Branch,  $1,000  per  year. 

Chief  Clerk,  $1,760  per  year. 

Reading  Clerk,  $1,320  per  year. 

Committee  Clerk,  $1,320  per  year. 

Sergeant-at-Arms,  $880  per  year. 
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Page,  $770  per  year. 
Index  Clerk,  $500  per  year. 
Positions  to  be  created  on  or  after  May  24,  1923 : 
18  Members  at  $1,500.00  per  year. 
Employment  of  City  Council  Clerical  Force,  $7,000.00. 

! 

HARBOR  BOARD. 

Decreases — Positions  Abolished: 

Watchman $900.00 

Inspector 1,400.00 

i 
HIGHWAYS  ENGINEER. 

Office  and  Stores. 

Decreases — Positions  Abolished : 

Departmental   Secretary    $2,400.00 

Principal  Account  Clerk  "C" 1,600.00 

Senior  Stenographer  "A" 1,300.00 

Senior  Stenographer  "B" 1,200.00 

Junior  Clerk  "B" 1,200.00 

New  Position: 

Telephone  Operator  1,200.00 

Highways  Division. 

New  Positions: 

Principal  Account  Clerk  "C" $1,600.00 

Senior  Stenographer  "A" 1,300.00 

Senior  Stenographer  "B" 1,200.00 

Junior  Clerk  "B" 1,200.00 

3  Paving  Inspectors  "A"  at  $1,300.00 3,900.00 

Engineering  Aid,  1st  Grade 1,300.00 

Increased  during  1922 : 

Junior  Clerk  "A" 200.00 

Position  Abolished: 

Senior  Stenographer  "B" 1,200.00 

Bridg-es  and  Imin'ovement  Division. 

Positions  Abolished: 

Engineering  Aid,  1st  Grade $1,500.00 

4  Engineering  Aids,  3rd  Grade,  at  $1,100.00 4,400.00 

New  Position: 

Senior   Stenographer  "B" 1,200.00 

Sewer  Division. 

Position  Abolished: 
Assistant  Civil  Engineer,  4th  Grade $2,000.00 
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Sewer  Pumping'  StJition. 

New  Position: 

Stationary  Engineman,  2nd  Grade $1,500.00 

Sewer  Disposal  Works. 

Positions  Abolished: 

Junior  Chemist  $1,500.00 

Electric  Pump  Operator 1,400.00 

INSPFXTOK   OF   BUILDINGS. 

New  Positions: 

Auditor  of  Disbursements $2,000.00 

Elevator  Inspector   1,800.00 

Senior  Stenographer    1,300.00 

Senior  Account  Clerk 1,800.00 

Increased  during  1922: 

Elevator  Inspector 1,000.00 

3  Elevator  Inspectors  at  $300.00 900.00 

Decreases — Positions  Abolished: 

Assistant  Electrical  Engineer,  1st  Grade 2,700.00 

2  Elevator  Inspectors  at  $1,500.00 3,000.00 

Assistant  Architect  2,400.00 

Steam  Plant  Inspector 1,500.00 

Supervisor • -^^  ^'^OO.OO 

LAW  DEPARTMENT. 

Decrease : 

Special  Assistant,  Collections $250.00 

MUNICIPAL  LABORATORY. 

Decrease: 

Laboratory  Assistant $100.00 

POLICE   DEPARTMENT. 

Increases— New  Positions: 

2  Assistants  to  Secretary  at  $2,000.00 $4,000.00 

2  Inspectors  at  $3,500.00 7,000.00 

2  Captains  at  $2,600.00 5,200.00 

17  Lieutenants  at  $2,236.00 38,012.00 

28  Detective  Sergeants  at  $1,768.00 49,504.00 

15  Squad  Sergeants  at  $1,768.00 26,520.00 

25  Detective  Patrolmen  at  $1,560.00 39,000.00 

i:>,6  1st  Grade  Patrolmen  at  $1,560.00 212,160.00 

194  3rd  Grade  Patrolmen  at  $1,300.00 252,200.00 
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8  Turnkeys  at  $1,560.00 12,480.00 

1  Lineman 1,716.00 

1  Signal  and  Telephone  Operator 1,300.00 

Salary  Increases: 

5  Policewomen  at  $100.00 500.00 

Additional  Compensation  for  Members  of  the  Depart- 
ment who  have  been  in  service  for  five  years  and 

over,  pursuant  to  Chapter  507,  Acts  1922 114,233.02 

Decreases — Positions  Abolished : 

18  Round   Sergeants,  at  $1,976.00 35,568.00 

81  Patrolmen,  2nd  Grade,  at  $1,430.00 174,460.00 

1  Telephone  Operator,  Headquarters 1,144.00 

PUBLIC  IMPROVEMENT  COMMISSION. 

Electrical  Commission: 

New  Positions — 

2  Chauffeurs,  at  $1,248.00 $2,496.00 

Paring  Commission: 

Construction  Division: 
New  Positions — 

2  Second  Grade  Enginering  Aids,  at  $1,200.00..  2,400.00 

2  Second  Grade  Junior  Draftsmen,  at  $1,300.00..  2,600.00 

1  Second  Grade  Junior  Draftsman .' 1,200.00 

1  Junior  Stenographer   900.00 

Decrease — Position  Abolished: 
2nd  Grade  Paving  Inspector '. 1,300.00 

SUPERVISORS  OF   CITY   CHARITIES. 

Bay  View. 

New   Positions — 

Store  Room  Assistant   $900.00 

Shift  Engineman 1,800.00 

Seamstress 540.00 

Carpenter 1,200.00 

6  Pupil  Nurses,  at  $600.00 3,600.00 

5  Hospital  Orderlies,  at  $600.00 3,000.00 

Increased  During  1922 — 

Tuberculosis    Hospital    Physician 1,000.00 

Resident  Hospital  Physician,  Tuberculosis 500.00 

Decrease — 

Hospital  Intern,  Tuberculosis    500.00 

SUPERVISORS   OF   ELECTIONS. 

New  Position — 

Clerk $1,400.00 
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TOPOGKAPHICAL    SUKTEY    COMMISSION. 

Positions  Abolished — 

Consulting  City  Planner    $2,500.00 

Assistant  Topographical  Engineer 2,100.00 

Assistant  Topographical  Engineer 1,800.00 

Junior  Civil  Engineer   1,500.00 

2    Rodmen,    at    $1,080.00 2,160.00 

Handyman   (E.  A.) 1,000.00 

4  Engineering  Aids,  6  mos.,  at  $1,200.00  per  year 2,400.00 

New  Positions —  ' 

Engineering  Aid    1,000.00 

2  Engineering  Aids,  at  $1,100.00 2,200.00 

Engineering  Aid 1,080.00 

Engineernig  Aid    1,200.00 


WATER  ENGINEER. 

Belair  Road  Pumping  Station: 
New  Positions — 

Shift  Engineman  $1,800.00 

Relief  Engineer    1,500.00 

Operation  of  Private  Water   Companies   taken   over 

by  the  City  for  operation  Jan.  1,  1923 10,000.00 


Approved  December  22,  1922. 

WC\I.  F.  BEOExYIA^G.  .l/./y/o/-. 
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An  ordinance  to  lay  and  collect  a  tax  for  the  year 
1923  for  the  use  of  the  City  of  Baltimore  on  Sub- 
urban Property  in  Baltimore  City,  as  such  prop- 
erty is  defined  and  directed  to  be  classified  by  law. 

Skcttox  1.  Be  if  ordained  hij  the  ^faijor  and 
('itii  Council  of  B(dtimore,  that  for  the  year 
\\)-l'^)  a  direct  tax  of  One  Dollar  and  Xinetv- 
eio^lit  cents  ($1.98)  for  tlu^  use  of  the  City  of 
Baltimore  he  and  the  same  is  herehy  levied  and 
imposed  on  every  one  hundred  dollars  ($100  ) 
of  assessed  or  assessable  value  of  suburban 
l^roperty  in  Baltimore  City,  as  such  suburban 
property  is  defined  and  directed  to  be  classified 
l)v  law;  said  Tax  t<:  be  collectf^d  and  \)c\\(\  in  th'- 
manner  prescribed  l)v  law. 

Apjoroved  January  i^.   lli2->. 

WM.  F.  BROEXIXG,  Mnijor. 


Xo.  792. 


An  ordinance  allowing  discounts  for  the  prompt  pay- 
ment of  taxes  in  the  year  1923. 

Secttox  1.  Be  it  ordained  hi/  the  Mayor^and 
Citi;  Council  of  Baltimore,  that  the  City  Col- 
lector be  and  he  is  hereby  authorized  and  di- 
rected to  allow  on  all  bills  for  taxes  on  real 
estate  and  chattels  real,  personal  chattels,  share'=; 
of  stock,  bonds  and  like  securities  levied  and 
imposed,  for  the  year  1923  a  discount  of  one 
per  cent,  if  paid  on  oy  before  the  twenty-eighth 
day  of  February ;  a  discount  of  three-quarters 
of  one  per  cent,  if  paid  on  or  before  the  thirty- 
first  day  of  ^Farch  :  a  discount  of  one-half  of  one 
per  cent,  if  paid  on  or  before  the  thirtieth  day 


2,SS  OKDINANCES. 

of  Ai)ril ;  i\  ilist'oiiiit  of  oiR'-ciuarter  of  one  per 
L-ciit,  if  paid  on  or  before  the  tliii-ty-first  day  of 
:\[ay. 

Ai)i)r<)\c(l  .laiiuarv  l\   \\)-2'\. 

WM.  F.  IJROENTNG,  Mniior. 


^^o.  Ton. 

An  ordinance  to  lay  and  collect  a  tax  for  the  year 
1923  for  the  use  of  the  City  of  Baltimore  on  rural 
property  in  Baltimore  City,  as  such  property  is 
defined  and  directed  to  be  classified  by  Law. 

Section  1.  Be  it  ordained  hy  the  Mayor  and 
Citji  Coimcil  of  Bait i more,  that  for  the  y(^ar 
1D2;>  a  direct  tax  of  Xinety-niiie  Cents  ($.  Ot)  ) 
for  the  use  of  the  City  of  Baltimore  I)e  and  the 
same  is  herehy  h'vied  and  imposed  on  every 
one  hniKh-ed  dollars  ($100)  of  assessed  or  as- 
sessable vahie  of  rnral  property  in  Baltimore 
City,  as  sneh  ]n'oi>ertv  is  defined  and  direcKMl 
to  i>e  elassitied  by  law;  i^aid  tax  to  be  eoUeeted 
and  ])aid  in  the  nninner  prescribed  by  law. 

Ai)])roved  -lanuary  '2.  11>2.'>. 

WM.  F.  BllOEi\L.\G,  Mayor.  . 


Xo.  Tt)-!-. 


An  ordinance  to  levy  and  collect  a  tax  for  the  year 
1923,  for  the  use  of  the  City  of  Baltimore  on  per- 
sons and  property  in  that  portion  of  Baltimore 
City  annexed  to  said  City  by  the  Act  of  1918,  Chap- 
ter'82. 

Skctio.n  1.      !>('  il  ordained  hy  the  Mayor  and 
Ciiij   Council   of  JMtimore,   that   for   the  yeai 
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in2o  a  direct  tax  of  Two  Dollars  and  one  cent 
nine  and  six-tenths  mills  ($2. OHM)),  for  the  use 
of  the  City  of  I)altinior(\  he  and  the  same  is 
her(d)y  levied  and  imposed  on  every  one  hun- 
dred (h)llars*  worth  of  assessed  or  assessahle 
value  of  ]:)ropeitv  or  owners  thereof  located  or 
resident  in  or  l;y  law  raxahle  i]i  that  ])ortion  of 
l>altim<ire  City  which  was  added  to  said  ('it\ 
hv  the  Act  of  1  !)!>:.  Chapter  82  (except  such 
])ropeitv  a-  may  hv  pr(^vision  of  law  l)e  exempt 
from  this  rate),  said  tax  to  he  collected  and 
])i\\(]  in  the  manner  iirescribed  hv  law. 

Approved  January  2,  l!)2o. 

W^r.  F.  EPvOEyiXG,  Maijor. 


Xo.  795. 


An  ordinance  to  lay  and  Collect  a  Tax  for  the  use  of 
the  City  of  Baltimore  for  the  year  1923. 

Secttox  1.  Be  if  ordained  hij  the  Mayor  and 
('if  11  Council  of  B'cdtimore,  that  for  the  year 
U)2o  a  Tax  of  Two  Dollars  and  Xinety-seven 
(\mts  ($2.97)  h(  and  the  same  is  hereby  levied 
and  ini]>osed  upon  every  one  hundred  dollars 
($100)  of  assessed  or  assessahle  value  of  prop- 
(U'ty  in  the  City  of  Baltimore  (excepting  suclt 
])ro])erty  as  may  by  provision  of  law  be  ex- 
(Mupt  from  this  rate)  for  the  use  of  the  City  of 
Baltimore  and  said  tax  shall  be  collected  and 
paid  in  tlie  manner  prescril^ed  by  law.  and  shall 
be  apportioned  as  follows:  General  Govern- 
ment, $  .2454:  Protection  of  Persons,  and  Prop- 
erty, $  .5721  :  Conservation  of  Health,  $  .0752  : 
Sanitation     and      Promotion      of     Cleanliness, 
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e$.2;Ul:  Uiohways.  $.3071;  Charities.  Hos- 
pitals and  Corrections.  $.1'>51;  Education. 
$.6667;  Recreation,  $.()01();  General  Sinking 
Fnnd.  $.0175;  Bnrnt  District  1954  Loan. 
$  .02  ;  ('(nidnit  192S  Loan,  $  .01  ;  Four  Million 
1945  Loan,  $.005;  F'undinii"  1936  Loan,  $.01; 
internal  Improvement  192S  Loan,  $.08;  Pub- 
lic  rmpro\'(  nient    1940   Loan,  $.02;  Refunding 

1940  Loan,  $  .02  ;  Water  191()  Loan,  $  .02  ;  The 
following  sinking  funds  are  shown  collectivelv  ; 
.\nnex  Improvement  1951  Loan;  Annex  Im- 
provement 1954  Loan;  Annex  Serial  1918-1947 
Loian;  Burnt  District  Improvement  1960  Loan; 
C<3nduit  1958  Loan;  Conduit  1962  Loan; 
Conduit  Serial  191S-1942  Loan;  Dock  Improve- 
ment 1961  Loan;  Highwav-II arbor  1955  Loan; 
Jones  Falls  Ini])rovement  1961  Loan;  Xew  En- 
gine House  1957  Loan ;  Xew  School  House 
1957  Loan;  Xew  Sewerage  19(51  Loan;  Xew 
Sewerage  1980  Loan;  Paving  1951  Loan, 
SchoolTLouse  1961  Loan;  School  Serial  1918- 
1942  Loan;  Sewer  Serial  1916-1955  Loan; 
Water   1958  Loan;  Hospital   Serial   5^'^    1922- 

1941  Loan;  Mortgage  Debt  Private  Water  (\)m- 
])anies  acquired  bv  the  City  and  taken  over  for 
()])cration  Januarv  1st,  1923;  (reiun-al  Improve- 
ment 57;  1922-194(5  Loan;  Wat(>r  Serial  5'.; 
1922-1961     Loan,    $.0757;     Interest,    $.4795; 


Approved  flanuarv  2,  1923. 

W.M.  F.  BROEXING,  Mminr. 
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An  ordinance  to  lay  and  Collect  a  Tax  for  the  use  of 
the  State  of  Maryland  for  the  year  1923,  on  all 
Bonds,  Certificates  of  Indebtedness  or  Evidences 
of  Debt,  in  whatsoever  form  made  or  Issued  by 
any  Public  or  Private  Corporations,  also  on  Shares 
of  Stock  in  Foreign  Corporations. 

Section  1.  Be  if  ordained  hi)  the  Mayor  and 
Citi/  Comicil  of  Baltimore,  that  for  the  yeai 
li)2']  a  tax  for  the  use  of  the  State  of  Maryland 
of  Fifteen  ($  .15)  Cents  on  every  one  hundred 
dollars  ($100)  of  assessed  or  assessable  vahie  of 
all  lionds,  Certifieatea  of  Indebtedness  or  evi- 
(lenecv^  of  debt,  in  whatsoever  form  made  or 
issued  by  any  ])ubli('  or  private  eor])oration,  in- 
<()rp()rate(l  by  this  State,  or  any  other  State, 
T(>rritorv,  Distriet  or  Foreii>ii  Country,  or  is- 
sned  by  any  State  (exe(^pt  the  State  of  ]\fary- 
land),  I'erriiorv,  Distriet  or  Foreign  Country, 
not  exempted  from  taxation  by  the  laws  of  this 
State  and  owne^d  by  residents  of  the  'City  of 
Baltimore,  and  also  a  tax  of  fifteen  ($.15) 
eents  for  th(>  use  of  the  State  of  ^Maryland  on 
every  one  huiulrcMl  dollars  ($100)  of  assessed 
or  assessable  value  of  all  shares  of  stoek  or 
shares  in  any  Inuik  other  than  a  National  Bank 
or  in  any  Comp<iny  or  Corporation,  Incorpo- 
rated oi'  located  in  and  doing'  'business  in  any 
othci-  State,  th(^  District  of  Columbia,  or  in  any 
Territory  or  Foreign  Country,  owned  by  resi- 
dents of  the  City  of  Baltimore,  be  and  the  same 
is  hereby  levied  and  imposed  in  accordance  with 
Section  iMl,  Article  81,  of  the  C'ode  of  Public 
General  Laws,  title  '^Eevenue  and  Taxes,"  said 
taxes  to  be  collected  and  jiaid  in  the  manner 
prescribed  by  law. 

Approved  Januarv  2,  V,)2-]. 

W]\I.  F.  BEOENnsTG,  Mayor. 
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^o.  797. 

An  ordinance  to  lay  and  collect  a  tax  for  the  use  of 
the  State  of  Maryland  for  the  year  1923. 

Skctiox  1.  J)e  it  ordained  hy  tlie  Mayor  and 
('ill/  Coipicd  of  HaJtimore ,  that  for  the  year 
\\>'l'-\  a  tax  of  Thirty  cents  ($  .150)  on  every  one 
liniidred  (h)lhirs  ($100)  of  assessed  or  assessal>h^ 
valne  of  pioperty  in  the  City  of  l^altimore  (ex- 
reptin^i'  sneh  propcrtN-  as  may  hy  provision  of 
law  he  excMnpt  from  this  rate),  he  and  the  same 
is  herehv  levied  and  im])osed,  for  the  use  of  the 
State  of  Maryland,  to  hc^  collected  and  acconnted 
for  as  provided  hy  law. 

Ajjproved  January  2,  19:i'>. 

W.M.  F.  liKOEXrXC;,  Mayor, 


^0.  798. 

An  ordinance  to  lay  and  collect  a  tax  for  the  use  of 
the  City  of  Baltimore  for  the  year  1923  on  all 
Bonds.  Certificates  of  Indebtedness  or  evidences  of 
debt,  in  whatsoever  form  made  or  issued  by  any 
public  or  private  corporation,  and  also  on  shares 
of  stock  in  foreign  corporations. 

Section  1.  Be  it  ordained,  hy  the  Mayor  and 
(Hty  Coimcil  of  BaUi))wre,  that  for  the  yeai 
1923  a  tax  for  the  nse  of  the  V\\\  of  Indtimov. 
of  Thirty  (30)  cents  on  every  one  liuudred  dol- 
lars ($100)  of  assessed  or  assessahlc  value  of  all 
hoiids,  certificates  of  indehtedness  or  cvidence.s 
of  deht,  in  whatsoever  form  made  or  issued  hy 
any  ])nhlic  or  private  corporation  incorporated 
l)y  tins  Stat(^  or  any  other  St.'it(\  'i'erritoi'v.  Dis 
trict  or  Foi'eiiiu  Countrv.  or  iMsu(Ml  l)v  -mw  State 
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(Cxcopt  th(>  State  of  Mjirvlaiid),  Tcrritorv,  Dis- 
trict or  Forciiiii  Comitry,  not  oxoinpted  t'roni 
taxation  l;_v  the  Laws  of  this  Stat(\  and  owned 
l)v  residents  of  the  City  of  l^altiniore,  and  also 
a  tax  O'i  thirty  (  oO  )  eents  for  the  use  of  the  Citv 
of  llaltimore  on  (n'(>ry  one  ]inndre(l  dollars 
(-$100)  of  ass(\-sed  or  assessable  valne  of  all 
-hare::  of  stoek  oi  shares  in  any  Bank  other  than 
a  .Vational  l)ank  oi  in  any  Company  or  eorpo- 
vation  ineorporated  Ly  or  loeated  in  and  dainii 
1  nsine.-s  in  any  oth(^r  Stat(>,  tlu^  District  of  Co- 
hnr.hia  c.r  in  any  'J'erritory  or  Foreii>n  Country 
owned  hy  residents  of  the  City  of  Baltimore,  he 
and  the  same  is  hereby  levicul  and  imposed  in 
aeeordanee  with  Section  214.  Article  81,  of  the 
Code  of  Public  (nmeral  Laws,  Title  '"Revenue 
and  Taxes,"  said  taxes  to  be  collected  and  paid 
in  th(^  mannc^r  presci  ibed  by  law. 

A];], roved   J  an  nary   -2.    ID^'L 

WAL  F.  BROFXIXG,  }fni/or. 


Xo.  799. 


An  ordinance  granting  permission  to  the  United 
Auto  Sales  Co.  to  erect  a  building  at  10  E.  Mt. 
Royal  Avenue,  to  connect  with  and  become  a  part 
of  their  present  building  at  12  E.  Mt.  Royal  Avenue. 

Whc^reas,  Ordinance  Xo.  OOOl/o  of  1921  pro- 
Jiibits  the  (^'ection  of  a  public  2,'ara_i>'(>  within  oOo 
feet  of  any  church  ;  therefore 

Skctiox  1.  7^e  if  ordained  hij  fhe  ^fai/oraufl 
Cifii  Council  of  B(dfiniorp,  That  permission  be 
and   the  same  is  h(>rebv  i>ranted  to  th(>   Ignited 
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Anto  Sales  Co.  to  erect  a  building  on  the  prem- 
ise's known  as  10  E.  ^It.  Royal  avenne,  to  con- 
nect with  and  become  a  part  of  their  present 
hiiildiuii'  at  12  K.  ^Et.  Royal  avenne;  said  bnild- 
iiio'  to  be  erected  nnder  the  supervision  of  the 
Ins])('ct(H'  of  Buildings  of  Baltimore  City  in  ac- 
cordance with  the  Building  Laws  of  said  City. 

Sectiox  2.  And  he  If  further  ord' lined,  That 
this  ordinance  shall  take  effect  from  the  date  of 
its  passage. 

A].])roved  January  :],  1923. 

W'AI.  F.  BEOE,^T^^(>,  ]fn,ior. 


1^0.  800. 


An  ordinance  granting  permission  to  W.  B.  Leishear 
to  erect  a  public  garage  in  tlie  rear  of  his  prem- 
ises 2721-23  Rayner  Avenue. 

Whcn-eas,  Ordinance  No.  ()Oni/^>  of  1021  pro- 
bibits  the  erection  of  a  public  garage  within  oOO 
fe(>t  of  a  church  ;  therefore 

SiM'Tiox  1.  />e  if  ordained  htj  fJie  Mayor  and 
('ill/  CoiDicil  of  Baltimore,  That  permission  Xw 
and  tbe  same  is  hereby  granted  to  W.  B.  Leis- 
beai-  to  (u-ect  a  public  garage,  consisting  of  15 
iii(li\i(lual  garages,  in  the  rear  of  his  premises 
2721-2.'>  Kayiier  avenue;  the  said  buildings  to 
l)c  of  concrete  block,  with  slag  roof,  and  to  be 
elected  ninlei'  tbe  su]>ervisio'n  of  the  Inspector 
of  Bniblings  of  IhiltimoTe  (Mtv  in  accordance 
witb  rbc  Ihiildiug  haws  of  said  City,  and  esjie- 
ciially    in    accoii'dance   with    ])rovisions   of   ]^ara- 
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i>'ra])lis  twelve  and  thirtoen  of  section  47  of 
Oi'diiKuice  Xo.  IT),")  approved  Jnly  ()tli,  1008 
and  all  anicndnieiits  thereof. 

Skc'i'iox  -2.  And  he  if  fiuilicr  ord'i'nwd ,  Thai 
this  ordinance  shall  take  effect  froin  the  date  of 
its  passage. 

Ap])roved  Jannary  5,  1023. 

WM.  F.  iniOENIXG,  Mayor. 


^o.  801. 

An  ordinance  authorizing  the  Board  of  Estimates 
acting  for  the  Mayor  and  City  Council  of  Balti- 
more to  sell  at  public  or  private  sale,  the  prop- 
erty located  on  the  west  side  of  Hunter  alley,  be- 
ginning about  one  hundred  feet  north  of  Preston 
street,  running  North  on  Hunter  alley  one  hun- 
dred and  four  feet  more  or  less  with  an  even 
width  of  sixty  feet  more  or  less,  said  property 
being  no  longer  needed  for  public  use. 

Section  1.  Be  it  ordained  hij  fJie  Mayor  and 
C^ity  C^ouneU  of  Baltimore;  that  the  Board  of 
Estimates  be  and  they  are  hereby  authorized  to 
sell  at  pnblic  or  private  sale,  in  accoirdajice  with 
Scctioii  lo  of  the  Charter,  the  ]>roperty  located 
on  the  \v(>st  side  of  Hunter  Alley  beginning  at 
a  point  one  linn dred  feet  north  of  Preston  Street 
on  thv  west  side  of  Hunter  Alley  and  running 
north  on  Hunter  Alley  oaie  hundred  and  four 
f(H^t  inorx^  or  less  with  an  even  depth  of  sixty 
fc(4  more  (m-  less. 

Skctiox  -2.  Be  it  fartlier  ordained  l)y  the 
Mayor  and  City  (UyaneU  of  Baltimore  that  this 
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()i'(liiiaii(*(^  sluill  tnko  ott'ect  from  the  date  of  its 
passage. 

Ap])r()ve(l  Jannarv  5,  192o. 

WA[.  F.  BROEXIXG,  Mmjor. 


ISTo.  802. 

An  ordinance  granting  permission  to  The  Franklin 
Motor  Car  Co.  a  body  corporate,  to  erect  1st,  an 
extension  to  tlieir  service  building  at  1112  Morton 
Alley,  giving  a  frontage  on  the  east  side  of  Mary- 
land Avenue  between  Chase  and  Biddle  Streets,  of 
approximately  43 '-j   feet; 

2nd.  Immediately  adjacent  thereto  to  the  south  to 
erect  a  one-story  building  fronting  approximately 
45  feet  on  Maryland  Avenue  with  a  depth  of  97 
feet,  to  house  the  offices  of  The  Franklin  Motor 
Car  Company  and  its  used  Car  Department. 

Wlieicas,  Ordinance  Xo.  (KX)!/^  of  1921  pro- 
hibits the  erection  of  a  public  garage  within  '^>()0 
feet  of  any  school  Imihling;  therefore 

Section  1.  Be  it  ordained  by  the  Mayor  and 
City  Council  of  Baltimore^  that  pennissioii  be 
and  the  same  is  hereby  granted  to  Tlie  Franklin 
Motor  Car  Co.  to  erect  an  addition  to  their  Serv- 
ice Station,  -I-'U/i>  feet  wide  by  -tO  feet  deep  on 
their  premises  knowai  as  1113-1 5-1 7-1 9  Mary- 
land Avenne;  immediately,  adjacent  thereto  to 
the  south  to  erect  a  one  story  bnilding  fronting 
approximately  A7)  feet  on  Maryland  Ave.  with  a 
(h'])th of  97  feet  to  house  \\\o  otHces  of  The 
I^'raidsliii  Motor  Car  Company  and  its  nsed  car 
(hpartment,  said  addition  to  be  of  brick  coii- 
struc^tion  with  roof  of  fireproof  matrCrial,  and  to 
be  erect(nl  nnd(M'  the  supervision  of  the  Inspec- 
tor of  l)nildings  of  Ihiltimore  City  in  accoi-d- 
aiice  with  the  IJnihrnKg  Laws  of  said  C\\y. 
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Skc'I'io.x  '2.  And  be  it  fiirf/ier  ordnuied, 
flint  this  ordiiuuico  shall  take  eli'ect  from  the 
(h\\i'  of  its  pai 


Ap]>rc)ve(l  Jaiiiiarv  5,  1923. 

WiAI.  F.  BU;()E-NIXG,  Mnijor. 


No.  803. 


An  ordinance  granting  permission  to  Chas.  H. 
Weaver  to  erect  a  public  garage  in  the  rear  of 
premises  known  as  665-67  W.  Franklin  Street. 

Whereas,  Ordinance  No.  (UIBi/^  of  1921  pro- 
hiliits  the  eTeetioii  of  a  public  garage  Avithin  300 
feet.  O'f  a,ny  bhnrcli;  therefore 

Si:("jMox  1,  lie  it  ordained  by  the  Mayor  and 
City  (U)iutcit  of  Bfdtinwre,  That  permissioii  be 
and  the  'same  is  lierehy  granted  to  Chas.  H. 
Wea\'er  to  erect  a  public  garage  33  ft.  long  and 
22  ft.  wide  in  the  rear  of  premises  known  as 
()()5-()7  W.  Franklin  street;  said  garage  tO'  be  of 
concrete  hlock  constructioii  and  to  be  erected 
nnder  the  supervision  of  the  rnspector  of  Build- 
ings of  EaltimoTe  City  in  accoa-dance  with  the 
IJnilding  Laws  of  said  City. 

Skc'imox  2.  And  he  it  j  K.iiliei-  ord'  !i)ied ,  Thai 
this  ordinance^  shall  take  effect  from  the  dat(M)f 
its  passage. 

Ajiproved  Jannary  (I,  1923. 

\VM.  F.  P,K()h:XIN(}„  Mayor. 
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:N'o.  804. 

An  ordinance  granting  permission  to  Patrick  J.  King 
to  orect  a  pnblic  garage  at  the  northwest  corner 
of  Reese  and  Twenty-eighth  Streets. 

Wlim^as,  Ordinance  No.  ()()(>VL>  of  1921  pro 
liihits  tlio  (^rcetion  of  a.  pnblic  garage  within  300 
feet  of  a  cluircli ;  therefore 

Skctiox  1.  I)('  It  ordained  by  the  Mayor  and 
City  Co  line  it  of  lialtinipre,  That  permission  l>e 
and  the  same  is  herehy  granted  to  Patrick  J. 
King  to  erect  a  ])nblic  garage  at  the  northwest 
corner  of  Ileese  and  Twenty-eighth  streets;  said 
garage  to  he  50  ft.  wide  ami  (>0  ft.  long,  of  brick 
constrnctioai,  and  to  hi'  erected  niider  the  super- 
vision of  the  Inspect(n-  of  Buildings  of  Balti- 
more City  in  accordance  with  the  Building 
Taws  of  said  City. 

Skctio.x  2.  And  Ijc  it  further  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  Tannary  (I,  1923. 

\VM.  F.  nUOKXlXG,  Mm/or. 


¥o.  805. 


An  ordinance  granting  permission  to  J.  M.  and  E.  J. 
Fountain  to  erect  a  first-story  frame  porch  in  the 
rear  of  their  premises  3006  St.  Paul  Street. 

Si.cTiox  1.  lie  it  ord (lived  l)y  the  Mayor  and 
aty  Coiinclt  of  Pxdtimore^  That  permission  be 
and  tbe  same  is  heiehy  granted  to  J.  M.  and  E. 
.1.    r'onntain   to  ei'ect   a   first-sitory  fra.me  porch 
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12  ft.  wi(l('  and  14  ft.  long  in  the  rear  of  their 
premises  :>()()()  St.  Paul  strt^ot ;  the  said  porcli  to 
have  a  tin  i(H)f  and  to  be  erected  voider  the 
supervision  of  the  Inspector  of*  Buildings  of 
Baltimore  City  in  accordance  with  the  Building 
Laws  of  said  City. 

Skctio.x  2.  Aju]  he  if  further  ordained, 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  ];a.ssage. 

Approved  Jannary  (J,  1923. 

\VM.  F.  iniOEXIXG,  d/^///or. 


^Q.  806. 


All  ordinance  granting  permission  to  Geo.  F.  Schmelz 
to  erect  7  garages  on  the  alley  in  the  rear  of  1500 
Homestead  Street. 

Whereas,  Ordinance  Xo.  (>0()l/)  of  1921  pro- 
hibits the  erection  of  a  public  garage  within  .'>()(> 
feet  of  any  chnrch  ;  therefore 

Skctiox  1.  Be  it  ordained  by  the  Mayor  and 
(^fty  Council  of  Baltimore,  That  permission  be 
and  the  same  is  hereby  granted  to  Geo.  F. 
Schmelz  to  erect  7  garages  on  the  alley  in  the 
rear  of  1500  Hoanestead  street;  the  said  build- 
ings to  be  erected  uuder  the  supervision  of  the 
Inspector  of  Buildings  of  Baltimore  City  in  ac- 
cordance with  the  Bnilding  Laws  of  said  City. 

Skctiox  2.  And  he  it  further  ordained. 
Unit  this  ordinance  shall  take  effect  from  the 
date  of  its  imssage. 

Approved  Jannary  0,  192.'>. 

WAI.  F.  iniORXlXG,  Mayor. 
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JSTo.  807. 

ra\  ordinance  granting  permission  to  Abraham  Rock- 
onol  to  convert  the  present  building  in  the  rear  oi 
1224-2t)  William  Street,  into  a  one-story  garage. 

Wlioi'caSj  Ordinance  A'o.  0001/2  of  1921  pro 
liibits  the  erection  or  use  of  a  building  as  a  pub- 
lic gaia^e  within  300  feet  of  a  cliurch;  therefore 

Skctjox  1.  Be  it  ordained  by  the  Mayor  wnd 
Cifjl  Council  of  lUdtiinore,  That  permission  be 
and  tlie  same  is  hereby  granted  to  Abraliam 
Ilockonol  to  con\'ert  the  present  building  in  the 
rear  of  1224-20  William  street,  into  a  one-story 
garage,  5(5  ft.  long,  30  ft.  wide  and  13%  ft. 
liigh ;  said  building  to  be  of  brick  and  concrete 
const rtict ion  with  entrance  on  Wall  street,  and 
to  be  erected  under  the  stipervision  of  the  In- 
spector of  J^uiklings  of  Baltimore  City  in  ac- 
coTdance  witli  the  Building  Laws  of  said  City. 

Sectjoiv  2.  And  be  it  further  ordained. 
That  this  oTdinance  shall  take  effect  from  the 
date  of  its  ]>a,ssage. 

Approycxl  January  (),  1923. 

WW.  F.  lUiOENIXG,  J/^///or. 


No^  808. 


An  ordinance  gi-anting  permission  to  Mrs.  Cornelia 
C.  Hudgins  to  erect  a  public  garage  in  the  rear 
of  hei-  ])remises  3115  Walbrook  Avenue. 

Wheiras,  Ordinance  Xo.  OOtH/o  of  1921  pro-' 
hi  hits  the  d'ection  of  n  ])ul)lic  garage  within  300 
feel  of  an\'  chni'ch  ;  tJiei'cfoi'e 


ORDINANCES.  301 

Sectiox  1.  Be  it  ordahied  hij  11  ic  Jfaiior 
and  City  Conncil  of  Baltimore,  That  ])©rniissi()ii 
hv  and  the  same  is  herebv  oranted  to^  Mrs.  Cor- 
nelia G.  Plndg'iiis  to  erect  a  public  giaragc*,  coii- 
sisting  of  S  single  garages,  in  the  rear  of  her 
premises  8115  Walhrook  a.venue;  the  said  ga- 
rage to  l>e  20  ft.  wide  and  SO  ft.  long  and  to  be 
coiistrncted  of  cement  blocks  nnder  the  snper- 
visioai  of  the  Inspector  of  Buildings  of  Balti- 
more City  in  accoT'dance  with  the  Building  Laws 
of  said  City,  and  esp'Ocially  in  accordance  with 
pro\'isions  of  paragraphs  twelve  and  thirteen  of 
sectio'U  47  of  ordinance  ^o.  155  approved  July 
r)th,  190S  and  all  amendments  thereof. 

SiKCTiox  2.  A)}d  he  it  furtlier  ordained, 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 


iVppToved  January  6,  1923. 

WM.  F.  BROE^IN'G,  Mai/or. 


ISTo.  809. 


An  ordinance  granting  permission  to  Mrs.  Sarah  W. 
Reynolds  to  erect  8  brick  garages,  for  use  as  a 
public  garage,  in  the  rear  of  her  premises  3739 
Roland  Avenue. 

Whereas,  Ordinance  ¥o.  6O6I/0  of  1921  pro^ 
bibits  the  erection  of  public  garages  within  three 
Imndred  (WO)  feet  of  any  building  or  structure 
nsed  as  a  church  ;  therefore 

Skcttox  1.  Be  if  ordained  hi/  the  Mai/or 
and  City  Council  of  Baltimore,  That  permission 
be  and  the  same  is  herebv  arranted  to  ]\f  rs.  Sarah 
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W.  lleyiiolds  to  erect  8  garages,  for  use  as  a 
public  garage,  in  the  rear  of  her  premises  3731) 
Roland  aN'enuc ;  said  garages  to  be  of  brick  con- 
st ructioai  and  to  be  erected  under  the  supervi- 
sion of  the  Inspector  of  Buildings  of  Baltimore 
City  in  accordance  with  the  Building  Laws  of 
said  City. 

Six'Tio.x  '1.  And  be  it  further  ordw'uied, 
'V\\'c\\  this  ordinance  shall  take  effeet  from  the 
date  of  its  ]>assage. 

Approved  January  G,  1923. 

\\\M.  F.  BEO'EJSTIi\TG,  Muyoi. 


No.  810. 


An  ordinance  granting  permission  to  J.  F.  Scholle  to 
erect  5  frame  buildings  on  Lloyd  Avenue,  between 
Haddon  and  Thornton  Avenues. 

Si-X"ri().\  1.  lie  if  Old  (lined  hij  tlir  Mdi/oi- 
and  Citfj  Council  of  Pxdfiniore,  That  permission 
1)0  and  the  same  is  hereby  granted  to  J.  F. 
Scli()]l(>  to  erect  ~>  frame  l>uildings  on  the  prem- 
ises known  as  31)00,  3<)13,  31)11),' 3921  and  3923 
IJoyd  a\'enne,  between  Haddon  and  Thornton 
avenues;  said  buildings  to  be  approximately  24 
i'f.  wide  and  42  ft.  long,  the  southwest  corner  of 
v<\v\\  building  to  bo  within  3  ft.  of  the  party  liiu^ 
on  the  west  side  and  the  noTthwest  corner  of 
each  bnilding  to  l>e  within  G  ft.  of  the  party  line 
on  the  east  side,  bait  no  building  to  be  nearer 
than  20  ft.  of  the  adjoining  building;  said  build- 
ings to  b(»  used  as  residences  and  to  be  er(x?ted 
under  the  supervision  of  the  Inspector  of  Build- 
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iiiii's  of  Baltimore  City  in  accordance  with  the 
l^nihling  Laws  of  said  City. 

Skctiox  '2.  And  he  it  further  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  ]>a.ssag'e. 

Approved  Jannary  6,  1923. 

\\\M.  F.  BIIOEXIXG,  Mayor. 


Xo.  811. 


iVn  ordinance  granting  permission  to  the  Linthicum 
Realty  Co.  to  erect  a  frame  bungalow  on  the  north 
side  of  Gibbons  Avenue,  100  feet  west  of  Magnolia 
Avenue. 

Sf:cti()x  1.  Be  it  ordained  hij  the  Mayor 
and  City  Council  of  Baltimore^  That  permission 
he  and  the  same  is  herehy  granted  to  the  Linthi- 
cnm  Eealty  Co.  to  erect  a  frame  hnngalow  22 
ft.  wide  on  a  TO  ft.  lot  on  the  north  side  of  Gib- 
bons avenne,  100  feet  west  of  ^lagnolia  avenue; 
the  said  l)nnii'ah)w  to  he  within  0  feet  of  the 
])arty  line  on  each  side  and  to  he  erected  under 
the  supervision  of  the  Inspector  of  Buildings  of 
BaltiuKH-e  City  in  accordance  with  the  Building 
Laws  of  said  City. 

Skctiox  2.  And  he  it  further  ordainedj 
That  this  ordinance  shall  take  effect  from  the 
date,  of  its  ]>assage. 

Approved  January  6,  1923. 

W^r.  F.  BROEXlXCx.  Mai/or. 
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'No.  812. 

An  ordinance  authorizing  the  Lexington  Refrigera- 
tion and  Storage  Corporation,  a  body  corporate, 
its  successors  and  assigns,  to  construct,  lay,  oper- 
ate and  maintain  subways  and  pipe  lines,  includ- 
ing the  necessary  and  convenient  boxing,  pipes, 
manholes  and  other  appurtenances  for  the  purpose 
of  carrying  refrigeration  from  the  plant  of  said 
corporation  at  516  W.  Lexington  Street  into  and 
throughout  the  three  sections  comprising  Lexing- 
ton Market,  which  pipe  lines  shall  be  laid  under 
the  surface  or  bed  of  the  north  side  of  Lexington 
Street  starting  from  said  property,  516  W.  Lex- 
ington Street  and  running  thence  under  the  bed 
of  said  street  in  and  to  Lexington  Market  from 
which  point  said  pipes  shall  be  run  overhead 
throughout  that  Section  of  Lexington  Market  be- 
tween Paca  and  Greene  Streets  thence  in  an  east- 
erly direction  under  the  bed  of  Paca  Street  so  as 
to  connect  with  that  section  of  Lexington  Market 
between  Paca  and  Eutaw  Streets  and  overhead 
throughout  that  section;  thence  starting  from  the 
aforementioned  point  of  inlet  in  a  westerly  direc- 
tion and  under  the  bed  of  Greene  Street  so  as  to 
connect  with  that  section  of  Lexington  Market  be- 
tween Greene  and  Pearl  Streets  and  overhead 
throughout  that  section. 

Whereas,  the  Lexington  Eefrigeration  &  Stor- 
age CorpoTation,  a  body  coTporat©  organized  ajid 
existing  under  the  laws  of  the  State  of  Mavy- 
hmd,  ])roposed  to  install  a  complete  and  modern 
sv^stem  of  I'efrigeratioai  thronghoait  the  entire 
three  scetions  eomprising  Lexington  Market 
wherehy  each  and  every  stall,  if  so  desired  by 
the  occnpant  or  lessee  thereof,  may  obtain  the 
aforesaid   refrigeration  service:   and 

Wlici-cas,  it  is  a  well  known  fact  notwith- 
standing tlie  present  nse  of  ice  boxes  by  the 
\'arions  stall  occnpants  and  lessees  requiring: 
same,  there  is  a  great  waste  of  perishable  prod- 
nets  dn(^  to  the  present  inability  to  properly  pre- 
serve sncb  perishable  prodncts  by  adeqnate  re- 
frigeration ;  and 
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^Vh('rea.s,  in  addition  to  the  great  loss  sus- 
tained l>v  such  stall  occupants  and  lessees  deal- 
ing in  perishable  pro'dncts^  there  is  a  stujiendons 
I)iirden  east  upon  the  Street  Cleaning  Depart- 
nicMit  of  Baltimore  City  in  the  matter  of  keeping 
Lexington  ^Farket  and  the  immediate  vicinity 
clean  hecause  of  wasted  perishable  products ; 
and 

Whereas,  the  propi>sed  system  of  refrigera- 
tio'U,  if  and  when  carried  intc  execution  as  ])r<)- 
])(>sed,  will  i"(>me(ly  and  obviate  the  aforemen- 
tioned (>A'ils  and  will  not  only  greatly  benefit  the 
•niarketmen  asi  a  whole  in  their  business  and  the 
appearance  of  their  respective  stalls,  but  will 
inure  to  the  l.cnetit  of  the  City  of  JialtimoTe  in 
its  niaintenanee  of  said  market  and  also  inure 
to  the  b'enefit  of  the  ultinnite  customers  purchas- 
ing products  in  Lexington  Mai'ket ;  and 

Whereas.,  in  order  that  the  Lexington  Refrig- 
eration &  Storage  CoTporation  may  carry  into 
execution  tlie  aforesaid  plan  of  refrigeration  of 
Lexington  ]\larket,  it  is  necessiary  for  it  to  run 
its  ]n]>es  from  its  refrigeration  plant,  located  at 
.")!()  W.  Lexington  Street,  under  the  surface  of 
the  bed  of  Lexington  Street  on  the  north  side 
thereof  and  also  under  the  snrface  of  the  bed  of 
Paca,  and  Greene  Streets  as  well  as  to  rnn  said 
pi})es  overhead  thronghout  the  three  sections 
comprising  Lexington  ^Tarket,  and  to  that  end  it 
is  necessary  that  a  franchise  be  granted  unto 
said  corporation  authorizing  and  peTmitting  it 
to.  make  such  use  of  said  streets  and  to  install  its 
pipes  throughout  the  three  sections  comprising 
Lexington  IMarket;  theirefoTe: 

Section  L  Be  it  onhthied  hi/  fJie  Mai/or 
and  Citij  Council  of  Baltimore,  that  in  pursu- 
ance of  the  power  vested  in  it,  authority  be  and 
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the  same  i^  herein'  granted  to  tlie  Lexington  Re- 
frigeration k  Storage  Corporation,  a  body  cor- 
porate, its  suecetvsors  or  assigns,  to  construct,  lay, 
operate  and  maintain  snhways  and  pipes  lines, 
including  all  the  necessary  and  convenient  hox- 
ing,  pipes,  manholes  and  other  ap]mrtenances 
for  the  purpose  of  carrying  refrigeration  from 
the  plant  of  the  ahove  named  corporation  at  516 
W.  Lexington  Street  into  and  throughout  the 
entire  three  sections  comprising  Lexing*ton  Mar- 
ket, which  pi])e  lines  shall  Ix^  laid  under  the  sur- 
face or  bed  of  the  north  side  of  Lexington 
Street  starting  from  the  aforesaid  property,  516 
W.  Lexington  Street,  and  running  thence  under 
the  Led  of  said  north  side  of  Lexington  Street  in 
and  to  Lexington  ^farket,  from  which  point  of 
inlet  said  pipes  shall  be  run  overhead  through- 
out that  section  of  Lexington  Market  between 
Paca  and  Greene  Streets;  thence  in  an  easterly 
direction  under  the  surface  or  bed  of  Paca 
Street  so  as  to  conne<^t  with  that  section  of  Lex- 
ington Market  between  Paca  and  Eutaw  Streets 
and  thence  overhead  throughout  tliat  section; 
thence  starting  from  the  aforementioned  point 
of  inlet  in  a  westerly  direction  and  under  the 
surface  or  l)ed  of  Greene  Street  so  as  to  connect 
with  that  section  of  Lexington  ^larket  between 
Greene  and  Pearl  Streets  and  overhead  through- 
out that  section. 

Sections  "2.  And  he  if  further  ordainerl, 
that  the  ^fayor  aud  Oity  Council  of  Baltimore 
shall  at  all  times  have  and  retain  the  power  and 
right  to  rea.sonably  regulate  in  the  public  in- 
terest, the  exercise  of  the  right  herein  granted, 
and  that  the  said  right  shall  be  executed  and 
enjoved  Avithin  six  months  after  the  grant,  as 
])rovided  hy  Seetion  87  of  Article  4  of  the  Code 
of   Puhlic   Local    Laws    of   ^Farvland,    entitled 
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"City  of  Baltimore,"  suh-title  •'Charter/'  and 
tliat  the  right  herein  granted  shall  be  held,  exer- 
cised and  enjoyed  for  the  period  of  twenty-five 
velars,  and  with  the  fnrther  right  to  said  grantee 
at  a  fair  revahiation  including  in  snch  revalua- 
tion the  value  derived  from  said  rights,  to  re- 
newals not  exceeding  in  the  aggregate  twenty- 
ti\'e  years;  that  upon  the  termination  of  the 
right  herein  granted  there  shall  be  a  fair  valua- 
tion of  the  plant  and  projx^rty  of  said  gTantee  to 
he  constructed  throughout  the  three  sections 
comprising  Lexington  ^larkct  and  of  such  prop- 
erty of  the  grantee  as  shall  be  laid  under  the 
surface^  of  the  bed  of  Lexington,  Paca  and 
Crreenc^  Streets  by  virtue  of  this  ordinance, 
which  shall  thereu|)on  he  and  become  the  prop- 
erty of  the  City  of  Baltimore,  at  its  election,  on 
its  paying  said  grantee  said  valuation,  said  pay- 
ment to  he  at  a  fair  and  equitable  valuation  of 
the  same  as  property,  excluding  any  value  de- 
rived fr(mi  the  right  or  franchise  by  this  ordi- 
nance granted ;  the  said  revaluation  and  valua- 
tion hereinbefore  provided  for  to  be  determined 
"upon  by  two  arbitrators ;  one  to  be  appointed  by 
the  ^layor  of  Baltimore ;  and  the  other  to  be 
appointed  by  said  grartee :  its  representatives 
or  assigns,  who,  in  case  tbey  shall  be  unable  to 
agree  Ix^tween  themselves  shall  apjx>int  a  third 
arbitrator,  and  a  decision  of  a  majority  of  said 
arbitrators  shall  l)e  final  and  binding  as  to  the 
revaluation  or  valuation  aforesaid:  provided 
that  if  said  two  arbitrators  shall,  after  a  reason- 
able time,  fail  to  agree  upon  an  umpire,  then  the 
AFayor  shall  appoint  such  umpire. 

Section  3.  And  he  it  further  ordained, 
that  all  of  such  work  contemplated  to  be  done  by 
the  Lexington  Befrigeration  «.^  Storage  Corpo- 
ration in  the  refrigeration  of  Lexington  Mar- 
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ket  as  relates  to  the  layiiiii'  of  pipes,  etc.,  under 
the  bed  of  Lexington,  Paca  and  Greene  Streets, 
as  afo'resaid,  shall  he  perfomied  under  the  sup- 
ervision and  to  the  satisfaction  of  the  Highways 
Engineer,  and  all  of  such  work  as  relates  to  the 
construction  of  ])ipes,  etc.,  overhead  throughout 
the  three  sections  of  Lexington  ^Market,  as  afore- 
said shall  be  ]>erformed  under  the  supervision 
and  to  the  satisfaction  of  the  Inspector  of  Build- 
ings of  the  Citv  of  Ealtimore,  respectively ;  and 
the  said  grantee,  its  successoTS  and  assigns,  shall 
he  responsible  for  all  costs  and  expenses  of  alter- 
ing, changing,  re-locating  or  repairing  any  sub- 
surf  aop  structures  in  the  beds  of  Lexington, 
Paca  and  Greene  f^treets  made  necessars^  by  the 
work  to  be  done  by  it  under  the  terms  of  tliis 
ordinance. 

Seottoist  4.  And  he  it  further  ordained, 
that  the  Lexington  Refrigeration  Sz  Storage  Cor- 
poration, its  successoirs  and  assigns,  shall  restore 
all  portions  of  the  streets  w^hich  shall  be  dis- 
turbed by  the  carrying  out  of  the  plans  above 
contemplated  and  shall  also  restore  all  portions 
of  the  structure  of  Lexingi-on  Market  which  may 
be  disturbed  in  like  manner,  and  said  corpora- 
tion shall  further  repair  and  keep  in  repair  such 
portions  of  the  beds  of  the  aforementioned 
streets  and  such  portions  of  Lexington  Market 
which  its  maintenance  of  its  pipes  or  other 
apparatus  may  so  require,  all  of  which  shall  he 
done  at  the  expense  of  said  corporation. 

Si-x'TioN  5.  And  he  if  further  ordained, 
that  the  right  and  duty  ai'e  hereby  expressly  re- 
served to  the  IMayor  and  City  -Council  of  Balti- 
more at  all  times  to  exc^rcise  in  the  interest  of 
the  public,  full  munici])al  superintendence,  reg- 
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Illation  and  control  in  respect  to  all  matters  con- 
nected witli  the  grant  herein  contained,  and  not 
inconsistent  with  the  terms  thereof  and  that  in 
the  e\'ent  ot  the  said  grantee,  its  successors  or 
assigns,  refusing,  neglecting  or  failing  tO'  oom- 
ply  with  any  of  the  terin,s  or  conditions  upon 
which  the  said  franchises  o-r  rights  are  hereby 
granted,  said  francliises  or  rights  shall  be  and 
hecouie  wholly  null  and  void. 

Sk(  Tiox  G.  And  be  it  further  ordained, 
that  in  consideration  of  the  rigiits  hereinbefore 
granted,  the  said  grantee  shall  pay  to  the  ]\layor 
and  City  Council  of  Baltimore  annualy  the  sum 
of  tifty  cents  (r)Oc)  per  running  foot  for  pipes 
laid  under'  the  beds  of  Lexington,  Paca  and 
Greene  Streets,  and  ten  cents  (lOo)  per  running- 
foot  for  feed  pipes  in  Lexington  Market,  the 
number  of  feet  and  the  total  amount  of  the  co^i- 
pensation  to  be  fixed  from  time  to  time  by  the 
Highways  Engineer  after  the  meiasnrement  by 
him  of  the  actual  number  of  feet  of  pipe  laid  in 
said  streets  and  constructed  in  Lexington  Mar- 
ket, and  also  all  expenses  of  advertising.  Xo 
compensation,  however,  is  to  be  paid  to  the 
flavor  and  City  Council  of  Baltimore  for  serv- 
ice pipes  in  Lexington  Market. 

Skc'imox  T.  a  lid  he  it  further  ordained, 
that  iu>nc()nipliance  at  any  time  or  times  by  the 
grantee,  its  successors  or  asisigiis,  with,  any  of 
the  terms  of  the  grant  herelvy  made  shall  operate 
as  a  forfeiture  of  the  grant  hereby  made,  which 
shall  tliereup(ui  be  and  become  void,  and  that 
nothing  short  of  an  ordinance  of  the  MayoT  and 
City  Coniu'il  of  Baltimore  shall  (operate  as  a 
wai\(']'  of  any  forfVitui'o  of  the  grant  hereby 
made. 
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Skctiox  S.  A)u1  he  if  further  ordained, 
that  this  ordinance  shall  take  eifect  from  the 
(late  of  its  passage. 

Approved  Jannarv  18,  11)2:>. 

WM.  F.  BlIOEXIXG,  Maijor, 


Xo.  813. 


All  oidiimiice  to  add  Iwo  sfclutns  to  ArtitMc  :>(j  of  1  ho 
r.altiiiK.rc  City  Codo  of  liKM).  title    ■Strict  ("leaniii.u. 
re(inii-iii.ii-  the  iilaeiiiii  of  ashes  and  all   refuse,  otliei- 
than  .l.^■ll•l..■l.t;e  and  ashes,  in  separate  reeeptacles. 

.Skctiox  1.  Jie  if  ordained  hi/  flie  Maj/or 
a)id  Cifi/  Coinieil  of  B(dtimore,  that  two  sec- 
tions he  addecl  to  Ai'ticle  36  of  the  Haltinion^ 
V\\y  (\)deof  11)()(),  title  ^'Street  Cleanino,"  said 
new  sections  to  follow  Section  0-F  of  said  Arti- 
cle, to  he  knov\'n  as  Sections  1)-F-1  aiul  l)-F-2,  re- 
spectively, and  to  read  as  follows: 

1)-F-1.  All  a.shes  which  are  now  collected  hy 
the  ( Commissioner  of  Street  (deanina,"  shall  he 
placed  in  s("])ara.te  receptacles  or  the  same  char- 
acter, si/.e  ami  (hvscription,  as  those  required 
under  Section  1>  of  this  Article  for  2,'arhairP,  nnd 
all  pajtcr,  tin  caii<.  hottles  and  other  i'(d'nse  shall 
he  place(l  in  anv  kind  of  rece]:)tacles,  not  exceed- 
\\\[X  in  capacit\'  two  hiishels  each,  it  heing  the 
intention  of  this  section  to  secure  tli(^  com])l(>te 
s(>pa ration  oF  a.shes  and  r(d'usf\  as  defined  in  this 
section,  from  iiarhaii'e  and  fi'om  (»ach  otlnu-. 
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!)-F-2.  Any  person  violating  the  provisions 
of  the  next  preeeding  section  shall  be  subject  to 
the  iinc  ])rovid('(l  for  h\  Section  O-G  of  this  Arti- 
cle. 

Approved  Jannary  20,  1023. 

\y:SL  F.  BKOEXIXG,  Mauor. 


Xo.  814. 

An  ordinance  to  Condemn  and  Open  Fayette  Street, 
from  the  west  side  of  East  Avenue  to  the  west 
side  of  Third  Street,  in  accordance  with  a  plat 
thereof  filed  in  the  Office  of  the  Commissioners  for 
Opening  Streets,  on  the  7th  day  of  October,  1922, 
and  now  on  file  in  said  office. 

Sect  I  ox  1.  Be  it  ordained  hy  the  Mayor 
and  City  Council  of  Baltimore,  That  the  Com- 
missioners for  Opening  Streets  be,  and  they  are 
hereby  authorized  and  directed  to  condemn  and 
open  Fayette  street  with  a  width  of  TO  feet  from 
the  west  side  of  F]ast  avenue  to  the  west  side  of 
Third  street,  the  land  hereby  directed  to  be  con- 
demned lV)r  said  opening  being  described  as 
follows : 

Beginning  for  the  same  at  a  point  formed  by 
the  intersection  of  the  westernmost  side  of  East 
avenue,  as  now  opened,  and  the  soutliernmost 
side  of  Fayette  street,  as  now  opened,  70.0  feet 
wide:  the  co-ordinates  of  said  point  of  l)egin- 
ning.  l:ased  upon  the  system  u.sed  bv  the  City  of 
F)altim.)re  Topographical  Survey  Commission, 
being  cost  121()0.():]  feet  and  south  103().60:) 
feet,  and  running  thence,  bindino-  on  the  line  of 
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the  sonthernniost  ^^ide  of  Fayette  street,  as  now 
laid  out,  iiortli  S7°  03'  iy\  east  1377.83',  to 
intersect"  the  west  side  oi'  Third  street,  as  pro- 
])osed  to  be  opened;  thence  binding  on  tlie  west 
side  of  said  lliird  street  north  03°  00'  24"  west 
70.0  feet  to  intersect  a  line  drawn  parallel  witli 
and  distant  70.0  feet  northerly,  measured  at 
right  angles  to  the  first  line  of  this  description; 
thence  reversing  said  line  so  drawn  and  binding 
thereon  south  87°  03'  15"  west  1377.76  feet  to 
the  line  of  the  said  west  side  of  East  avenue; 
thence  binding  on  said  line  south  0:^°  5(5'  45" 
west  70.0  feet  to  the  place  of  beginning. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topographical  Survey  Commission. 

The  said  Street  as  directed  to  l)e  condemned 
being  delineated  and  particularly  shown  on  a 
])lat  which  w^as  filed  in  the  Office  of  the  Commis- 
sioner for  Opening  Streets  on  7th  day  of  Octo- 
ber, in  the  year  11)22,  and  is  now  on  file  in  the 
<;iid  Office. 

Si:("ri().\  2.  .{)}(]  he  //  finiher  ordained. 
That  the  jiroccedings  of  >iai(l  (Commissioners  for 
()p(Miing  Streets,  with  reference  to  the  con- 
demnation and  opening'  of  said  street,  and  tlie 
]ii'()C(-(>(liiigs  and  rights  of  all  parties  interested 
oi'  affect(Ml  thci'(^l;y,  shall  be  regulated  by,  and  be 
in  accordance'  with,  all  such  provisiims  of  Article 
-1  of  the  Public  Local  Laws  of  Maryland,  as  en- 
;i(  red  ly  Chapter  ]2:'>  of  the  Acts  of  the  General 
Assembly  of  Maryland  of  the  year  1808  (c-om- 
mouly  known  as  the  Xew  Charter  of  Baltimore 
City),  ;is  may  be  applicable  thereto,  as  well  as 
nil  amendments  thereof,  and  also  any  other  A(^ts 
of    thf    said    Cicneral    Assemblv    of    Maryland 
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which  may  no  applicable  thereto';  and  also  in  ac- 
cordance witJi  any  and  all  Ordinances  of  the 
Alayov  and  City  Council  of  l>altiniore  now  in 
force  and  applicable  thereto. 

Approved  dannary  2t)^  11):^3. 

\\M.  F.  JMIOEXIXG,  Maijor. 


no,  815. 

An  ordinance  granting  authority  to  the  Inspector  of 
Buildings  of  Baltimore  City  to  issue  a  permit  au- 
thorizing G  elf  and  Manufacturing  Company  to  con- 
struct a  building  on  the  southwest  corner  of  Eighth 
Street  and  Old  Line  Union  Railroad,  in  the  City  of 
Baltimore,  and  relieving  the  said  Gelfand  Manu- 
facturing Company,  in  the  construction  of  said 
building,  from  compliance  with  certain  require- 
ments of  the  Building  Code  of  Baltimore  City. 

Section  1.  Be  it  ordained  by  the  Mayor 
and  City  Council  of  Baltimore,  That  authority 
be,  and  the  same  is,  hereby  granted  to  the  In- 
speetoi-  of  T^uildings  of  Baltimore  City  to  issne 
a  permit  anithorizing  Gelfand  Manufacturing 
Company  to  construct  a  building  at  the  south- 
west corner  of  Eighth  Street  and  Old  Line 
Cnion  Railroad  in  the  City  of  Baltimore. 

Si-cTiox  -2.  A  lid.  he  it  farther  ordained, 
That  in  th.e  Construction  of  said  building  said 
Cr(dfand  Mannfactnring  Company  is  hereby  an- 
tliorized  and  permitt(Hl  to  construct  the  said 
building  in  accordance  with  the  engineering 
prin(i]des  and  formnlas  hereinafter  enumerated, 
nam(dv  : 
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Workiiiii'  Stresses. 

i  :  L^ :  4   ( "onerete — 

Direct  l;eariiii>,  oOO  llvs.  per  sc|.  inch. 

Direct  beariiia  on  2  x  loaded  area,  SCO  11)S. 

per  s(j.  inch  on  contact  area. 
Filii'e  stress  in  bending-,  050  lbs.  per  sq.  in. 
Fibre  stress  in  bending  at  snpports,  050  pins 

159<   per  sq!  inch  for  continnous  beams. 
Punching  Shear,   120  lbs.  })er  sq.  inch. 
Shear  nieasnring  diagonal  tension,  40  lbs.  per 

S().  inch,  no  stirrnps. 
Shear   nieasnring  diagonal   tension,    !20   lbs. 

l)er  >(].  inch,  stirrups  and  l)ent  bars. 

1.  li/v) :  ']   Concrete — 

Direct  bearing,  ()25  per  sq.  inch. 

DireH^t  bearing  on  2  x  loaded  area,  100()  lbs. 

per  s<i.  inch  on  contact  area. 
P^ibre  stresses  in  Ivending,   800  lbs.   per.   sq. 

inch. 
Fibre  stress  in  bending  at  snpports,  800  lbs. 

per  sq.  inch  ])lns  !:')[/(  per  sq.  inch  for  con- 

tinnons  beams. 
Pnnching  Shear,  1 50  lbs.  per  sq.  inch. 
Shear  nieasnring  diagonal  tension,  50  lbs.  per 

sq.  inch. 
Sliear   iiieiasiiring  diagonal   tension,    150  lbs. 

per  s(|.  inch,  stirrnps  and  bent  bars. 

St(^e]— 

Tc'iisile  stress  in  reinforcing  bars,  lOOOOJf  per 

S(|.  inch. 
Compression  stress  on  bars  in  lieains,  lOOOO^ 

per  Sep  inch. 
T'nit  direct  shear  on  bars,  10000 J  per  sq.  inch. 
Tiond  stress,  ])hiin  liars,  SOJ,  deformed  bars 

lOOJ  for  1  :2:4  mix,  and   100  and   120S  re- 

specti\'elv  for    1  :  P  o  :'>   mix    Hooks  to  add 

15^i. 
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Alodiiliis  of  elasticity,  15  and  12  for  1  :2  :■! 
and  1  :1V2*'^  i^ii-"^'?  respectively. 

Formulas — 

Beams — The  straight  line  formulas  for  ilex- 

ure. 
Columns  P  equals  fc  (Ac+n  As). 

C'ohinms — 

Jiodded  columns : 

Vertical  rods  not  less  than  1%  nor  more 

than  -1%. 
P  equals  500  Ac  plus  7500  avs  for  1:2:-!:. 
P  eipials  ()25  Ac  plus  7500  avs  for  1  -.n/o  :•'>. 
Hooped  Columns : 

Vertical  rods  not  less  than  1%  nor  more 

than  4:%. 
P  equals  850  Ac  plus  10000  avs  for  1 :2  :4. 
P    eipials    1050    Ac    plus    10000    avs    for 
1:13^:3. 

(niieral  Assumption  of  Design — 

For  single  sjvans,  sp^an  e(|uals  distance  center 

to  center  of  supports. 
For    continuous    or    restrained    heams,    span 

e(pials  clear  distance  between  su]iports. 
Ijrackets  at  angle  (^f  45'  reduce  span  to  point 

where    tlieir    depth    equals    1    :>    (^f    1)eam 

depth,  brackets  to  he  designed  for  shear  and 

bending. 

Tee  Beams — 

The  assumed  eifecti\e  width  of  tee  beams  shall 
not  exceed  one-sixth  the  s])an  length  on 
either  side  of  beam,  nor  shall  the  overhang 
on  either  side  at  the  web  exceed  six  times 
the  thickness  at  the  slab,  nor  shall  the  total 
efl'ective  width  on  either  side  of  center  of 
beam  exceed  tJiree-eighths  of  the  distance 
between  centers  of  the  adjoining  lieams. 
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('oiitiiiiioiis  l>('aiiis  and  Slabs — 

M  c"(,!ia]<  WL  divided  by  S;  WL  divided  by 
10;  WL  divided  by  12;  for  single,  senii- 
eontinuons  and  (-ontinnons  nieml)€rs  respec- 
tively, where  W  ecjuals  total  load.  Bnt  in 
all  other  respi'cts  the  construction  of  said 
bnildinii  shall  be  in  acrcordance  with  the 
provisions  of  the  pi-escMit  l^nildinii  Code  of 
I>altiniore  City. 

i^it  in — 

1j\(   load,  tirsjt  tlooi',  17.")  lbs.  per  sq.  foot. 

Li\(^  load,  upper  floors.  175  ll>s.  per  si\.  f  fx)t ; 
but  in  all  other  res})ects  the  constrnction  of 
said  building  shall  bo  in  accordance  with 
the  ])rovisions  of  tlie  I->nilding  Code  of  Bal- 
timore City. 

Skction  •>.  A)iH  he'  if  furflie)'  ordained. 
That  this  ordinance  shall  take  eifect  from  the 
date  of  its  jvassage. 

A])]n'oved  Jannary  2^,  1928. 

WM.  F.  BPvOEXTXG,  Mayor. 


Xo.  Sl(). 

An  ordinance  providing  for  the  acquisition  of  a   lot 
or  lots  of  ground  in  the  vicinity  of  Hollins  Market 
and    for    the    erection    thereon    of    a    building,    and 
equipping  the  same,  to  be  used  as  a  public  com 
fort  station. 

Skc'I'io.x  1.  lie  it  ordained  hi/^fJic  Mayo) 
and  ('Hi/  CoiOieil  of  Jhdiimore,  That  the  ^Fayor 
and  Comptroller  be  and  they  are  hereby  anthor- 
i/.ed  and  (lir(M-ted  to  acMpiire  by  pnrchase  or  con- 


()K1)1-\AACES,  'M~ 

(Ic'miiatioii,  a  suitaMe  lot  or  lots  of  i>Tound  in  the 
vicinity  of  Hollins  ^larkct,  for  the  erection 
thereon  of  a  pnhlic  comfort  station. 

SKfTio.x  2.  And  he  if  furilier  ordained. 
That  tlie  rns})ectnr  of  Buildings  l)e  and  he  is 
herein-  anthorized  and  directed  to  have  erecte<l 
on  the  lot  or  lots  acqnired,  as  aforesaid,  a  Iniild- 
in<>'  snitable  for  the  pnrposes  of  a  ])nl)lic  c<mifort 
station,  and  t(^  eqni])  the  said  bnildinii. 

Sectiox  ?).  And  hp  if  furflicv  ordained. 
That  the  snm  .^f  Thirty  Thousand  ($30,000) 
Dollars,  or  so  ninch  thereof  as  inay  l)e  necessain\ 
I  e  included  in  the  Ordinance  of  Estimates  for 
the  vear  1028  for  this  pnrpose. 

A]>proved  Feln-nary  ."),  1028. 

^^r.  F.  BEOEXTXG.  traitor. 


Xo.  ,^17. 

An  ordirance  providing  for  the  acquisition  of  a  lot 
or  lots  of  ground  on  Forrest  Street,  between  En- 
sor  and  Orleans  Streets,  for  the  erection  thereon 
of  a  buildiEg.  and  equipping  the  same,  to  be  used 
as  a  public  comfort  station. 

Skctiox  1.  Be  if  ordained  hi/  flip  Maiior 
and  Cifif  Council  of  Balfimore,  That  the  ^layor 
and  Conij^troller  l;e  and  they  are  hereby  anthor- 
ized and  directed  to  acqnire  l>y  purchase  or  con- 
demnation, a  suitable  lot  or  lots  of  around  on 
Forrest  street,  Ixntween  Ensor  and  Orleans 
strt^ts,  for  the  erection  thereon  of  a  public  C(^m- 
fort  station. 


318  ()K])1,\AXCKS. 

Si;(  ri().\  2.  And  he  it  further  ordained, 
That  the  Inspector  of  Buildings  be  and  he  is 
h(  I'ehy  antliorized  and  directed  to  have  erected 
(ui  the  lot  or  loits  acquired,  as  aforesaid,  a  build- 
ii!<>,'  siiitcd)le  f(n'  the  purpose  of  a  comfort  station, 
and  to  etpiip  the  said  Ivnilding. 

Skctiox  '>.  And  he  it  furtlier  ordained, 
Tliat  a  sufficient  sum  of  moiiey  for  the  ])urchase 
of  said  lot  or  lots  and  for  the  erection  and  (Kpiip- 
])inu  of  sa'd  l>uildini>',  he  included  in  tlie  Ordi- 
nance of  Kstimates  for  the  year  lt)2'>. 

A|)]/roA-("d  lu'])rnary  T),  1{)2'). 


^.  SIR. 

An  ordinance  to  condemn,  open,  widen  and  grade 
Dolfield  Avenue,  from  the  north  side  of  Groveland 
Avenue  to  the  intersection  of  Sequoia  Avenue  and 
Hilton  Street,  in  accordance  with  a  plat  thereof 
filed  in  the  Office  of  the  Commissioners  for  Open- 
ing Streets,  on  the  8th  day  of  Novemher,  1922.  and 
now  on  file  in  said  office. 

Skctiox  1,  Be  it  ord((i)ied  l)ij  the  Maijor  and 
Citji  (\)  line  it  of  Baltimore,  That  the  Commie^ 
sioners  for  Opening  Streets  he,  and  they  are 
lu^rehy  authorized  and  din^cted  to  condemn, 
open,  widen  and  grade  Dolfield  avenue,  fi'om  its 
present  width  of  ahout  50  feet  to  a  width  vary- 
ing from  (SO  feet  to  140  feet,  from  the  north  snle 
of  Groveland  avenue^  to  the  intersection  of  Se- 
quoia avenue  and  TTilton  street,  the  laud  herehy 
directed  to  he  condemned  for  said  opening, 
widening  and  grading  l>eing  described  as  fol- 
lows: 
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l>(>(iiiiiiiiiii  for  the  sainc  at  n  ])oiiit  on  tlu^ 
north  side  of  GroA'oland  avenue^  ()0  feot  wide, 
distant  05.49  fceit  westerly  froin  the  po«int 
formed  hy  the  intersection  of  the  northwest  side 
of  Garrison  avenne,  (50  feet  wide,  and  the  nortli 
side  of  said  Gro^'ehlnd  aA'enne;  th(^  e;o-oTdinateis 
of  said  ];oint  of  beginning;,  ba,sed  npoii  the  sys- 
tem nsed  hy  the  Ci.ty  of  Baltimore  Topograph- 
ical Snr\'eiy  Oommission,  being  west  10205.02 
feel  and  north  15784.34  feet,  and  rnnning 
tlience  sonth  53°  OV  W  east  303.15  feet  to  a 
]:)(Hn,t  distant  SO  feet  northeasterly  measured  at 
right  angles  from  the  sonthwest  side  of  Dolfield 
a^'enne  as  now  laid  ont ;  thence  parallel  with  said 
side  of  Dolfield  avenne  sonth  03°  20'  :>\''  east 
12'.>1.S1  feet;  thence  coiitinning  parallel  with 
the  soaithwest  side  of  Dolfield  avenne  and  dis- 
tant SO  feeit^  north ea sit erlv  therefrom,  measnred 
a,t  right  angles  sonth  52°  11'  11''  east  708.40' 
feet;  thence  In-  i\  line  cnrving  to  the  right  with 
a  1043.07  feet'radins  the  distance  of  322.33  feet, 
wliich  arc  is  subtended  l>v  a  chord  bearing  soiitb 
43°  20'  01"  east  321.05'feet;  thence  south  34° 
28'  51"  east  3310.85  feet;  thence  south  08°  47' 
30"  easit  40  feet  to  intersect  the  northwest  side 
of  Hilton  street  as  proposed  00  feet  wide;  thence 
liinding  on  the  northwest  side  of  said  ITikon 
strc'ot/sonth  21°  12'  30"  west  58.25  feet  to  in- 
tersect the  nortln^ast  side  of  Seqnoia  aA'enne  as 
now  in  the  proicess  of  condemnation  SO  fe^et 
wide;  thenco  l)inding  on  the  northeasd"  side  of 
said  Sc(]noia  av(Mine  north  (58°  47'  30"  west 
155.18  feet;  thence  north  21°  12'  30"  east  40 
fec^t  to  intersect  a  line  drawn  parallel  with  and 
distant  80  feet  southwest  erlv  measured  at  ri^ht 
angles  from  the  fifth  line  of  this  descri]itioii ; 
tlience  reversing  said  line  so  drawn  and  bind- 
ino'  thereon   noi«th   34°    28'   51"  west   3226.01 
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tVet;  thence  by  a  line  curving  to  the  left  with  a 
•.M);3.07  feet  radius  the  distance  of  297.61  feet, 
which  arc  is  subtended  by  a  chord  bearing  north 
-1-:)°  20'  or'  west  200.42  feet  to  a  point  oil  the 
southwest  side  of  Dolfield  avenue  as  now  laid 
out :  thence  binding  on  said  side  of  Dolheld  ave- 
nue north  52°  ll'll"  west  TOO.-K)  feet;  thence 
continuiuii  to  bind  on  the  southwest  side  of  Dob 
tiehl  avenue  north  08°  2V/  51"  west  1580.83  feet 
to  intersect  the  nortlnvest  side  of  Oarrison  ave- 
nue; thence  binding  on  the  northwest  side  of 
(iarrison  av(>nu(>  mwih  88°  50'  10"  east  52.50 
feet ;  thence  at  riglit  angles  to  Oarrison  avenue 
north  5(;°  00'  50''  west  208.82  feet  to  intersect 
the  north  si(U'  of  Groveland  avenue;  thence 
l.inding  on  the  north  side  of  Groveland  avenue 
north  80°  58'  12"  east  150.40  feet  to  the  place 
of  beginning. 

The  courses  in  the  abox'e  description  are  all 
referred  to  the  true  meridian  of  the  City  of 
Baltimore  Topographical   Survey   Commission. 

44ie  said  Street  directed  to  hv  condemned  be- 
ing delineated  and  particularly  shown  on  a  plat 
whicli  was  filed  in  the  Office  of  the  Commission- 
ors  for  Opening  Streets  on  8tli  day  of  Novem- 
ber, in  the  year  li)22,  and  is  now  on  file  in  the 
said  Office. 

Skc'iiox  2.  Arul  he  if  further  oirlaiiied, 
That  th(^  ])roceedings  of  said  Commissioners  for 
0])ening  Sti*eets,  with  reference  to  the  con- 
d(Mnnation,  opening,  widening  and  grading  of 
said  av(niue,  and  the  proceedings  and  rights  of 
all  parti(»H  interested  or  affected  thereby,  shall 
])e  regulated  by,  and  be  in  accordance  wdth,  all 
such  provisions  of  Article  4  of  the  Public  Local 
Laws  of  ^Faryland,  as  enacted  l)y  Chapter  123 


of  the  xlcts  of  the  General  Assembly  of  ^lary- 
land  of  the  year  1898  (coinonly  known  as  the 
Xew  Charter  of  Baltimore  City),  as  may  be 
applicable  thereto,  s.s  well  as  all  amendments 
thereof,  and  also'  any  other  Acts  of  the  said 
(reneral  Assembly  of  ^faryland  which  may  be 
applicable  thereto:  and  also  in  accordance  with 
any  and  all  Ordinances  of  the  Mayor  and  City 
Council  of  Baltim(^r(^  now  in  force  and  a]>pli- 
calde  thereto. 

App>-o-ved  February  1-1,  1928. 

AVM.  F.  BROE^ING,  Mayor. 


?sV  819. 


An  ordinance  to  change  the  name  of  Evergreen 
Terrace,  from  Fnlton  Avenue  to  Orem  Avenue,  to 
Auchentorolv  Terrace 


Sectio.x  1.  Be  it  onla'nied  hi/  tlie  Jfaijor 
and  City  Council  of  Baltimore,  That  the  name 
of  Evergreen  Tc^rrace,  from  Fulton  avenue  to 
Orem  avenue,  be  and  it  is  hereby  chanired  to 
A  u chentoroly  TeiTace. 

S'ECTiox  2.  And  he  It  further  ordained. 
Fhat  this  ordinance  shall  take  eflFect  from  the 
date  of  its  passage. 

Ap'proved  February  2^,  1920. 

Vni.  F.  BBOE:NnTsTG,  Mayor. 
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Xo.  820. 

An  ordinance  granting  authority  to  the  Inspector  of 
Buildings  of  Baltimore  City  to  issue  a  permit  au- 
thorizing the  Consolidated  Gas  Electric  Light  and 
Power  Company,  of  Baltimore.  Inc.,  to  construct 
an  office  building  at  No.  1092  North  Front  Street, 
in  the  City  of  Baltimore,  and  relieving  the  said 
Consolidated  Gas  Electric  Light  and  Power  Com- 
pany, of  Baltimore,  Inc.,  in  the  construction  of  said 
building  from  compliance  with  certain  require- 
ments of  the  Building  Code  of  Baltimore  City. 

Section'  1.  Be  it  ordained  by  the  Mayor  and 
City  Council  of  Baltimore,  That  autlioritv  be 
and  the  same  is  herebv  granted  to  the  Inspector 
of  Buiklings  of  Baltimore  City  to  issue  a  permit 
authorizing  the  Consolidated  Gas  Electric  Light 
and  Power  Conipanv,  of  Baltimore,  Inc.,  to  con- 
struct a  building  at  Xo.  109:2  Xorth  Front 
Street,  in  the  City  of  Baltimore. 

S'Ec'i-iox  2.  And  he  it  further  ordwined. 
That  in  the  construction  of  said  building  the 
Consolidated  Gas  Electric  Light  and  Power 
Company,  of  Baltimore.  Inc.,  is  hereby  author- 
ized and  |>ermitted  to  construct  the  said  building' 
in  accordance  with  the  engineering  ])ri]iciples 
and  formulas  hereinafter  enumerated,  namely: 

Working  Stresses. 

1:2:4  Concrete — 

Direct  hearing,  ."iOO  ll>s.  per  s(i.  inch. 

Direct  hearing  on  2  x  loaded  area,  800  lbs.  per 

sq.  inch  of  contact  area. 
Fibre  stress  in  bending,  650  lbs.  per  sq.  inch. 
Fibre  stress  in  l)ending  at  supports,  650  plus 

15   |)er   cent,   per   s(].    incli    for  continuous 

])eam.s. 
Punching  shear,  120  llx^.  per  S(|.  inch. 
Sliear  measuring  diagonal  tension,  40  lbs.  ])er 

s(|.  incli,  no  stiiTups. 
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Shear  ineasiiriiiii"  diagonal   tension,    120   Ihs. 
per  sq.  inch,  stirrups  and  toit  bars. 

I  :  1  i/o  :  ;>   Concrete — 

Direct  l>earin<>',  ()2r)  lbs.  per  s<;p  inch. 

Direct  hearinii  on  2  x  loaded  area,   H>()()  lbs. 

per  s<^i.  inch  on  contact  a.i*ea. 
Fibre   stresses   in    bendiuii.    SOO    lbs.    per   s(|. 

inch. 
Fibre  stress  in  bending  at  supports,  800  lbs. 

per  sq.  inch  plus  15  per  cent,  per  sq.  inch 

for  continuous  beams. 
Punching  shear,  150  lbs.  per  sq.  inch. 
Shear  measuring  diagonal  tension,  50  lbs.  per 

sq.  inch. 
Shear  measuring   diagonal  tension,   150  lbs. 
per  sq.  inch,  stirrups  and  bent  bars. 

Steel — 

Tensile  stress  iu  reinforcing  bars,  16,000  lbs. 

per  sq.  inch. 
Compression  stress  on  bars  iu  l)eams,  10,00(1 

lbs.  per  sq.  inch. 
Fnit  direct  sliear  on  bars,  l(t,000  lbs.  per  sq. 

inch. 
Bond   stress,   ])lain   bars,   SO  lbs.;    deformed 

bars  100  lbs.,  for  1  :2  :4  mix,  and  100  and 

120   lbs.,    i-espectively,    for    1  :ll/o  :o   mix: 

hooks  to  add  1 5  per  cent. 
]\rodulus  of  elasticity,   15   and  12  for    1  :2  :4 

and  1  :ll/)  :•')  mix,  res]}OCftivelv. 

Formtdas — 

Beams — The  straight  line  formulas  for  flex- 
ure. 
(\>lunms  1-*  ecpials  fc  fac  plus  n  As). 

Colnmns — 

Rodded  Columns : 

Vertical  rods  not  less  than  1  per  cent,  nor 
more  tban  4  per  cent. 
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P  equals  500  Ac  plus  7500  avs  for  L  :2  A. 
P  equals  ()2d  Ac  plus  7500  avs  for  1  :iy2  :3. 
Hooped  Columns: 

Vertical  rods  not  less  than   1   per  cent,  nor 

more  than  4  per  cent. 
P  equals  850  Ac  plus  10,000  avs  for  1  :-2  :4. 
P    equals    1050    Ac   plus    10,000    avs    for 

1:11/2:3. 

General  Assimiptiou  of  Design — 

For  single  spans,  span  equals  distance  center 

to  center  of  supports. 
For    continuous   or   restrained    beams,    span 

equals  clear  distance  between  supports. 
Brackets  at  angle  of  45  degrees  reduce  span  to 

point  where  their  depth  equals  one-third  of 

beam   depth,   brackets  to  be  designed  for 

shear  and  liending. 

Tee  Beanis^ — 

The  assumed  elfective  width  of  tee  teams 
shall  not  exceed  one-sixth  the  span  length 
on  either  side  of  beam,  nor  shall  the  over- 
hang" on  either  side  at  the  web  exceed  six 
times  the  thickness  at  the  slab,  nor  shall 
the  total  effective  width  oai  either  side  of 
center  of  beam  exceed  three-eighths  of  the 
distance  between  centers  of  the  adjoining 
beams. 

(Vuitinuous  Beams  and  Slabs- — 

11  ecpialsAVL  divided  bv  S,  AVb  divided  bv 
10,  WL  divided  bv  12,  for  single,  semi- 
coiitinuous  and  continuous  members,  rc- 
spectivelv,  where  W  equals  total  load.  But 
in  all  other  respects  the  construction  of  said 
building  sh^dl  \w  in  accordance  with  the 
proviisions  of  the  present  Building  Code  of 
Baltimore  Citv. 
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Put  in- 
Live  load  J  all  floors,  75  lbs.  per  sq.  foot. 
J.ive  load,  rooif,  -lO  lbs.  per  sq.  ft.;  but  in  all 
other  i-e'Spects  tlie  coiistructioai  of  said 
building  sliall  be  in  a,cc(n"dance  witli  tln^ 
provisions  of  the  Building  C'ode  of  Balti- 
moi-e  City. 

Section  3.  And  he  it  further  ordained, 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  Febrnarv  :>(>,  1923. 

WM.  F.  BROENING,  .¥a//oy. 


'Eo.  821. 

An  ordinance  granting  permission  to  Raymond  E. 
Burnett  to  erect  a  frame,  one-story  extension  on 
second  floor  rear  and  frame  pantry  and  porch  on 
flrst  floor  rear,  to  be  erected  on  his  premises  No. 
3040  Arunah  Avenue. 

Section  1.  Be  it  ordained  Iji/  the  Mayor  and 
f^ity  Co  line  it  of  BaUimore^  That  permission  be 
and  the  same  is  herehv  granted  to  Raymond  E. 
Burneitt  to  erect  a,  frame  one^stoTy  extension  on 
second  fiooa-  rear  sn])ported  by  brick  columns, 
and  frame  pantry  and  poTch  on  first  floor  rear  7 
feet  6  inches  long  and  20  feet  wide  on  the  north- 
ern side  of  his  house  ^o.  3040  Ai'unah  Avenue, 
and  to  be  erected  under  the  super\'ision  of  the 
rnspectoT  of  Buildings  of  Baltimore  (^ity  in 
accoTdance  with  the  build  in »'  laws. 
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S'ection  2.  And  be  it  further  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  iiassage. 

Approved  Febi-narv  21),   192'1 

WM.  F.  BEOENING,  Mayor. 


ISTo.  822. 


An  ordinance  making  Valley  Street,  from  Ashland 
Avenue  to  Eager,  and  Ashland  Avenue,  from  Har- 
ford Avenue  to  McKim  Street,  one-way  Streets  for 
vehicular  traffic. 

Section  1.  Be  it  ordained  by  the  Mayor  and 
City  Council  of  Baltimore,  that  Valley  Street, 
from  Ashland  AA'enuei  to  Eager  Street,  and  Ash- 
land Avenue,  from  Harford  Avenue  to  McKim 
Street,  bei  and  they  are  hereby  declared  toi  be 
one-way  streets  for  vehicular  traffic;  Valley 
Street,  from  Ashland  Aveiiue  to  Eager  Street, 
to  be  TTsed  by  such  traffic  in  a  northerly  direc- 
tion only  and  Ashland  Avenue  froan  Harford 
Avenue  to  !McKim  Street,  to  be  used  by  such 
traffic  in  a,  westerly  direction  only.  Any  person 
\'iolating  the  proi\'isions  of  this  ordinance  shall 
he  subject  to  a  penalty  not  exceeding  ten  dollars 
($10)  for  each  and  every  offense. 

Section'  2.  And  be  it  further  ordained,  that 
this  ordinance  shall  take  effect  from  the  date  of 
its  passage. 

Approved  March  5,  li)2'l 

WM.  F.  EROENING,  Mayor. 
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All  <»r(lin;iiu-t'  t<»  jiroliiliit  \('liiclt's  ri-(nii  olislructiim'  the 
vehicles  (U-  niipjirjilHs  of  the  l-'ii'c  1  )ei>;i  rlnieiil  nii'l 
the  I'olice  Departiiieiit  of  llie  ("it\  of  Ualtiiuoie.  to 
reguhite  the  i)ai'kii!.u-  of  vehicles  in  the  iiei-'hlorhood 
of  fires,  and  i)i'ovidiii.ii-  a  line  fof  the  \iohifi<>ii  of  the 
l»fovisioiis  of  tliis  ordinance. 

SEcn'iox  1.  He  it  orddhicf^  hi/  I  lie  Mdtjor 
(Did  City  C()i(})ri]  of  lUiU'nnorc.  That  on  the 
approach  of  any  vehicle  or  a])paratiis  of  the  Fire 
Department  or  the  Police  Department  of  the 
(^ity  of  Baltimore,  aiisweriiiti  an  alarm  of  hre 
or  emergency  call,  and  soiinrliiiii'  a  bell  or  siren, 
the  driver  of  any  vehicle  other  than  a  vehich'  oF 
the  aforesaid  departments  or  an  ambulance  of 
the  Plealth  De])artment  or  of  any  hospital  on  an 
emergency  call,  shall  drive  as  close  as  possible  to 
the  right  hand  cnrb,  slow  down  to  ten  miles  an 
honr  or  stop,  and  shall  not  follow  within  600 
feet  after  \\\v  said  vehicles  or  ap])aratns  of  said 
Fire  Department  or  Police  Department  has 
passed.  Xo  vehicle,  except  by  direction  oF  the 
Chief  of  the  Fire  Departmeiit,  or  officer  of  the 
Fire  Department  in  charge  of  a  fir(>  at  the  time. 
shall  approach  or  ])ark  withiii  six  hnndred 
(GOO)  feet  of  any  fire.  Any  j)erson  who  shall 
violate  in  any  way  the  ])rovisions  of  this  ordi- 
nance, or  who  shall  fail  or  I'efnsi^  to  comply 
therewith,  shall  be  liable  to  a  fine  of  not  less 
than  five  dollars  ($5.00)  nor  moi'c  than  fifty 
dollars  ($50.00)  for  each  offense. 

SiocTiox  2.  A)\d  he  it  furllier  ordd'uicd , 
That  all  ordinances,  or  parts  of  ordinances,  in- 
consistent with  the  ])rovisions  of  this*  ordinance 
be  and  the  same  are  hereby  repealed. 
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Sectiox  3.  And  be  it  further  ordained, 
That  this  ordinance  shall  take  effect  from  the 
(late  of  its  passage. 

Approved  March  K   \\^r?>. 

W]\I.  F.  BROENING,  Mayor. 


^o.  824. 


An  ordinance  granting  permission  to  The  United 
Railways  and  Electric  Company  of  Baltimore  to 
erect  a  garage  at  the  northeast  corner  of  Pennsyl- 
vania Avenue   and   Cumberland   Street. 

Wheireas,  Ordinance  Xo.  6()()]/^  of  11)21  pro- 
liibits  the  erection  of  a  Pnblic  Garage  Avithin 
300  feet  of  a  chnrch  ;  therefore 

Sectjox  1.  He  it  ordained  by  the  Mayor  and 
■City  Coimcil  of  Baltimore,  That  permission  be 
and  the  same  is  herebv  granted  to  The  Tnited 
Kailways  and  Electric  Company  of  Baltimore 
to  erect  a  garage  approximately  one  hundred 
and  thirty-eight  (138)  feet  wide,  on  Pennsyl- 
vania Avenue,  and  one  hundred  and  sixty-eight 
(168)  feet  long,  on  0*umberland  Street,  said 
structure  to  be  built  of  brick  construction  Avith  a 
slag  roof,  and  the  work  to  be  done  under  the 
supervision  of  the  Inspector  of  Buildings  of 
Baltimore  City,  in  accordance  with  the  Build- 
ing Laws  of  said  City  and  especially  in  accord- 
ance with  provisions  of  paragraphs  12  and  13 
of  Section  4-7  of  Ordinance  isTo.  155,  approved 
Tulv  6th,  1008,  and  all  Amendments  thereof. 
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Section  2.  And  be  it  further  ordained,  that 
this  ordinanco  sliall  take  effect  from  the  date  of 
its  passage. 

Appi'OA'ed  Alareli  1),  11>2'>. 

WiM.  F.  BROEjS^ING,  Mayor. 


IvTo.  825. 

An  ordinance  to  condemn  and  open  Charles  Avenue, 
from  the  northeast  side  of  List  Avenue  to  the 
southwest  side  of  Southern  Avenue,  in  accordance 
with  a  plat  thereof  filed  in  the  Office  of  the  Com- 
missioners for  Opening  Streets,  on  the  12th  day  of 
December,  1921,  and  now  on  file  in  said  office. 

Skctiox  1.  He  U  ordd'uK'd.  hij  the  Maijor  and 
Citij  Coiinril  of  Pxdf'uuorc,  That  tlie  Conimiis- 
sioiiers  for  ()peiiiiii>  Streets  lie,  and  they  are 
lierel^v  authorizcMl  and  directed  to  condemn  and 
o])en  (Miarles  avenne  with  a  width  of  40  feet 
from  the  northeast  side  of  List  aA^enne  to  the 
sonthwest  side  of  Sonthern  avt^nne,  the  land 
liereLy  directed  to  l.e  condeninefl  for  said  op(Mi- 
ini>'  lyeino"  descrihed  as  folhnvs: 

Beginning  for  the  same  at  a  point  formed  l)v 
the  intersection  of  the  nortlieasternnwst  side  of 
List  avenne  and  tlu^  soaitheasternmo'st  side  <^f 
(^harles  avenne,  as  now  hiid  ont  40  feet  wide, 
the  co-ordinates  of  said  point  of  lieginning  hased 
npon  the  system  used  l)y  th(^  City  of  BaUimore 
Topographical  Snrvey  (Commission,  being  (^ast 
P^04().r)8  and  north  lOS.^fJ.Td  and  rnnninii' 
thence,  Innding  on  the  north  easternmost  side  of 
List  avenne  north  30°  45'  00''  west  40  feet  to 
the  northwesternmost  side  of  said  Charles  ave- 
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jiue 


thence   bin  dins:  on   the  northwestemmost 


•■to 


side  of  said  Charles  avenue  north  50°  12'  40" 
east  256.68  feet;  thence  north  32°  OH'  50"  east 
215.11  feot  to  the  sonthwestermnost  side  of 
Sonthern  avenue,  as  designated  on  a  plat  or 
plan  of  ''Halcyon  Bark'' ;  thence  binding  on  the 
southwesternmost  side  of  said  Southern  avenue 
south  62°  52'  00"  east  40.16  feet  to  intersect  a 
line  drawn  parallel  with  and  distant  10  feet 
southeasterly  nieiasured  at  right  angles  from  the 
tliird  line  in  this  descri]")tion ;  thence  reversing 
said  line  so  drawn  and  binding  thereon  south 
32°  00'  50"  west  224.08  feet  to  intersect  a  line 
drawn  parallel  with  and  distant  40  feet  soutli- 
easterly,  measured  at  right  angles  from  the  sec- 
ond line  in  this  descriptioii ;  thence  reversing 
said  line  so  drawn  and  binding  thereon  south 
50°  12'  40"  west  263.06  feet  to  the  place  of  ])e- 
ginninii. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topograpbical  Snrv(>y  Commission. 

'Jlie  said  Street  as  directed  to  be  condemneid 
l)eing  delineated  and  particularly  shown  on  a 
plat  which  was  tiled  in  the  Olfice  of  the  Commis- 
sioners for  Opening  Streets  on  1 2th  da\  of  De- 
cember, in  the  year  1921,  and  is  now  on  file  in 
the  said  Office. 

Section  2.  A}i(l  he  H  further  ordained. 
'Fhat  the  proceedings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation and  opening  of  said  street,  and  the  pro- 
ceedings and  rights  of  all  parties  interested  or 
affected  thereby,  shall  be  regulated  by,  aiul  be  in 
accordance  with,  all  such  provisions  of  Ai'ticle  4 
of  the  Public  Local  Laws  of  .^^aryland,  as  en- 
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acit('d  b'V  Cliapter  123  of  the  Acts  of  the  General 
Assembly  of  Maryland  of  the  year  181)8  (com- 
monly known  as  the  -^\ew  Charter  of  Baltimore 
City  ),  aiSi  may  be  applicable  thereto,  as  well  as  all 
amendments  thereof,  and  also  any  other  Acts  of 
the  said  General  Assembly  of  Maryland  which 
may  be  applicable  thereto;  and  also  in  accord- 
ance with  any  and  all  Ordinances  of  the  Mayor 
and  City  Coiincil  of  Baltimore  now  in  force  and 
a p'pl icable  thereto. 

Approved  March  I),  11)23. 

WM.  F.  BliOEXING,  Mayor. 


No.  826. 

An  ordinance  to  repeal  and  re-ordain  with  amend- 
ments ordinance  No.  644,  approved  December  5tli, 
1921,  entitled  "An  ordinance  to  repeal  and  re-or- 
dain with  Amendments  Ordinance  No.  378,  ap- 
proved July  2nd,  1920,  entitled  an  Ordinance  to  add 
a  new  section  to  Article  12  of  the  Baltimore  City 
Code  of  1893,  being  Article  14  of  tlie  Baltimore 
City  Code  of  1906  to  follow  Section  42  of  said 
Article,  to  be  known  as  Section  43,  and  to  prohibit 
the  pumping  or  discharging  of  bilge  water,  waste 
water  or  draina.^e  containin.i;-  oil.  naptha.  benzine 
and  gasoline  into  the  harbor  of  Baltimore,  or  on 
or  ni)()n  the  piers  or  whai'ves  in  said   Harbor. 

Sectio.x  1.  He  if  ordained  hi/  flic  Mai/or  an// 
City  Coviicil  of  HaUiniore ,  that  Section  43,  of 
Article  12  of  the  Baltimore  City  Code  of  VM)\\ 
as  ordained  by  Ordinance  Xo.  (il-l-,  appro\'ed 
December  5th,  11)21,  be,  and  the  same  is,  hereby 
repealed  and  re-ordained  with  amendments  so 
as  to  read  as  follows : 
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43.  The  owner,  master  or  person  in  charge 
of  any  boat,  vessel^  barge  or  watorcraft  in  the 
Inirbor  of  Baltimore,  and  the  owner,  renant  or 
occupant  of  anv  land,  premises,  pier,  wharf  or 
warehon&e  on  or  adjacent  to  the  harbor  of  Bal- 
timore, ov  his  agents,  shall  not  allow  to  be 
])iimped,  discharged,  flow  into,  or  in  any  manner 
whatsoever  escape  into  the  waters  of  the  harbor 
of  Baltimore  from  said  boat,  vessel,  barge  or 
water  craft,  or  from  said  land,  ])remises,  pier, 
\vharf  or  warehouse,  or  oai  or  upon  any  pier  or 
wharf  in  said  harbor  any  bilge  water,  waste 
w^a.ter  or  drainage  in  which  there  is  oil,  naptha, 
benzine  or  gasoline.  Any  person  \-iolaiting  the 
})rovisions  of  this  Section  shall  be  deemed  guilty 
of  a  misdemeauoT  and  shall  he  subject  tO'  a  fine 
of  not  less  than  Fifty  Dollars  ($50.00)  nor 
more  than  Five  Hundred  Dollars  ($500.00) 
one-half  of  said  fine  to  go  to  the  informer,  or  in 
the  discretion  of  the  Court,  mav  be  imprisoned 
in  the  Baltimore  C^ity  Jail  for  Thirty  (30) 
days,  or  may  be  snbjecfted  to  both  said  fine  and 
imprisonment. 

Approved  March  12,   1023. 

AVM.  F.  I^ROENIXG.  Maijor. 


No.  S2()y2. 

An  ordinance  to  condemn,  open  and  grade  Delaware 
Avenue,  from  the  northeast  side  of  Cole  Avenue 
to  the  southwest  side  of  BaUimore  Avenue,  in  ac- 
cordance with  a  plat  thereof  filed  in  the  Office  ot 
the  Commissioners  for  Opening  Streets,  on  the 
28th  day  of  November,  1922.  and  now  on  lile  in 
said  office. 

Skctiox   1.      lie  if  ordained  hij  ihc  Maiior  and 
Citjj  Coavril  of  Baltimore.  That  the  Commis- 
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sioiiei's  for  Opeiiiiiii'  Streets  be,  and  tliey  arc 
hereby  authorized  and  directed  to  coaidenm,  open 
and  grade  Delaware  a,venue,  with  a  width  of 
40.0  feet  from  the  northeast  side  of  Cole  avenue 
to  the  sonthwTst  side  of  Baltimore  a\'eaiue,  the 
land  hereby  directed  to  l>e  condemned  for  said 
O'peninii  and  grading  baing  described  as  follows: 

Beginning  for  the  same  at  a  ]>oinit  on  the 
northeast  side  of  CoJe  avenue  as  now  laid  out 
50.0  feet  wide,  said  point  of  beginning  being  dis- 
tant 3 GO. 05  feet  southeasterly  froni  a  point 
formed  by  the  intersection  of  the  southeast  side 
of  Maryland  avenue  50.0  feet  wide  and  the 
northeast  side  of  said  Cole  avenue ;  the  co-ordi- 
nates of  said  point  of  beginning,  biased  n])Oin  the 
system  nsed  by  the  City  of  Baltimore  Topo- 
graphical Suryey  Commissiou.  being  east  21- 
.S2-3.21  feet  and' north  1^.309. 91)  feet  and  run- 
ning thence  binding"  on  the  northeast  side  of 
Cole  avenue  soaitli  74°  18'  00''  cast  40.02  feet; 
thence  north  14°  02'  00"  east  322.07  feet  to  in- 
tersect the  southwest  f^ide  of  Baltimore  aveune 
as  now  laid  out  50.0  feet  wide ;  thence  binding 
on  said  side  of  Baltimore^  avennc  north  74°  43' 
00"  west  40.01  feet  to  int(^rscct  a  line  drawn 
])ara]lel  with  and  distant  40.0  feet  northwesterly 
nunisured  at  right  angles  from  the  second  line  of 
this  description;  thenc(>  reversing  said  liue  so 
drawn  and  binding  thereon  south  14°  02'  00" 
west  322. B(S  feet  to  the  place  of  beginning. 

The  courses  in  the  jdio'vc  description  are  all 
referred,  to  the  trne  meridian  of  the  City  of  Bal- 
timore Topograpliicid  Snrvev  Commission. 

The  said  Sitreet  as  directed  to  be  condemned 
being  delineated  aud  particularly  shown  on  a 
plat  which  was  filed  in  the  Office  of  the  Comuiis- 
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sioiiers  for  Oi)eiiiii^"  Streets  on  28di  day  of  No- 
vember, in  the  year  1922,  and  is  now  on  file  in 
tlie  said  Office. 

Sk(  riox  2.  Aiul  be  it  farther  ordained, 
'Idiat  tlie  ])roeeedings  of  said  Ooniniissioners  for 
Opening  Streets,  Avitli  reference  to  tlie  condem- 
nation, opening  and  grading  of  said  avenne,  and 
the  proceedings  and  rights  of  all  parties  inter- 
estt^d  or  aifected  therehy,  shall  be  regnlated  by, 
and  l;C  in  accordance  with,  all  snch  provisions  of 
Article  -I-  of  the  Pnblic  Local  ].aws  of  Maryland, 
as  enacted  by  Chapter  128  of  the  Acts  of  the 
(general  Assembly  of  Maryland  of  the  year  18v),s 
(commonly  known  as  the  New  CUiarter  of  Bal- 
timore City),  as  may  be  applicable  thereto,  as 
well  as  all  amendments  thereof,  and  also  any 
other  Acts  of  the  said  Gene-ral  Asseinbly  of 
^Maryland  which  may  be  applicable  thereto;  and 
also  in  accordance  with  any  and  all  Ordinances 
of  the  Mayor  and  City  Oonncil  of  Baltimore 
now  in  force  and  applicab'le  thereto. 

Approved   March  12,  102o. 

AVM.  F.  BKOEXTISTG.  Mayor. 


l\o,  827. 

An  ordinance  to  condemn,  open  and  grade  May  Ave- 
nue, from  the  northeast  side  of  Cole  Avenue  to  the 
southwest  side  of  Baltimore  Avenue,  in  accord- 
.ance  with  a  plat  thereof  tiled  in  the  Office  of  the 
(Commissioners  for  Opening  Streets,  on  the  28th 
day  of  November,  1922,  and  now  on  file  in  said 
office. 

Skctiox  1.      I>e  it  ordained  Jji/  tlie  Mayor  and 
City  Council  of  Baltimore,  That  the  Conmiis- 
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sioiiers  for  Openiiiii  Streets  be,  and  they  are 
hereby  authorized  and  directed  to  condemii, 
open  and  grade  ^lay  avenue  with  a  width  of 
r)0.0  feet  from  the  northeast  side  of  Cole  avenue 
to  the  southwest  side  of  Baltimore  avenue,  the 
huid  liereby  directed  to  be  condemned  for  said 
opening  and  grading  being  described  as  follows: 

l>eginning  for  the  same  at  a  point  formed  by 
the  iiiterseictioii  of  the  northeast  side  of  Colc^ 
a>'enue  as  Jiow  laid  out  50.0  feet  wide,  and  the 
southeast  side  of  ]Ma,y  avenue  as  now  laid  out 
oO.O  feet  wide ;  the  co-ordinates  of  said  point  of 
beginning,  as  bias(>d  upon  the  system  used  by  the 
dity  of  Baltimore  'ropographical  Survey  Com- 
mission, l)eing  east  21014.54  feet  and  nortli 
1  (•53(5.50  feet  a.nd  running  thence  north  15^  4()' 
15"  east  322.09  feet  to  intersect  the  southwest 
side  of  Baltimore  a\'enue  as  jiow  laid  out  50.0 
feet  wide;  thence  binding  on  said  side  of  Balti- 
more avenue  north  75°  .'>5'  30''  west  50.0  feet 
to  iuteisect  a  line  drawn  ]>arallel  with  and  dis- 
tant 50.0  feet  northwesterly  measured  at  right 
angles  from  the  hrst  line  of  tins  description; 
thence  reversing  .^aid  liuc  so  diawn  and  binding 
thereon  south  15°  4()'  15''  west  321. S2  feet  to 
intersect  the  Uiortheast  side  of  C^le  avenue;  and 
thence  binding  on  said  side  of  (Me  avenue  south 
74°  30'  00"  Vast  50.0  feet  to  the  place  of  1m- 
ginning. 

Tlie  courses  in  the  above  (lescri])tioai  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timoi-e  Topographical  Sui'V(^\'  Commissiion. 

The  said  Street  as  directed  to  be  condemned 
being  delineated  and  particularly  shown  on  a 
]>bit  which  wiis  filed  in  the  Office  of  the  Commis- 
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sioiicTt;  for  ()penin<i-  Streets  on  28tli  day  of  N^o- 
veiiiber,  in  the  year  1922,  and  is  now  on  file  in 
tho  said  Office. 

Sjiciiox  -1.  And  he  if  furllier  ordained, 
1  liait  the  |)roc-eedings  of  said  ConmiissioJiers  for 
Opening  Streets,  with  reference  to  tlie  condem- 
nation, opening  and  grading  of  said  avenne,  and 
the  proceedings  and  rights  of  all  parties  inter- 
ested or  aifected  thereby,  shall  be  reguLited  by, 
and  hv  in  accordance  with,  all  snch  provisions  of 
Ai'ticle  4  of  the  Public  Local  Laws  of  ^Faryland, 
as  eauK^ted  by  Chapter  128  of  the  Acts  of  the 
(iciieral  Assembly  of  Maryland  of  the  year  1898 
ff'ommonly  known  as  the  Xew  Charter  of  Bal- 
timore City),  as  may  be  applicable  thereto,  as 
well  as  all  amendments  thereof,  and  also  any 
other  Acts  of  the  said  General  Assembly  of 
Maryland  which  may  be  applicable  thereto;  and 
also  in  accordance  with  any  and  all  Ordinances 
of  the  Mayor  and  City  Council  of  Baltimore 
now  in  Force  ami  applicable  thereto. 

.\l)l)rov(Ml   March   12,  1928. 

AVM.  F.  IMJORXrXG,  Mai/or. 


No.  828. 


All  ordinance  to  condeiiin,  open,  widen  and  grade 
Edmondson  Avenue  from  the  easternmost  side  ot 
Allendale  Street  westerly  to  that  portion  of  Ed- 
mondson Avenne  now  open  southerly  from  Old 
Frederick  Road,  in  accordance  with  a  plat  thereof 
hied  in  the  Office  of  the  Commissioners  for  Opening 
Streets,  on  the  29tli  day  of  November,  1922,  and 
now  on  file  in  said  office. 

Sj'Tiox  1.      l)C  it  ordained  hy  the  Mayor  and 
City  (U)uncd  of  BaUimore,  That  the  Oonimis- 
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siojiery  for  Opening'  Streets  be,  and  they  are 
hereby  autliorizod  and  dii'eeted  to  condemn, 
open,  widen  and  grade  Edniondson  avenue,  from 
its  present  width  of  100  feet  to  a  pToposed  width 
\-arying  from  114  feet  to  150  feeit,  from  the 
easternmost  side  of  ^Vllenthile  street  westerly  to 
that  portion  of  Edniondson  avenue  now  open 
southerly  from  Old  Frederick  road,  the  land 
hereby  directed  to  be  condenmed  for  said  open- 
ing, widening  and  grading  being  described  as 
follows: 

jjeginning  for  the  same  at  a  point  on  the  east- 
ernmost side  of  Allendale  street,  66  feet  wide, 
as  now  under  process  of  condemnation ;  distant 
7.00  feet  sontherly  from  the  corner  formed  by 
the  intersecticm  of  the  said  easternmost  side  of 
.Vllendale  street  and  the  southernmost  side  of 
Edniondson  avenue,  as  now  open  100.00  feet 
wide,  the  co-ordinates  of  the  said  point  of  be- 
ginning, as  based  upon  the  system  used  by  the 
City  of  Baltimore  Topographical  Survey  Com- 
mission, being  west  17713.79  feet  and  south 
1362.8-1-  feet  and  running  thence,  binding  on  the 
said  easternmost  side  of  Allendale  street  and  the 
easternmost  side  of  Allendale  street  produced 
north  2°  21'  15''  west  114.00  feet,  thence  south 
87°  21'  45"  west  1570.20  feet  to  the  eastern- 
most side  of  Collins  avenue,  thence  binding  on 
the  said  easternmost  side  of  Collins  avenue  north 
2°  21'  15"  west  3.00  feet,  thence,  south  87°  21' 
45"  west  2848.70  feet  to  the  easternmost  side  of 
Swaiin  avenue,  thence  binding  on  the  said  east- 
ernmost side  of  Swann  avenue  north  3°  07'  30" 
west  15.00  feet,  thence  south  87°  21'  45"  west 
468.25  feet,  thence  by  a  line  curving  to  the  left 
with  a  2096.18  feet  radius  the  distance  299.72 
feet,  which  arc:  is  subtended  hy  a  chord  bearing 
south    83°    15'    59"   west    299.46    feet,   thence. 
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south   79°    10'   13''   west    1825.01    feet,   thence 
south  55°  22'  43"  west  2506.31  feet  to  intersect 
the  sontheasternniQst  side  of  Edmondson  avenue 
there  situate,  thence  binding  on  the  said  south- 
easternmost   side  of  Edmondson  avenue  south 
29°  56'  00"  west  849.12  feet  to  intersect  a  line 
drawn  southwesterly  parallel  with  and  distant 
150  feet  sontheasterly,  measured  at  right  angles 
from  the  ninth  line  of  this  description,  thence 
reversing  said  line  so  drawn  and  binding  thereon 
north  55°  22'  43"  ea.st  2587.14  feet,  thence  by  a 
line  curving  to  the  right  with  a  962.84  feet  ra- 
dius   the  distance  399.90  feet,  which^arc  is  sub- 
tended by  a  chord  bearing  north  67°   16'  28" 
east  396.95  feet,  thence  by  straight  lines  and  a 
curved  line  parrdlel  with  and  distant  150.00  feet 
southeasterly  measured  at  right  angles  from  the 
eigMi,  seventh,  and  sixth  lines  of  this  descrip- 
tion, the  three  folloAving  courses  and  distances, 
uamelv:  north  79°   10''  13"  east  1590.57  feet, 
thence  bv  a  line  curving  to  the  right  Avith  a 
1946.18  feet  radius  distance  278.27  feet,  which 
arc  is  subtended  bv  a  chord  bearing  no-rth  83° 
KV  59"  east  278.04  feet,  thence  north  87°  21' 
45"  east  469.41  feet  to  the  ea.&ternmost  side  of 
Swann  avenue,  thence  binding  on  the  said  east- 
ern most  side  of  Swann  avenue  north  3°  07'  30" 
west  15.00  feet  to  intersect  a  line  drawn  south- 
westerly paa-allel  with  and  distant  120.00  feet 
soaithoasterly,  measured  at  right  angles  from  the 
fourth  line  of  this  description,  thence  reversing 
said  line  so  drawn  and  binding  thereon  north 
87°  21'  45"  east  2847.10  feet  to  the  easternmost 
side  of  Collins  avenue,  thence  binding  on  the 
said  easternmost  side  of  Collins  avenue  north 
2°   21'  15"  west  3.00  feet  to  intersect   a  line 
drawn  southwesterly  parallel  with  and  distant 
114.00  feet  southeasterly  measured  at  right  an- 
gles from  the  second  line  of  this  description, 
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tlieiicc  reversing  said  lijie  so  drawn  and  bindinj; 
rlH^reon  north  87°  21'  45"  east  1570.20  feet  to 
the  ])lace  of  beginning. 

The  conrses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topogi'aphieal  Snrvev  Commission. 

The  said  Street  as  directed  to  be  condennied 
being  delineated  and  particidarly  shown  on  a 
])lat  which  was  filed  in  the  Office  of  the  Conunie- 
sioners  for  Opening  Streets  on  29th  day  of  Xo- 
vember,  in  the  year  1022.  and  is  now  on  file  in 
the  said  Office. 

Sk(  iio.x  2.  A)id  he  it  furtJier  ordainecL 
That  the  ])roceedings  of  said  Comimissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation, opening,  widening  and  grading  of  said 
avenue,  and  the  proceedings  and  rights  of  all 
pinl"ies  interested  or  affected  thereby,  shall  be 
rcgnlated  by,  and  be  in  accordance  with,  all  such 
})rovisions  of  Article  4  of  the  Public  Local  Laws 
of  ^laryland,  as  enacted  by  Chapter  123  of  the 
Acts  of  the  General  Assembly  of  Maryland  of 
the  year  1898  (commonly  known  as  the  Kew 
Charter  of  Baltimore  City),  as  may  be  applica- 
l)le  thereto,  as  well  as  all  amendments  thereof, 
•uid  also  any  other  Acts  of  the  said  General  As- 
sembly of  ^laryland  which  may  l>e  apjdicable 
thereto :  and  also  in  accordance  with  any  and  all 
Ordinances  of  the  Mayor  and  City  Council  of 
Baltimore  now  in  force  and  applicable  thereto. 

Api)rove<l  :\[arch  12,  1923. 

W:M.  F.  BROEXIXG,  Mai/or. 
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:No.  820. 

An  ordinance  to  condemn  and  open  Lloyd  Avenue, 
from  its  present  northernmost  end  to  the  south- 
ernmost side  of  Penhurst  Avenue,  in  accordance 
with  a  plat  thereof  filed  in  the  Office  of  the  Com- 
missioners for  Opening  Streets,  on  the  loth  day  of 
November,  1920,  and  now  on  file  in  said  office. 

Section  1.  Be  it  ordained  by  the  May  or  and 
City  Council  of  Baltimore,  That  the  Commis- 
sioners  for  Opening  Streets  be,  aiid  they  are 
hereby  authorized  and  directed  to  condemn  and 
open  Lloyd  aA^enue,  from  its  present  northern- 
most end  to  the  sonthernmost  side  of  Penhurst 
a,venuej  the  land  hereby  directed  to  be  con- 
demned for  said  opening  Ix^ing  described  as  fol- 
lows : 

Beginning  for  the  same  at  a  point  formed  by 
the  intersection  of  the  soutlienimost  side  of  Pen- 
hurst avenue  and  the  noi'theasternmost  side  of  a 
20  foot  lane,  said  point  of  beginning  being  also 
at  the  northwest  corner  of  Lot  No.  772  as  desig- 
nated on  the  plat  or  plaji  of  the  West  Arlingiton 
rmpro\'ement  Oompany,  and  running  thence 
easterly  binding  on  the  southernmost  side  of  said 
Penhurst  avenue  112  feet  II/2  inches  to  the  divi- 
sion line  between  said  Lot  No.  772  and  Lot  No. 
773,  as  designated  on  said  plat  or  plan:  thence 
southerly  binding  on  said  division  line  129  feet 
8  inches  to  the  northeaster nmost  side  of  a  20 
foot  lane  there  situate ;  thence  northwesterly 
binding  on  the  north  easternmost  side  of  said  20 
foot  lane  61  feet  more  or  less  to  intersect  tlie 
soiutheasternmost  side  of  Lloyd  avenue,  produced 
iioi'thcastci'ly ;  thence  reversing  said  line  so'  pro- 
duced and  binding  thereon  southwesterly  21  feet 
more  or  less  to  the  sonthwestemmost  side  of  said 
20  foot  lane ;  thence  northwesterly  binding  on 
the  south  wester  nmost  side  of  said  20  foot  lane 


ORDINANCES.  341 

6  i  feet  more  or  less  to  the  northwesternmo^t  side 
of  said  Lloyd  avenue ;  thence  northeasterly  bind- 
ing on  the  north  westernmost  side  of  said  Lloyd 
avenue  produced  northeasterly  21  feet  more  or 
less  to  the  northeastemmost  side  of  said  20  foot 
lane;  thence  noi'th westerly  binding  on  the  north- 
easternmost  side  of  said  20  foot  lane  50  feet 
more  or  less  to  the  place  of  l)eginning. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topographical  Survey  Commission. 

The  said  Street  as  directed  to  be  condenmed 
I'eing  delineated  and  particularly  shown  on  a 
plat  which  Avas  filed  in  the  Office  of  the  Commis 
sioners  for  Opening  Streets  on  15th  day  of  iSo- 
\'ember,  in  the  year  1920,  and  is  now  on  file  in 
the  said  Office. 

Section  2.  And  he  it  further  ordained, 
That  the  ]3i'0ceedings  of  said  Comma ssioners  for 
Opening  Streets,  with,  reference  to  the  condem- 
nation and  opening  of  said  avenue,  and  the  pro- 
ceedings and  rights  of  all  parties  interested  or 
affected  thereby,  shall  be  regulated  by,  and  be  in 
accordance  with,  all  such  provisions  of  Article  4 
of  the  Public  Local  Law^s  of  Maryland,  as  en- 
aoted  by  Chapter  123  of  the  Acts  of  the  General 
Assembly  of  Maryland  of  the  year  1898  (com- 
monly known  as  the  Xew  Charter  of  Baltimore 
City),  as  may  be  applicable  thereto,  as  well  as  ail 
amendments  thereof,  and  also  any  other  Acts  of 
the  said  General  Assembly  of  ^laryland  which 
may  be  applicable  thereto ;  and  also  in  accord- 
ance with  any  and  all  Ordinances  of  the  Mayor 
and  City  Council  of  Baltimore  now  in  force  and 
applicable  thereto. 

Approved  March  12,  1923. 

WM.  F.BROElsn^G,  Mayor. 
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E'o.  830. 

An  ordinance  to  condemn,  open  and  widen  Liberty 
Heights  Avenue,  from  the  northwesternmost  side 
of  Gwynn  Oak  Avenue  to  the  western  boundary 
line  of  Baltimore  City  established  1918,  in  accord- 
ance with  a  plat  thereof  filed  in  the  Office  of  the 
Commissioners  for  Opening  Streets,  on  the  21st  day 
of  August,  1922,  and  now  on  file  in  said  office. 

Section  1.  Be  it  ordained  by  the  Mayor  and 
City  Council  of  Baltimore,  That  the  Commis- 
sioners for  Opening  Streets  be,  and  the}'  are 
liereby  authorized  and  directed  to  condemn, 
open,  and  widen  Literty  Heights  avenue,  with  a 
width  of  80  feet  from  the  northwesternmost  side 
of  Gwynn  Oak  avenue  to  the  western  bomidary 
line  of  Baltimore  City  established  1U18,  the 
land  hereby  directed  to  be  condemned  for  said 
opening  and  widening  being  described  a.s  fol- 
lows : 

Beginning  for  the  same  at  a  point  on  the 
northwestemmost  side  of  Gwynn  Oak  avenue, 
ST)  feet  widei,  distant  40  feet  southwesterly  from 
the  intersection  of  the  centre  line  of  Liberty 
Heights  avenue,  and  the  northwesternmost  side 
of  said  Gwynn  Oak  avenue,  the  co-ordinates  of 
said  point  of  beginning,  based  upon  the  system 
used  by  the  City  of  Baltimore  Topographical 
Survey  Commission  being  Avest  22684.87  feet 
and  north  12325.08  feet  and  running  thence 
binding  on  the  noTthwesternmost  side  of  said 
Gwynn  Oak  avenue,  north  21  degrees,  ^^Q)  min- 
utes and  40  seconds  east  80  feet;  thence  north 
07  degrees,  54  minutes  and  10  seconds  west 
*>r)58.82  feet;  thence  by  a  line  curving  to  the 
right  with  a  11419.20  feet  radius  the  dist^ince 
of  700.46  feet,  Avhich  arc  is  subtended  by  a 
chord  bearing  north  66  degrees,  07  minutes  and 
50  se<^onds  west  706.31  feet ;  thence  by  a  straight 


OEDIXAXCES.  343 

Hue  north  64  degrees,  21  miuutes  and  20  sec- 
onds west  380.84  feet  to  intersect  the  western 
Ixjnndary  line  of  Baltimore  City  established 
1918;  thence  binding  on  said  western  boundary 
line  due  south  SS.74  feet  to  intersect  a  line 
drawn  parallel  with  and  distant  80  feet  south- 
westerly measured  at  right  angles  from  the 
fourth  line  in  this  description ;  thence  reversing 
said  line  so  drawm  and  binding  thereon  and 
along  lines  parallel  with  and  distant  80  feet 
southwesterly  measured  at  right  angles  respec- 
tively from  the  third  and  second  lines  of  this 
description,  the  three  following  courses  and  dis- 
tances, namely:  south  04  degrees,  21  minutes 
and  30  seconds  east  342.41  feet ;  thence  by  a  line 
curving  to  the  left  Avith  11491). 20  feet  radius  the 
distance  of  711.36  feet  which  arc  is  subtended 
by  a  chord  bearing  south  66  degrees,  07  minutes 
and  50  seconds  east  711.24  feet;  thence  by  a 
straight  line  south  67  degrees,  54  minutes  and 
10  seconds  east  3659.06  feet  to  the  place  of  be- 
ginning. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timoi'e  Topographical  Survey  Commission. 

The  said  Street  as  directed  to  be  condemned 
being  delineated  and  particularly  showai  on  a 
plat  wdiicli  was  filed  in  the  Office  of  the  Commis- 
sioners for  Opening  Streets  on  21st  day  of  Au- 
2n.ist,  in  the  year  1022.  and  is  now  (Ui  file  in 
the  said  Office. 

Sectiox  2.  And  he  if  further  ordained. 
That  the  proceedings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation, opening  and  widening  of  said  avenue,  and 
the  proceedings  and  rights  of  all  parties  inter- 
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es'tecl  or  affected  thereby,  shall  b-e  regulated  by, 
and  be  in  accordance  with,  all  such  provisions  of 
Article  4  of  the  Public  Local  Laws  of  Maryland, 
as  enacted  by  Chapter  123  of  the  Acts  of  the 
(general  Assembly  of  Maryland  of  the  year  1898 
(commonly  known  as  the  i^ew  Charter  of  Bal- 
timore City),  as  may  be  applicable  thereto,  as 
well  as  all  amendments  thereof,  and  also  any 
other  Acts  of  the  said  General  Assembly  of 
]\raryla.nd  which  may  be  applicable  thereto;  and 
also  in  accordance  with  any  and  all  Ordinances 
of  the  AFayor  and  City  Council  of  Baltimore 
now  in  force  and  applicable  thereto. 

Approved  .March  1^,  1923. 

WAF.  F.  BROEXTXG,  Mayor. 


'^o.  831. 

An  ordinance  to  condemn,  open,  widen  and  grade 
Reisterstown  Road,  from  the  old  City  Boundary 
established  1888  to  the  new  City  Boundary  estab- 
lished 1918,  in  accordance  with  a  plat  thereof  lile<l 
in  the  Office  of  the  Commissioners  for  Opening 
Streets,  on  the  15th  day  of  November,  1922,  and 
now  on  file  in  said  office. 

Skcttox  1.  Be  ii  ordained  hij  the  Maijorand 
Citjj  Council  of  Baltimore,  That  the  Commis- 
ftio'iiers  for  Opening  Sti'eets  be,  and  they  are 
hereby  anthorized  and  directed  to  condemn, 
open,  widen  and  grade  Reisterstown  road,  from 
its  present  width  of  HO  feet  to  a.  width  varying 
from  «0  feet  to  81.28  feet,  from  the  old  City 
Boundary  esta])lished  1888  to  the  new  City 
Boundary  established  1918,  the  land  hereby  di- 
rc^cted  to  be  condemned  for  said  opening,  widen- 
ing and  grading  being  described  as  follows: 
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Beginning'  for  the  same  at  a  point  formed  by 
the  interseotion  of  the  southwest  side  of  Keis- 
terstown  road  as  now  laid  out  80.0  feet  wide  and 
the  old  Northern  Boundary  of  Baltimore  City 
established  1888,  the  co-ordinatesSf  said  point 
of  beginning,  l>ased  upon  the  system  used  by  the 
i^ity  of  Baltimore  Topographical  Survey  (yoni- 
mistsion,  being  west  18252. GO  feet  and  north 
15571.90  feet,  and  running  thence  north  ()i)° 
4-8'  48"  west  1902.27  feet;  thence  by  a  line  curv- 
ing to  the  left  with  a  ^319.27  feet  radius  the  dis- 
tance of  229.85  feet,  which  arc  is  subtended  by 
a  chord  bearing  south  89°  ;3;]'  46''  west  224.91 
feet ;  thence  soiith  68°  56'  20"  west  409.98  feet ; 
thence  by  a  line  curving  to  the  right  with  a 
497.00  feet  radius  the  distance  of  409.58  feet, 
which  arc  rs  subtended  by  a.  chord  bearing  nortli 
87°  27'  10"  Avest  :J98.08  feet;  thence  north  63° 
50'  40''  west  195. 4(i  feet ;  thence  by  a  line  curv- 
ing to  the  right  with  a  989.59  feet  radius  the 
distance  of  279.34  feet,  whicli  arc  is  subtended 
by  a  chord  bearing  north  55°  45'  27"  west 
278.41  feet;  thence  north  47°  40'  15"  west 
227.17  feet  to  the  southeast  side  of  Belvidere 
avenue  as  now  laid  out ;  thence  binding  on  tlie 
sO'Utheast  side  of  Belvidere  avenue  as  now  laid 
out  south  12°  2S'  30"  west  6.43  feet;  theiu'c 
north  48^'  0(5'  50"  west  200.00  feet;  thcMice 
north  41°  53'  10"  east  1.28  feet;  thence  nortli 
47°  22'  00"  west  1630.73  leet ;  thence  north  47" 
50'  25"  west  5308.99  feet;  thence  north  46° 
11'  20"  west  768.04  feet;  thence  north  44°  49' 
10"  west  1696.29  feet;  thence  north  47°  2S' 
20"  west  1093.93  feet  to  intersect  the  western 
boundary  of  Baltimore  City  established  1918; 
thence  binding  on  said  western  boundary  due 
uortli  108.55  feet  to  intersect  a  line  drawn 
parallel  with  and  distant  80.0  feet  northeasterly, 
measured  at  right  angles  from  the  fifteenth  line 
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of  this  description;  thence  reversing  said  line  so 
drawn  and  binding  thereon  and  on  lines  parallel 
with  and  distant  80.0  feet  northeasterly  meas- 
nred  at  right  angles  from  the  fourteenth,  thir- 
teenth, twelfth,  and  eleventh  and  ninth  lines  of 
this  description,  respectively,  the  six  following 
courses  and  distances,  nanielv :  south  47°  28' 
20"  east  1109.16  feet;  south'l:4°  49'  10"  east 
1697.19  feet;  south  4()°  11'  20"  east  765.9:) 
feet ;  south  47"  50'  'IW  east  5308.18  feet;  south 
47°  22'  00"  east  1630.00  feet;  south  48°  0()' 
50"  east  9().32  feet  to  intersect  the  nortlnvest 
side  of  Belvidere  avenue  as  now  laid  out;  thence 
binding  on  the  nortlnvest  side  of  Belvidere  ave- 
nue as  now  laid  out  north  36°  41'  00"  east  5.99 
feet  to  intersect  a  line  drawn  ])arallel  with  and 
distant  80.0  feet  northeasterly  measured  at  right 
angles  from  the  seventh  line  of  this  description ; 
thence  reversing  said  line  so  drawn  and  ]>inding 
thereon  and  on  lines  parallel  with  and  distant 
80.0  feet  northeasterly  measured  at  right  angles 
from  the  sixth,  fifth,  fourth,  third,  second  and 
first  lines  of  this  description,  respectiveh^,  the 
seven  following  courses  and  distances,  namely : 
south  47°  40'  15"  east  332.07  feet;  thence  by  a 
line  curving  to  the  left  with  a  909.59  feet  radius 
the  distance  of  256.76  feet,  which  arc  is  sub- 
tended by  a  chord  bearing  south  55°  45'  27" 
east  255.91  feet;  thence  so^uth  63°  50'  40"  east 
195.4()  feet;  thence  by  a  line  curving  to  the  left 
with  a  417.00  feet  radius  the  distance  of  343.64 
feet  which  arc  is  subtended  by  a  chord  bearing 
south  87°  27'  10"  east  334.00  feet ;  thence  north 
68°  56'  20"  east  409.98  feet;  thence  by  a  line 
curving  to  the  right  with  a  399.27  feet  radiuvS 
the  distance  of  287.44  feet,  which  arc  is  sub- 
tended by  a  chord  l)earing  north  89°  33'  4()" 
east  281.27  feet;  thence  south  (>9°  48'  48"  east 
2119.98    feet    to    intersect    the    old    Northeni 
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Boundary  of  Baltimore  City  establi^^hed  188S; 
thence  biiidino-  on  ^aid  Boundary  due  west 
L^ol.SC;  feet  to  the  phiee  of  beginning. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topographical  Survey  Commission. 

The  <aid  Street  as  directed  to  be  condenmed 
heiug  delineated  and  particularly  shown  on  a 
plat  wliich  was  tiled  in  tlie  Office  of  the  Commis- 
sioners for  Opening  StrcH^ts  on  15th  day  of  Xo- 
vember,  in  the  year  li)2i?,  and  is  udw  on  tile  in 
the  said  Office. 

Si.;(  Tiox  -2.  A)ifJ  he  if  fiuihev  ordained, 
riiat  the  ]jro;  etnlings  of  said  Conmiissionei'S  for 
Opening  Streets,  with  reference  to  the  condem- 
nation, opening,  widening  and  grading  of  said 
road,  and  the  pidceedings  and  rights  of  all 
paities  interested  or  affected  therel)y,  shall  be 
regulated  by,  and  he  in  accordance  with,  all  such 
provisions  of  Article  4  of  the  Public  Local  Laws 
of  ^Faryland,  as  enaoted  l»y  Chapter  12-3  of  the 
Acts  of  the  General  Assembly  of  Maryland  of 
the  year  ISOS  (commonly  known  as  the  Xew 
Charter  of  Baltimore  City),  as  may  Ix^  applica- 
ble thereto,  as  well  as  all  amendments  thereof, 
and  also  any  other  Acts  of  the  said  General  As- 
seml^ly  of  ^Maryland  which  may  1k^  applicable 
thereto:  and  also  in  accordance  with  any  and  aL 
Ordinances  of  the  ^NEayor  and  City  Council  of 
Baltimore  now  in  force  and  applicalde  thereto. 

Approved  March  V2,  \\)2'-). 

\\M.  F.  BROEXrXG,  Mmjor. 
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Xo.  832. 

An  ordinance  to  condemn,  open,  widen  and  grade 
Liberty  Heights  Avenue,  from  Copley  Road  to  the 
east  side  of  Garrison  Avenue,  in  accordance  with 
a  plat  thereof  filed  in  the  Office  of  the  Commission- 
ers for  Opening  Streets,  on  the  14th  day  of  Novem- 
ber, 1922,  and  now  on  file  in  said  office. 

Sectiox  1.  Be  it  ordained  bij  the  Matfor  and 
CHtj/  Council  of  Baltimore,  That  the  Conmiis- 
siaiiers  for  Opening  Streets  Ix',  and  they  are 
lierehy  authorized  and  directed  to  condemn, 
open,  widen  and  grade  Liberty  Heights  avenne, 
from  its  present  width  varying  from  HO  feet  t<t 
7-2  feet  to  a  width  of  80  feet  from  Copley  road 
to  tlie  east  side  of  Garrison  avenne,  the  land 
lierehy  directed  to  he  condemned  for  said  open- 
ing, widening  and  grading  being  described  as 
follows : 

Beginning  for  the  same  at  a  point  on  the 
northeast  side  of  Old  Liberty  Koad  66.0  feet 
wide,  said  point  of  l)eginiiing  being  distant 
302. in  feet  sontheasterly  from  a  point  formed 
by  the  intersection  of  the  sontheast  side  of  Callo- 
way avenne  66.0  feet  Avide  and  the  said  north- 
east side  of  Old  Liberty  Road ;  the  co-ordinates 
of  said  point  of  beginning,  based  upon  the  sys- 
tem nsed  by  the  City  of  Baltimore  Topograph- 
ical Snrvey  Commission,  being  west  17560.91 
feet  and  north  10406.62  feet,  said  point  of  be- 
ginning being  at  the  end  of  the  seventh  line  in 
tbe  description  for  the  condemnation,  opening 
and  widening  of  Liberty  Heights  avenue, 
adopted  by  Ordinance  Xo.  170,  approved  No- 
vember 19,  1912,  and  running  thence,  binding 
on  the  eighth  line  of  said  description,  north  69° 
OS'  00''  west  302.91  feet  to  intersect  said  south- 
east side  of  Calloway  avenne;  tbence  bindino'  on 
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the  southeast  side  of  Callowav  avenue  north  21^ 
12'  W  east  17.0  feet :  thenee  north  60°  08'  00" 
west  721.02  feet :  thence  north  72°  01'  25"  Avest 
259.57  feet  to  the  corner  of  a  three  story  brick 
apartment  house:  thence  hinding  on  the  south- 
ernmost side  of  said  apartment  house  and  con- 
tinuing on  the  same  course  north  ()S°  5-3'  30" 
west  135.51  feet  to  the  east  side  of  Garrison  ave- 
nue ;  thence  binding  on  the  east  side  of  Garrison 
avenue  south  3°  42'  20"  west  83.81:  feet  to  inter- 
swt  a  line  drawn  parallel  with  and  distant  80.0 
feet  southwesterly  measured  at  right  angles 
from  the  fifth  line  of  this  description ;  thence 
reversing  said  line  so  drawn  and  binding  there- 
on and  along  lines  parallel  to  and  distant  80.0 
feet  southwesterly  measured  at  right  angles 
from  the  fourth  and  third  lines  of  this  (lev<cri]> 
tion  south  68°  53'  30"  east  112.62  feet:  thence 
south  72^  01'  25"  east  250.7-1  feet :  thence  south 
60°  08'  00"  east  1021.82  feet  to  intersect  the 
seventh  line  of  aforesaid  description  of  Liberty 
Heights  avenue,  adopted  by  Ordinance  Xo.  1Y".». 
approved  Xovember  10.  101  2  :  thence  binding  on 
said  line  north  20^  .-)2'  00"  east  63.0  feet  to  thv 
]dace  of  beginning. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topographical  Survey  Commission. 

The  said  Street  as  directed  to  be  condemned 
l)eing  delineated  and  particularly  shown  on  a 
plat  which  was  filed  in  the  Office  of  the  Commis- 
sioners for  Opening  Streets  on  14th  day  of  Xo- 
veml>er,  in  the  year  1022.  and  now  on  file  in  the 
said  Office. 

Sectio>'  2.  And  he  it  further  ordained. 
Thi\i  the  pi-oceedings  of  said  Commissioners  for 
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Opciiiiig  Streets,  with  reference  to  the  coiidem- 
iiatioii.  ojXMiiiia,  widening  and  grading  of  said 
axenuc,  and  the  ])r(>eeedings  and  rights  of  all 
paities  interested  or  affected  therehy,  shall  he 
regulated  l);v,  and  he  in  accordance  with,  all  sneh 
])rovisions  of  Article  -I-  of  the  Pnhlic  Local  Laws 
of  Maryland,  as  enacted  hy  Chapter  12->  of  the 
Acts  of  the  General  Assembly  of  ^laryland  of 
tlie  year  1S08  (coinmonly  known  as  the  Xew 
( 'barter  of  BaltinK>re  City),  as  may  he  applica- 
1)]e  thereto',  as  well  as  all  amendments  thereof, 
and  also  any  other  Acts  of  the  said  General  As- 
s.eiid)ly  of  ^laryland  which  may  he  applicable 
thei'eto;  and  also  in  accordance  with  any  and  all 
Ordinances  of  the  Mayor  and  City  Conncil  of 
r)altiinoi'e  now  in  force  and  ajvplicahle  thei'cto. 

Apjiroved  Afarch  12,  1923. 

WM.  F.  BROE^^llSG,  Mayor. 


■N^o.  838. 

An  ordinance  to  condemn,  open,  widen  and  grade 
Philadelphia  Road,  from  the  westernmost  side  of 
Highland  Avenue  to  a  point  about  225  feet  west  of 
the  center  line  of  the  Bnltiniore  and  Ohio  Railroad, 
in  accordance  with  a  plat  thereof  tiled  in  the  Office 
of  the  Commissioners  for  Opening  Streets,  on  the 
8th  day  of  November,  1922,  and  now  on  tile  in  said 
office. 

Si'X'iMox  1.  Be  if  ordained  hij  the  Mayor  and 
(^ify  ('(j)inrd  of  Balfimore,  That  the  G'ommis- 
s'.oners  for  Opening  Streets  be,  and  they  are 
hereby  aiithori/ed  and  directed  to  condemn, 
open,  widen  and  grade  Philadelphia  road,  from 
its  pi"es(>nt  width  of  about  00  feet  to  a  width  of 
SO  f(M't,  from  the  westernmost  side  of  Highland 
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aveiiiK-  to  a  point  al)out  225  feet  west  of  the  cen- 
ter line  of  the  Baltimore  and  Ohio  Kailroad,  the 
land  hei'(^hy  directed  to  be  condemned  for  said 
opening',  wiclenino-  and  g'rading'  lxnni>*  described 
as  follows : 

Beginning  for  the  same  at  a  point  formed  1\n 
the  in  t('i  section  of  the  westernmost  side  of  Hiiih 
land  .tn'i  !nie  and  the  northernmost  side  of  Phi  In 
delphia  road  as  now  laid  ont ;  the  co-ordinatos  (>;' 
the  s.aid  ]/oint  of  beginning,  based  npon  the  sys- 
tem used  bv  the  City  of  Baltimore  Topogra]^)' 
ical   Survey   Oommission,  being  east  129S2.o1 
feet  and  sonth  514.54  feet  and  running  thencr, 
north   70°    OS'   2(r   east   1787.01   feet;   thence 
north   70°    27'  82''  east    12S0.45   feet;   thenrc 
north  05°  48'  89"  east  1511.07  feet  to  a  point 
distant  225  feet  more  or  less  Avesterly  from  tlu* 
center  lin-^  r,\  ihe  Baltimore  and  Ohio  Railroad  ; 
thence  south  24°  10'  21"  east  80  feet  to  intersect 
a  line  diawn  easterly  parallel  to  and  distant  >■<' 
feet    southeasterly,    measured    at    right    angles 
fi'om  t\\v,  third  line  of  this  description;  thence 
rcvci'sing  said  line  so  drawn  and  binding  tlurc- 
on  south  05°  48'  80"  Avest  1515.88  feet ;  theii;v 
by  lines  parallel  to  and  distant  80  feet  siourli- 
easterly  measured  at  right  angles  from  the  ?■(''(- 
ond  and  first  lines,  respectively,  of  this  deseri])- 
tioji,   the  two  following  courses  and   distances, 
namelv:  south   70°   27'  82"  west  1280.72  feet 
and  south  70°  08'  20"  west  1804.45  feet  to  iu. 
tersect  the  westernmost  side  of  Highland   a\-e- 
nue ;   thence  binding  on   the   said  westernmosr 
side  of  Higldand  avenne  north  2°  40'  54"  west 
80.81  feet  to  the  place  of  beginning. 


llie  coni'S(>s  in  the  above  description  are  all 
referred  to  the  trne  meridian  of  the  City  of  Bal- 
timore Topographical  Survey  Commission. 


oo'2  okdi^'a:xces. 

The  said  Sftroet  as  directed  to  be  coudeinned 
lieiiit>'  delineated  and  i^artieiilarly  shown  on  a 
plat  which  was  tiled  in  the  Office  of  the  Caminis 
sionei'S  for  Opening-  Streets  on  Stli  day  of  ^o- 
vember,  in  the  year  1922,  and  is  now  on  file  in 
Mie  said  Office. 

SixTiox  -2.  A)u1  he  it  furtlicv  ordahird, 
That  the  proceedings  of  said  Conim^issioners  for 
Opening  Streets,  with  reference  tx>  the  condem- 
nation, opening,  widening  and  grading  of  said 
road,  and  the  proceedings  and  rights  of  all 
l)arties  interested  or  afi'ected  thereby,  shall  l)e 
regulated  by,  and  be  in  accordance  with,  all  snch 
])rovisions  of  Article  4  of  the  Public  Local  T^ws 
of  ^laryland,  as  enacted  by  (^hapter  12'>  of  the 
Acts  of  the  General  Assembly  of  AFaryland  of 
tljc  year  1808  (commonly  known  as  the  Xew 
Charter  of  Baltimoi'c  City),  as  may  be  applica- 
ble thereto",  as  well  as  all  amendments  thereof, 
and  also  any  other  Acts  of  the  said  General  .Vs- 
^embly  of  ^laryland  which  may  be  applicable 
thereto;  and  also  in  accordance  with  any  and  all 
Oidinances  of  the  Mayor  and  City  Council  of 
I)altiniore  now  in  force  and  applicable  thereto. 

A])pro\ed  .March  12,  102.^). 

W:\l.  F.  EKOENING,  :\fai/or. 


^0.  8.34. 

x\ii  ordinance  to  condemn,  open  and  widen  Blooming- 
dale  Road,  from  the  westernmost  side  of  Poplar 
Grove  Street  to  the  southernmost  side  of  Clifton 
Avenue,  in  accordance  with  a  plat  thereof  filed  in 
the  Office  of  the  Commissioners  for  Opening  Streets, 
on  the  7th  day  of  Octoher.  1922,  and  now  on  file  in 
said  office. 

Skc'j-jox  1.      JU'  a  ordained  hi)  tlie  Mayor  and 
C'dji  Conncil  of  Baliimore,  That  the  Oommis- 
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sioiiers  for  Opening  Streets  be,  and  tliey  are 
liereln-  authorized  and  directed  to  coudejnn, 
open  and  widen  Bloomingdale  Road,  from  its 
present  width  of  40  feet  more  or  less  to  a  width 
varying  from  GO  feet  to  67.73  feet,  from  the 
westernmost  side  of  PopLir  Gro^■e  Street  to  the 
southernmost  side  of  Clifton  avenue,  the  laud 
liei'eby  directed  to  be  condemned  for  said  open- 
ing and  widening  1>eing  described  as  follows  : 

Beginning  for  the  same  at  a  point  on  the  west- 
ernmost side  of  Poplar  Grove  street  66.00  feet 
wide  distant  35.38  feet  northerly  from  the  inter- 
section of  the  westerimiost  side  of  said  Poplav 
Grove  street  and  the  southernmost  side  of  Wiu 
Chester  street  ^)(j  feet  wide,  the  co-ordinates  of 
said  point  of  beginning,  based  upon  the  system 
used  by  the  City  of  Baltimore  TopogTaphical 
Sui'vey  Commission,  being  north  1396.84  feet 
and  west  14082.55  feet,  and  running-  thence 
noi-th  22°  02'  40"  west  378.17  feet;  thence  nortii 
15°  20'  24"  west  524.36  feet;  thence  north  17  = 
57'  35"  west  399.90  feet;  thence  north  20°  2>' 
33"  west  546.43  feet;  thence  north  38°  05'  57" 
w(>st  403.84  feet :  thence  north  42°  20'  40"  w(;^i 
205.20  feet;  thence  nortli  52°  12'  38"  west 
738.76  feet;  thence  north  40°  52'  30"  west 
184.26  feet;  thence  north  22°  24'  06"  west 
100.35  feet;  thence  north  33°  30'  00"  wes- 
-4  35.00  feet;  thence  by  a  line  cuiwing  to  the  left 
with  a  450.73  feet  radius  the  distance  of  358.61 
feet,  which  arc  is  subtended  by  a  chord  Ix^ariiii; 
north  56°  17'  41"  west  349.26  feet;  thence  by  a 
straight  line  north  79°  05'  23"  west-  131.12  feet 
to  the  soutliernmost  side  of  Clifton  avenue  60 
feet  wide;  thence  binding  on  the  southernmost 
side  of  said  Clifton  avenue  north  87°  20'  40"' 
east  224.12  feet  to  intei*sect  a  line  drawn  par- 
allel  with    and    distant   60   feet   northeasterlv 
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nicasured  at  right  angles  from  the  eleventh  line 
in  this  description;  thence  reversing  said  line 
so  drawn  and  Vnnding  thereon  by  a  line  cnrving 
to  the  right,  with  a  510.73  feet  radins  the  dis- 
tance of  319.22  feet,  which  arc  is  subtended  by  a 
chord  bearing  sonth  51°  24'  19"  east  314.03  feet 
to  intersect  a  line  drawn  parallel  and  distant  00 
feet  northeasterly  measured  at  right  angles  frcm 
\he  tenth  line  in  this  description;  thence  revers- 
ing said  line  so  drawn  and  binding  thereon  south 
33°  30'  00"  east  440.83  feet  to  intersect  a  line 
drawn  parallel  with  and  distant  00  feet  north 
easterly  measured  at  right  angles  from  the  ninth 
line  ill  this  description;  thence  reversing  said 
line  ?o  drawn  and  binding  thereon,  south  22 
24'  0()"  east  72.03  feet  to  intersect  a  line  drawji 
parallel  with  and  distant  07.73  feet  northeasr- 
erly  measured  at  right  angles  from  the  eight!: 
line  in  this  description;  thence  reversing  sairl 
line  so  drawn  and  binding  thereon  south  40°  52' 
30"  east  230.20  feet;  thence  by  a  line  parallel 
with  and  distant  00  feet  northeasterly  nieasuvcl 
itt  right  angles  from  the  seventh,   sixth,   fiftli. 
fourth,  third,  second  and  first  lines  of  this  de- 
scription,    3'espectively,     the    seven     following- 
courses  and  distances,  namely — south  52°    12' 
38"  east  698.73  feet,  south  42°   20'  40"  east 
212.55  feet,  south  38°  05'  57"  east  415.37  feet, 
south  20°  28'  33"  east  557.05  feet,  south  17'' 
57'  35"  east  402.52  feet,  south  15°  29'  24"  east 
523.41  feet  and  south  22°  02'  40"  east  204.62 
feet  to  tlie  westernmost   side  of  said   Poplar 
Grove  street ;  thence  binding  on  the  westernmosi 
side  of  said  Poplar  Grove  street  south  2°  37' 
00"  east  180.39  feet  to  the  place  of  beginning. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topographical  Survey  Commission, 


ORDIXA^'CES.  6iJO 

The  said  S^treet  as  directed  to  be  coiidemne<l 
being  delineated  and  particularly  shown  on  a 
plat  which  was  tiled  in  the  ()i!ice  of  the  Commis- 
sioners for  Opening  Streets  on  7th  day  of  Octo- 
l)er,  in  the  year  1922,  and  is  now  on  file  in  the 
said  Office. 

Skctjox  2.  And  he  if  further  ordained. 
That  the  proceedings  of  said  Commissioners  for 
Opening  Streets,  w^ith  reference  to  the  condem- 
nation, opening  and  widening  of  said  road,  and 
the  proceedings  and  rights  of  all  parties  inter- 
ested or  affected  thereby,  shall  be  regulated  l>y, 
and  be  in  accordance  with,  all  such  provisions  of 
Article  4  of  the  Public  Local  La^vs  of  ^laryland, 
as  enacted  by  Chapter  123  of  the  Acts  of  the 
General  Assembly  of  Maryland  of  the  year  1898 
(commonly  kno^vu  as  the  Xew  Chartei*  of  Bal- 
timore City\,  as  may  l:>e  applicable  thereto,  as 
well  as  all  amendments  thereof,  and  also  any 
other  Acts  of  the  said  General  Assembly  of 
^Maryland  v/hich  may  he  applicable  thereto:  and 
also  in  accordance  with  any  and  all  Ordinances 
of  the  ]\rayor  and  City  Council  of  Baltimore 
now  in  force  and  applicable  thereto. 

Approved  :\larch  12,  1023. 

W:\r.  F.  BR.OEXTXG,  Mfuior. 


Xo.  835. 

An  ordinance  to  conuemn  and  open  Towanda  Avenue, 
from  the  northwesternmost  side  of  Violet  Avenne 
to  the  northeasternmost  side  of  Towanda  Avenue 
as  it  now  exists,  in  accordance  with  a  plat  thereof 
filed  in  the  Office  of  the  Commissioners  for  Open- 
ing Streets,  on  the  20th  day  of  October.  1922.  and 
now  on  file  in  said  office. 

Sectiox  1.     Be  it  ordained  hy  the  Mayor  and 
City  Council  of  Baltimore.  That  the-Commis- 
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sioners  for  Opening  Streets  Ix*.  and  they  are 
hereby  antliorized  and  directed  to  condemn  and 
open  Towanda  avenue  with  a  width  of  66  feet 
from  the  north  westernmost  side  of  Violet  avenuc 
to  the  noi-theasternmost  side  of  Towanda  avenue 
as  it  now  exists,  the  land  hereby  directed  to  be 
condemned  for  said  openinu  being'  described  as 
follows : 

Beginning  for  the  same  at  a  point  on  the 
northwesternmost  side  of  Violet  avenue,  distant 
270.024  feet  southwesterly  from  the  intersection 
of  the  south  westernmost  side  of  Reisterstown 
road  80  feet  wide  and  the  northwesternmost  side 
of  said  Violet  avenue,  the  co-ordinates  of  said 
point  of  beginning,  ]>ased  upon  the  system  used 
l)y  the  City  of  Baltimore  Topographical  Survey- 
Commission,  being  west  13154.34  feet  and  north 
11733.30  feet  and  running  thence  north  30  de- 
grees 27  minutes  and  54  seconds  wTst  110.46 
feet  to  the  northeasternmost  side  of  Towanda 
avenue,  there  existing;  thence  south  78  degrees 
and  39  minutes  west  69.85  feet  to  the  south  west- 
ernmost side  of  said  existing  Towanda  avenue ; 
thence  pai'allel  with  and  distant  66  feet  south- 
westerly measured  at  right  angles  from  the  first 
line  in  this  description  south  30  degrees  27 
minutes  and  54  se«mds  east  132.46  feet  to  the 
northwesternmost  side  of  said  Violet  avenue ; 
thence  binding  on  the  northwesternmost  side  of 
s^id  Violet  avenue,  north  60  degrees  18  minutes 
and  30  seconds  east  C^6  feet  to  the  place  of  be- 
ginning. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topogi^aphical  Survey  Commission. 

The  said  Street  as  directed  to  be  condemned 
being"  delineated  and  particularly  sliosvn  on  a 
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plat  which  was  filed  in  the  Office  of  the  (  oiinnis- 
sioiiers  for  Opening  Streets  on  20th  day  of  Octo- 
l>er,  in  the  year  1022.  and  is  n(nv  (^n  file  in  the 
said  Office. 

Sectiox  2.  And  he  it  further  ordained, 
That  the  pixx^eedings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem.- 
nation  and  opening  of  said  avenne,  and  the  pro- 
ceedings and  rights  of  all  parties  interested  <n' 
afi'ected  therehy,  shall  l)e  regulated  by,  and  \m^  in 
accordance  with,  all  such  provisions  of  Article  -t 
of  the  Public  Local  Laws  of  ^faryland,  as  en- 
acted by  Chapter  123  of  the  Acts  of  the  General 
Assembly  of  Maryland  of  the  year  1898  (com- 
monly known  as  the  Xew  Charter  of  Baltimore 
City),  as  may  be  applicable  thereto,  as  well  as  all 
amendments  thereof,  and  also  any  other  Acts  of 
the  said  General  Assembly  of  ]\Iaryland  which 
may  be  applicable  thereto;  and  also  in  accord- 
ance with  any  and  all  Ordinances  of  the  Mayor 
and  City  Council  of  Baltimore  now  in  force  and 
applicable  thereto. 

Approved  :\larch  12,  1928. 

W:yr.  F.  BROEXTXG.  Mayor. 


Xo.  836. 

An  ordinance  to  condemn  and  open  Monument  Street. 
from  the  east  side  of  Loneys  Lane  to  the  northwest 
side  of  Philadelphia  Road,  in  accordance  with  a 
plat  thereof  filed  in  the  Office  of  the  Commission- 
ers for  Opening  Streets,  on  the  28tli  day  of  July. 
1922,  and  now  on  file  in  said  office. 

Sectiox  1.     Be  it  ordained  hi/  the  Mayor  and 
City  Council  of  Baltimore,  That  the  Commis- 


358  ORDIXA^sOES. 

sioners  for  Opening  Streets  be,  and  they  are 
liereby  authorized  and  directed  to  condemn  and 
open  Monument  street  with  a  width  \'arying" 
from  06  feet  to  114  feet,  from  the  east  side  of 
Loneys  Lane  to  the  northwest  side  of  Philadel- 
phia road,  the  land  hereby  directed  to  be  con- 
demned for  said  opening  being  described  as 
f  olloTVS : 

Beginning  for  the  same  at  a  point  formed  by 
thei  intersection  of  the  easternmoisit  side  of 
Loneys  Lane  aiid  the  southernmost  side  of  Mon- 
ument street,  the  co-ordinates  of  said  point  of 
beginnings  based  upon  the  system  used  by  the 
City  of  Baltimore  TopogTaphical  Surs-ey  Com- 
mission, being  east  12195.28  feet  and  north 
587.73  feet  and  running  thence  binding  on  the 
southernmost  side  of  Monument  street  as  now 
laid  out  north  87  degrees,  06  minutes  and  02 
seconds  eaist  5072.24  feet  to  intersect  the  north- 
westernmost  side  of  Philadelphia  road  as  it  is 
proposed  to  be  condemned,  opened  and  widened 
to  a  width  of  80.0  feet,  and  running  thence  bind- 
ing on  the  northwesternmost  side  of  said  Phila- 
delphia road,  the  two  following  courses  and  dis- 
tances namely:  north  65  degrees,  43  minutes 
and  30  seconds  east  312.78  feet  and  north  65 
degrees,  55  minutes  and  20  seconds  east  100.00 
feet  and  running  thence  by  a  curved  line  with  a 
radius  of  534.90  feet  the  distance  of  197.72  feet, 
wliicli  arc  is  subtended  by  a  chord  bearing  south 
76  degrees,  30  minutes  and  37  seconds  west 
196.59  feet  to  intersect  a  straight  line  drawn 
]>arallel  with  and  distant  114.0  feet  northerly 
measured  at  righ  angles  from  the  first  line  in 
this  deseription  ;  thence  reversing  said  \mc  so 
drawn  and  binding  thereon  south  87  degrees,  0(1 
minutes  a.nd  02  seconds  Avest  4535.64  feet  to  in- 
tersect the  westeimmost  side  of  Highland  avenue 
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as  now  laid  out  SO.O  feet  wide:  thence  binding 
on  the  westernmost  side  of  said  Highland  ave- 
nue south  03  degrees,  00  minutes  and  2-1:  seconds 
east  -iS.O  feet  to  intersect  a  line  drawn  parallel 
with  and  distant  66.0  feet  northerly  meaiiured 
at  right  angles  from  the  first  line  in  this  descrip- 
tion; thence  reversing  said  line  so  drawn  and 
binding  thereon  south  ST  degTees,  06  minutes 
and  02  seconds  west  725.6-1:  feet  to  intersect  the 
eastornmost  side  of  said  Loneys  Lane  as  now 
laid  out,  and  thence  binding  on  the  easternmost 
side  of  Loneys  Lane  south  00  degi*ees,  52  min- 
utes and  34  seconds  east  66.04  feet  to  the  place 
of  l>egTQning. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topographical  Survey  Commission. 

The  said  Street  as  directed  to  l)e  condemned 
l^eing  delineated  and  particularly  shown  on  a 
plat  which  was  filed  in  the  Oflfice  of  the  Commis- 
sioners for  Opening  Streets  on  2Sth  day  of  July, 
in  the  vear  11^22.  and  is  now  on  file  in  the  said 
Office.  ' 

Section  2.  And  he  it  further  ordained. 
That  the  ])roceedings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation and  opening  of  said  street,  and  the  pro- 
cee^lings  and  rights  of  all  parties  interested  or 
affected  thereby,  shall  ]w  regulated  by,  and  l>e  in 
accordance  with,  all  such  provisions  of  Article  4 
of  the  Public  Local  Laws  of  Maryland,  as  en- 
acted by  Chapter  123  of  the  Acts  of  the  General 
Assembly  of  ^faryland  of  the  year  1S9S  (com- 
monly kno\\m  as  the  Xew  Charter  of  Baltimore 
City),  as  may  l)e  applicable  thereto,  as  well  as  all 
amendments  thereof,  and  also  anv  other  Acts  of 
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the  said  General  Aj^sembl}-  of  Maryland  which 
may  be  applicable  thereto;  and  also  in  accord- 
ance \\T.th  any  and  all  Ordinances  of  the  Mayor 
and  City  Council  of  Baltimore  now  in  force  and 
applicable  thereto. 

Approved  :\larch  12,  1023. 

WM.  F.  BT^OKXIXG,  Mai/or. 


Xo.  837. 

An  ordinance  to  condemn  and  open  Third  Street. 
from  the  north  side  of  Baltimore  Street  to  the 
south  side  of  Monument  Street,  in  accordance  with 
a  plat  thereof  filed  in  the  Office  of  the  Commis- 
sioners for  Opening  Streets,  on  the  6th  day  of  Feb- 
ruary, 1922,  and  now  on  file  in  said  office. 

Sectiox  1.  Be  it  ordai)ied  by  the  Mayor  and 
Citij  Council  of  Baltimore,  That  the  Oommis- 
^^ioners  for  Opening  Streets  be,  and  they  arc 
hereby  authorized  and  directed  to  condemn  auvl 
open  Third  Street  with  a  width  of  60.0  feet, 
from  the  north  side  of  Baltimore  street  to  the 
south  side  of  Monument  street,  the  land  hereby 
directed  to  l>e  condemned  for  said  opening  being 
described  as  follows: 

Beginning  for  the  same  at  a  point  formed 
by  the  intersection  of  the  north  side  of  Balti- 
more street  and  the  west  side  of  Third  street,  the 
co-ordinates  of  said  point  of  beginning,  based 
upon  the  system  used  by  the  City  of  Baltimore^ 
To]>ographical  SurA'cy  Commission,  being  east 
13588.14  feet  and  south  1775.05  feet,  and  run- 
ning tlience  binding  (m  the  west  side  of  Third 
street,  north  3°  00'  24''  west,  and  continuing 
same  course,  in  all  2430.22  feet,  to  the  south 
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side  of  Moiiunient  street ;  thence  biiuling  on  the 
south  side  of  said  ^lonumeiit  street,  north  s7  ' 
0(>'  00"  east  OO  feet,  to  intersect  a  line  drawn 
parallel  with  and  distant  GO  feet  easterly  meas- 
ured at  right  angles  from  the  first  line  in  this 
description ;  thence  reversing  said  line  so  drawn 
and  binding  thereon  south  3°  00'  l>-J-"  east 
:2430.10  feet  to  the  north  side  of  said  Baltimore 
street;  thence  binding  on  the  north  side  of  said 
Baltimore  street  south  SC)"^  yy  o()''  west  GO  feet 
to  the  place  of  beginning. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topographical  Survey  Commission. 

The  said  Street  as  directed  to  be  condenmeil 
l)eing  delineated  and  parti(nilarly  shown  on  a 
plat  which  was  tiled  in  the  Office  of  the  Commis- 
sioners for  0}>ening  Streets  on  <)th  day  of  Feb- 
ruary, in  the  year  11>22.  and  is  now  on  tile  in  the 
.-aid  Office. 

Skctiox  2.  And  be  if  further  ordained. 
That  the  pi'oceedings  of  said  ConiniASsioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation and  opening  of  said  street,  and  the  pro- 
ceedings and  rights  of  all  i)artics  interested  or 
affected  thereby,  shall  be  regulated  by,  and  l)o  in 
accordance  with,  all  such  pro\-isions  of  Article  4: 
of  the  Public  Local  Laws  of  ^[aryland,  as  en- 
acted by  Chapter  12:3  of  the  Acts  of  the  General 
Assembly  of  Maryland  of  the  year  L^O.S  (com- 
monly known  as  the  ^ew  Charter  of  Baltimore 
City\  as  may  be  applicable  thereto,  as  wtII  as  all 
amendments  thereof,  and  also  any  other  Acts  of 
the  said  General  Assembly  of  ?\laryland  which 
may  be  applicable  thereto ;  and  also  in  accord- 
ance with  anv  and  all  Ordinances  of  the  flavor 
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and  City  Council  of  Baltimore  now  in  force  and 
niyplicable  tlieroto. 

Api)ro\e(l  March  12,   \i)2o. 

^y^\.  F.  BROKXTXO,  Mmfor. 


No.  83S. 


An  ordinance  granting  permission  to  A.  J.  Rogers  to 
erect  a  public  garage  in  the  rear  of  his  premises. 
5252  and  5254  Reisterstown  Road. 

Whereas,  Ordinance  Xo.  GO(P/o  of  11)21  \)Y0- 
hilnts  the  erection  of  a  public  garage  within  300 
feet  of  a  church ;  therefore 

Section  1.  ]>e  it  ordained  htj  the  Mayor  and 
('it)j  Conned  of  Baltimore^  That  permission  be 
and  the  same  is  hereby  granted  to  A.  J.  Rogers 
to  erect  a  public  garage  approxim,ately  40  feet 
by  00  feet  in  the  rear  of  his  premises  5252  and 
5254-  Reisterstown  Road;  said  garage  to  be  coii- 
structed  of  concrete  blocks  and  to  he  erected  un- 
der the  supervision  of  the  Inspector  of  Build- 
ings of  Baltimore  City  in  accordance  with  the 
Building  Laws  of  said  City  and  especially  in  ac- 
cordance with  the  provisions  of  Paragraphs  J 2 
and  18  of  Section  4-7  of  Ordinance  Iso.  155, 
approved  July  (Uh,  11K)S,  and  all  amendments 
thereof. 

Sectiox  2.  Avd  l)e  it  further  ordained. 
That  this  ordinance  sliall  take  effect  from  the 
(late  of  its  ])assage. 

Approved   Miiivh    11),   1923. 

W:\l.  F.  BROEISUNG,  Mai/or. 
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'No.  839. 

An  ordinance  granting  permission  to  the  Federal 
Land  Bank  to  construct  a  Building  on  the  S.  K. 
Cor.  of  24th  &  St.  Taul  Sts. 

Section  1.  Be  it  ordained  bij  tlie  Mayor  and 
(Jity  Council  of  Baltimore,  That  permission  be 
and  the  same  is  hereby  granted  to  the  Federal 
Land  Bank  to  oonstrnct  a  l>nilding  on  the  sonth- 
(^ast  corner  of  24th  and  St.  Panl  Sts. 

Section  '2.  A}id  l)e  it  farther  ordained. 
That  in  the  constrnction  of  said  bnihling  the 
said  Federal  Land  Bank  be  and  it  is  hereby 
anthorized  and  permitted  to  construot  the  said 
Ijuikling-  ill  accordance  with  the  engineering 
[n'inciples  and  formulas  hereinafter  ennmerated, 
namely : 

1:2:4:  Concrete- — 

Direct  bearing,  500  lbs.  per  sq.  inch. 

Direct  bearing  on  2  x  loaded  area,  SCO  lbs. 

per  sq.  inch  on  contact  area. 
Fil)re  stress  in  bending,  050  lbs.  per  sq.  inch. 
Fibre  stress  in  bending  at  snpports,  650  plii>' 

15%  per  sq.  inch  for  continnons  beams. 
Pnnching  shear,  120  ll>s.  per  sq.  inch. 
Shear  measnring  diagonal  tension,  40  lbs.  ])er 

sq.  iiich,  no  stirrnps. 
Shear  measuring  diagonal   tension,    120   lbs. 

per  sq.  inch,  stirrnps  and  bent  bars. 

1  :  11/2:  3   Concrete — 

Direct  beaTing,  025  per  sq.  inch. 

Direct  bearing  on  2  x  loaded  area,  1,000  lbs. 
per  sq.  inch  on  contact  area. 

Fibre  stress  in  bending,  800  lbs.  per  s(|.  inch. 

F'ibre  stress  in  bending  at  snpports,  ^^^0  lbs. 
per  sq.  incli  ])lns  15%  per  sq.  inch  for  con- 
tinnons beams. 
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Pmicliiiig  sheaVj  150  lbs.  per  sq.  inch. 
Shear  measuring  diagonal  tension,  .')()  lbs.  per 

sq.  inch. 
Shear  measuring  diagonal  tension,    IT)!)   lbs. 

per  sq.  inch,  stirrups  and  bent  bars. 

Steel 

Tensile  stress  in  reinforcing  bars,  l.(),0()05  per 

sq.  inch. 
Compression  stress  on  bars  in  beams,  lO.OOOJf 

per  sq.  inch. 
Tnit   direct   shear   on  liars,   10, 000 J   per  sq. 

inch. 
l)(uid  stress,  ])lain  bars,  SOJf  defoi'med  bars, 

lOOS  for   1:2:4  mix,  and   lOOjf  and   120jt 

respectively,  for    1:U/t:))  mix.      TTooks  to 

add  159;.  ' 
Modulus  of  elasticity,    15   and   12  for   1:2:4 

and    l:n/):'>  mix,  respectively. 

Formulas — 

l>eams — Th(>  straight  line  formulas  for  flex- 
ure. 
Columns — P  equals  fc  (Ac  plus  n  As). 

Columns^ — 

Eodded  (\)lumns: 

Vertical  rods  not  less  than  1%  nor  more 
than  4%. 

P  equals  500  Ac+r500  avs  for  1 :2  :4. 

P  equals  825  Ac+T500  avs  for  1  rlVs  :3. 

(Structural  Steel  Cols.  (Micased  in  con- 
crete. ) 

To  be  designed  stress  (  1S,000— 70L/R  lbs. 
s(].  inch  in  direct  compression,  and  to  be 
covered  with  four  inches  of  concrete  rein- 
forced with  vertical  rods  and  hooping. ) 

Steel  columns  covered  with  2''  ])lain  con- 
crete   fireproofing    not    I'cinforced    witli 
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vertical  rods  and  hooping  to  be  designed 
fo.r  stress   (16,000— 70L/R). 
Hooped  Colunnis : 

Vertical  rods  not   less  than    \%    nor  movo 
than  4%. 

V  eqnals  850  A('+  10000  avs  for  1 :2  'A. 

P  cipals  1050  xVc+10000  avs  for  1 :1  Vii::3. 

( General  iVs'Snniption  of  Design — 

For  single  spans,  span  ecpials  distance  center 

to  center  of  supports. 
Foi'    continnons    or    restrained    beams,    span 

eqnals  clear  distance  between  snpports. 
I 'rackets  at  angle  of  45°  rednce  span  to  point 

Avhere    their    de]3th    eqnals    l/o    of    heani 

depth,  l>i'ack(^ts  to  be  designed  for  shear  and 

bending. 

Tee  Beams — 

Tlie  assnmed  effective  widtb  of  tee  beams 
shall  not  exceed  oaie-sixtli  the  s})ari  length 
on  either  side  of  beam,  iioi"  shall  thv  over- 
hang on  either  side  at  the  web  exceed  six 
times  the  thickness  at  f\\('  slab,  ncn  sball  tbe 
total  effective  width  on  either  side  of  cen- 
te^r  of  heam  exceed  three-eighths  of  tlie  dis 
tance  l>etween  centcns  of  tbe  adjoining 
Ix^ams. 

Continnons  Beams  and  Shilis: 

^r  eqnals  WL  divided  1)a-  S;  Wh  divided  by 
10;  WL  (livid(Ml  by  \'2,  for  simple,  semi- 
continnons  and  continnons  members  respec- 
tively, where  W  eqnals  total  load. 

Bnt  in  all  otlun-  res])ects  the  constrnction  of 
said  bnilding  shall  be  in  accordance  with 
the  pro'visions  of  the  present  Bnilding  Code 
of  Baltimore  Citv. 
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Live  load,  first  floor,  100  lbs.  per  sq.  foot. 
Live  load,  upper  floors,  50  lbs.  \x}v  sq.  ft. 

Si-xriox  3.  A)id  be  it  furt/icr  ordained, 
That  this  ordinance  shall  take  effect  from  the 
(late  of  its  passage. 

Approved  .Ahireh   10,  11)23. 

AV^r.  F.  BROENING,  Maiji>r. 


Iso.  840. 


Aw   ordinance  to   appoint   Peter    H.   Phillippi   a   Con- 
stable from  the  Sixth-  Ward  of  Baltimore  City. 

Skc'I'io.x  1.  lie  it  ordauied  hi/  tJic  Maijor  and 
Citi/^  Cuiniril  of  Baltimore  That  Peter  H.  Phil- 
li])pi,  100  X.  Luzerne  avenne,  be  and  he  is  here- 
by ap])oiiite(l  a  constable  from  the  Sixth  AVard 
of  iKiltiiiiorc  V\\\\  vice  Jas,  W.  Lewis,  deceascMl. 

Skctiox  '2.  And  he  it  farther  ordained, 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  ]>assage. 

Approved  "AFarcli  23,  1023. 

W:\r.  F.  BROENTNG,  Mayor. 
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l\o.  841. 

An  ordinance  to  condemn,  open  and  grade  Twenty- 
sixth  Street,  from  the  southwest  side  of  Hunting- 
don Avenue  to  the  northeast  side  of  Sisson  Street. 
in  accordance  with  a  Plat  thereof  filed  in  the  office 
of  the  Commissioners  for  Opening  Streets,  on  the 
3rd  day  of  January.  1923,  and  now  on  tile  in  said 
office. 

Sectiox  1.  Be  it  ordaiued  by  the  Mayor  and 
(Uty  Council  of  Baltimore,  that  the  Commis- 
sioners for  Opeiiiiia'  Streets  be,  and  thev  are 
liereby  authorized  and  directed  to  condemn,  open 
and  gTade  Twentv-sixth  Street,  with  a  \vidtli  of 
r)0.()  feet  from  the  SiO'nth\vest  side  of  Hiintinii- 
(lou  Ayenue  to  the  northeast  side  of  Sisson 
Street,  the  land  hereby  directed  to  be  condemned 
for  said  opening  and  irradino- being  descril)cd  as 
follows: 

T)eginning  for  the  same  at  a  point  formed  l)_v 
the  intersection  of  the  southwe^st  side  of  TTiiiit- 
ing'don  Ayenne  as  now  laid  out  100.0  feet  wide 
and  the  northwest  side  of  Twenty-sixth  Street  as 
now  laid  out;  the  co-ordi nates  of  said  ]>oint  of 
beginning,  based  upon  the  systean  used  by  the 
City  of  Baltimore  Topographical  Suryey  Com- 
mission, being  Avest  1(1 .3 7. 5 5  feet  and  north 
7744.08  feet:  ami  running  thence  binding  on 
the  Southwest  side  of  said  Huntingdon  Ayenue 
south  31°  21'  00''  east  60.0  feet :  thence  south 
58°  31'  00"  west  456.25  feet;  thence  south  56° 
47'  00"  west  298.73  feet  to  intersect  the  north- 
east side  of  Sisson  Street  as  now  in  the  ]>rocess 
of  condemnation;  thence  binding  on  the  north- 
east side  of  said  Sisson  Streeit  the  two  following 
courses  and  distances,  namely:  north  34°  08' 
44"  west  48.47  feet  and  north  31°  14'  53"  west 
11.54  feet  to  intersect  a  line  drawn  parallel  Avitli 
and  distant  60.0  feet  northwesterly  measured  at 
right  angles  from  the  third  line  of  this  descrip- 
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tiuii :  thence  reversing  said  line  so  drawn  and 
binding  thereon  and  on  a  line  drawn  parallel 
with  and  distant  ()0.0  feet  northwesterly  meas- 
ured at  riglit  angles  from  the  second  line  of  this 
description  the  two  following  courses  and  dis- 
tances, namely,  mn'ih  50°  4-7'  00''  east  :]00.0l> 
feet;  north  58°  81'  00"  east  45T.21>  feet  to  the 
place  of  beginning. 

41ie  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bah 
tiniore  Topographical  Sniwey  Commission. 

'Die  said  Sti-eet  as  directed  to  be  condemned 
being  delineated  and  particnlarly  shown  on  a 
phit  which  was  hied  in  the  OtHce  of  the  (Commis- 
sioners for  Opening  Strec^ts  on  ^)rd  (h\y  of  Jann- 
ai'v,  in  the  vear  li)2'>,  and  is  now  on  file  in  the 
sa,'id  Ofhce.' 

Skctiox  2.  A)i(l  hp  if  fiirilicr  ordained, 
that  the  proceedings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation, opening  and  grading  of  said  Street  and 
the  ])roceedings  and  rights  of  all  parties  inter- 
ested or  affected  therelyy  shall  he  regulated  by, 
and  be  in  accordance  with,  all  such  provdsions 
of  Article  4  of  the  Public  Local  Laws  of  Mary- 
land, as  enacted  hy  Chapter  123  of  the  Acts  of 
tlie  General  Assembly  of  ^[aryland  of  the  year 
1898  (commonly  known  as  the  ^ew  Charter  of 
"RaltimoTe  City),  as  nniy  l)e  applicable  thereto, 
as  well  as  all  amendment  thereof,  and  also  any 
other  Acts  of  the  said  General  Assembly  of 
"Ahiryland  which  may  he  applicable  thereto;  and 
also  in  jiccordancx'  with  any  and  all  Ordinances 
of  tlic  ^Fayor  and  City  Council  of  Baltimore^ 
now  in  force  and  applicable  thereto. 

A])proved  AFarch  31,  1923. 

WM.  F.  BROE^nNG,  Mayor. 
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^o.  842. 

An  ordinance  granting  permission  to  Chas.  Neubert 
to  erect  a  store  front  for  the  sale  of  Accessories 
and  three  gasoline  tanks  on  his  premises  on  the 
north  side  of  Philadelphia  Avenue,  about  75  feet 
east  of  Curley  Street. 

Wht^vas,  Ordinance  No.  (JOfjl/o  of  1021  jiro- 
liibits  the  installation  of  a  "gasoline  tank  witliiii 
•  >00  feet  of  a  clinrch ;  therefore 

Skctioa"  1.  Be  it  ofdaiiied  by  tJie  Mayor  and 
Citij  Coiinri]  of  Ihdtiuwre,  That  permission  he 
and  th(^  same  is  herehy  granted  to  Chas.  Xenl>ert 
to  erect  a  store  front  for  the  sale  of  Accessories 
and  tliree  ii'asoline  tanks,  not  exceedino'  a  ca- 
j)acit,v  of  1.000  gallons  each,  on  his  premises  on 
the  north  side  of  Philadelphia  avenue,  about  TT) 
feet  east  of  Curley  street ;  said  tanks  to  he 
erec^ted  under  the  supervision  of  the  Inspector 
of  Buildings  of  Baltimore  Citv  in  accordance 
witli  the  laws  and  ordinances  of  said  City. 

Skctiox  2  And  he  if  further  ordained. 
That  this  ordinance  shall  take  eifect  from  the 
date  of  its  ]>assage. 

A])pro\e(l  April  4-,  11>2.'k 

WM.  F.  BKOEXTXG,  J/r^/yor. 
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An  ordinance  of  the  Mayor  and  City  Council  of  the 
City  of  Baltimore  entitled  an  ordinance  granting 
authority  to  the  Inspector  of  Buildings  of  Balti- 
more City  to  issue  a  permit  authorizing  The  Con- 
solidated Gas  Electric  Light  and  Power  Company 
of  Baltimore  to  construct  a  building  on  the  south 
side  of  IMadison  Street  between  Constitution  and 
Graves  Streets,  covering  the  whole  length  of  the 
500  Block  Madison  Street  in  Baltimore  City,  and 
relieving  the  said  Consolidated  Gas  Electric  Light 
and  Power  Company  of  Baltimore  in  the  construc- 
tion of  the  said  building  from  compliance  with 
certain  provisions  of  the  building  code  of  Balti- 
more City. 

Sec'Tiox  1.  Be  it  ordained  hi/  flic  Maijor  and 
diUj  Council  of  Baltimore,  that  authority  beaiid 
the  same  is  hereby  granted  to  The  Insy>ector  of 
Bnilrlinas  of  Baltimore  Oity  to  issue  a  permit 
authorizing  the  Consolidated  Gas  Elei'tric  Light 
and  Power  Company  of  Baltimore,  a  body  coi"- 
porate,  to  construet  a  building  on  the  south  side 
of  Madison  Street  l>etween  Constitution  and 
Graves  Streets,  covering  the  whole  lenatli  of  the 
500  Block  of  Madison  Street,  in  Baltimore  City. 

Skctiox  2  And  he  it  further  ordained, 
that  in  the  construction  of  said  building,  the  said 
Consolidated  Gas  Electric  Light  and  Power 
Company  of  Baltimore  is  hereby  authorized  and 
permitted  to  construet  said  building  in  accord- 
ance with  the  Building  Code  of  Baltimore  City 
(except  where  the  same  is  in  conflict  with  the* 
following  engineering-  principles  and  formulae^ 
as  to  which  th(^  snld  building  mav  coufoi-ni  there- 
to, namely: 

A.      Roiufoj'ccd  Concrete   Koittiugs: 

Lhe  critical  section  for  diagonal  tension  in 
footings  bearing  directly  on  soil  shall  be  taken  on 
a  >'ertical  section  tJirough  the  perimeter  of  the 
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lower  base  of  a  frustriiin  of  a  cone  of  pyramid 
which  has  a  base  angle  of  45  degrees  and  has  for 
its  top  the  base  of  the  coliinm  or  pedestal  and 
for  its  lower  base  the  plane  of  the  center  of  longi- 
tudinal reinforcement. 

V).      Keinforced     Concrete     Slabs.     Beams    and 
Girders : 
Steel  stress  10,U()U  pounds  per  square  inch. 
Concrete  stress  650  pounds  per  square  inch. 
Formula  Wl/8  for  simple  spans,  Wi    10  for 
end  s])ans,  Wi  '12  for  continuous  construc- 
tion. 

( '.      ]\eiuf(>rced  Concrete  Columns  and  Bars : 

Colunms  to  be  reinforced  with  longitudinal 
bars  only  to  the  amount  of  not  less  than  l^r , 
hoo})ed  at  distances  not  greater  than  the  less  di- 
mension of  columns  with  ^4"  diameter  rods  or 
largei'.  may  l:>e  stressed  to  a  compressive  strength 
of  r)00f  per  sq.  in.  providing  lengi"h  of  columu 
does  not  exceed  12  times  the  less  dimension. 

D.  Live    Load    assumed    at    125    ]iounds    per 

square  foot  of  floor. 

E.  Stresses  for  all  structural  steel  work : 

Lhe  oreatest  working  stresses  shall  l>o  as  fol- 
lows : 

Tension  uet  sectiou.  IHOOO  lbs.  per  sij.  iu. 
Compression  gross  secti(Ui.  IHOOO  lbs.  per  s(|. 

in. 
Bending  extreme  fibre  tension,  l(iOOO  lbs.  per 

sq.  in. 
Bcndiuii^  extreme  fibre  com])r(^ssion,  16(H)0  lbs. 

]>er  sq.  in. 
Shear,  sho])  rivets,  12000  lbs.  per  sq.  in. 
Shear,  Field,  lOOOO  lbs.  per  sq.  in. 
Shear,  Boiled  net  section,  12000  lbs.  per  sq. 

in. 
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Bearing",  shop  ri\et,  24000  lbs.  per  scj.  in. 
Bearing',  field  rivets^  20000  lbs.  per  sq.  in. 
Colnmn  Fomiiiila  :     S^ — 1  GOO— 70  1/T. 

Maximum  13000  lbs.  per  square  incb. 

1/R  does  not  exceed  120. 

Sectiox  ?).  And  he  ii  furt/icr  ordained, 
tliat  tbis  ordinance  sball  iixVe  eifect  from  the 
(bito  of  its  ]>assai2:e. 

Appi-ovcd  April  7,   1923. 

WM.  F.  BROENTNG,  Mayor. 


'No.  844. 

An  ordinance  granting  to  the  American  Ice  Company 
authority  to  construct  a  building  on  its  land  situ- 
ate at  the  northeast  corner  of  Eden  Street  and 
Young  Alley,  through  to  Spring  Street,  in  Balti- 
more City  and  relieving  the  said  American  Ice 
Company  in  the  construction  of  the  said  building 
more  or  less  from  compliance  with  certain  require 
ments  of  the  building  code  of  Baltimore  City. 

Sectiox  1.  J>e  it  ordained  htj  the  Mayor  and 
City  Council  of  Baltimore  City  tbat  permistsion 
be  and  tbe  same  is  hereby  granted  to  the  Ameri- 
can Ice  Company,  a  body  corporate,  to  construct 
a  building  on  land  belonging  to  tbe  said  corpora- 
tion, located  at  the  nortboa,st  corner  of  Eden 
Street  and  Young  Alley,  tbrougb  to  Spring 
Street,  in  Baltimore  City. 

Si-:<":iox  'L  And  he  it  farther  ordained, 
tbat  in  the  consti'uction  of  the  sadd  building,  the 
said  American  Tee  Company  is  hereby  author- 
ized and  ])crmitted  to  construct  the  said  building 
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ill  accordant-  with   the  ongiiieei'iiii>    principles 
and  formnlas  hereinafter  enumerated. 

To  construct  a  seventeen  (  17  )  inch  thick  non- 
l>e'ariiig'  brick  wall,  the  height  of  which  shall  ex- 
ceed thirtv-five  (35  )  times  its  thickness,  between 
brick  buttresses,  but  in  all  other  respects  the  con- 
struction of  the  said  building  shall  be  in  accord- 
ance with  the  provisions  of  the  bnilding  code 
of  Baltimore  City. 

Skctjox  3.  A)id  he  if  furtlicr  ordained 
tliat  this  ordinance  sliall  Take  efPect  from  the 
date  of  its  passage. 

Approved  A])ril  7,  1023. 

WM.  F.  BROKNlNd,  Maijor. 


^o.  845. 


An  ordinance  granting  permission  to  Miss  Helen  E. 
Poist  to  erect  a  two-story  frame  addition  to  the 
present  building  on  her  premises  3015  Clifton 
Avenue. 

Secttox  1.  Be  it  ordained,  ht/  the  Mciijor  and 
(^^iti/  Council  of  Baltimore,  That  permission  be 
and  the  same  is  hereby  granted  to  ]\[iss  Helen  E. 
Poist  to  erect  a  two-story  frame  addition  to  the 
present  building  on  her  premises  3015  Clifton 
avenue ;  said  addition  to  be  in  the  rear  at  the 
so'uthwest  side  of  the  present  building,  to  be  13 
ft.  4  in.  long  and  5  ft.  li/>  in.  wide,  and  to  be 
within  5  ft.  of  the  party  line  on  the  west  side;  to 
be  erected  under  the  su]iervision  of  the  Inspector 
of  Buildings  of  Baltimore  City  in  accordance 
with  the  Building'  Laws  of  said  Citv. 
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Sfctton  2.  Alul  he  it  further  ordained, 
'Hiat  this  ordinance  shall  take  effect  from  the 
(late  of  its  passage. 

Approved  April  10,  1023. 

W:yr.  F.  BROE:NriNG,  Mayor. 


:N'o.  846. 


An  ordinance  granting  permission  to  Jos.  J.  Knapp 
to  erect  an  open  frame  shed  for  the  storage  of 
lumber  in  the  rear  of  his  premises  2328  Riggs 
Avenue. 


Sectioa  1.  JU'  it  ordained  bij  the  Mayor  and 
Citjj  Council  of  Baltimore,  That  permission  be 
and  the  same  is  hereby  granted  to  Jos.  J.  Knapp 
to  ereet  an  open  frame  shed  32  ft.  wide  and  50 
ft.  long,  for  tlie  storage  of  lumber,  in  the  rear  of 
bis  premises  2328  Riggs  avenue;  sa.id  shed  to 
be  open  on  the  front  aaid  sides  and  enclosed  in 
the  back,  and  to  be  70  ft.  from  the  rear  of  the 
house  located  at  2328  Riggs  avenue:  to  be 
erected  under  the  supervision  of  the  Inspector 
of  Buildings  of  Baltimore  City  in  accordance 
with  the  Building  Laiws  of  said  Oity. 

Secjtion  2.  And  be  it  further  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  April  10,  1923. 

WM.  F.  BROENTNCr,  Mayor. 
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A^o.  847. 

An  ordinance  granting  permission  to  Jos.  Weinbeck 
to  erect  a  public  garage,  consisting  of  10  individual 
garages,  on  his  premises  known  as  3712  Dillon 
Street. 

Whereas,  Ordinanee  Xo.  0001/2  of  lUvJi  pru- 
liibits  the  erection  of  a  public  garage  within  800 
feet  of  a  public  school ;  therefore 

Section'  1.  Be  it  ordained  by  ike  Mayor  and 
City  Council  oj  Baltimore,  That  permission  be 
and  the  same  is  hereby  granted  to  J  os.  Weinbeck 
to  erect  a  public  garage,  consisting  of  10  indi- 
vidual garages,  on  his  premises  known  as  371:^ 
Dillon  street;  said  garages  to  be  of  brick  con- 
struction and  to  be  erected  under  the  supervision 
O'f  the  Inspector  of  Building's  of  Baltimore  City 
in  accordance  with  the  Building  _Laws  of  said 
City. 


Section-  2.  And  he  it  further  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  April  10,  1923. 

WM.  F.  BRORNING,  Mayor. 


ISlo,  848. 


An  ordinance  granting  permission  to  the  Chas.  A. 
Irwin  Co.  to  convert  the  stable  in  the  rear  of  their 
premises  Nos.  609-615  N.  Bethel  Street,  into  a  pub- 
lic garage. 

Whereas,  Ordinance  ^'o.  OOGl/o  of  1921  pro- 
hibits the  erection  of  a  public  garage  Avithin  300 
feet  of  a  chnrch ;  therefore 
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Sectiox  1.  Be  if  ordained  by  the  Majjor  and 
City  Council  of  Baltimore,  That  permission  bo 
and  the  same  is  hereby  granted  to  the  Chas,  A. 
Irwin  Co'.  to  oonvert  their  stable  in  the  rear  of 
their  premises  Xos.  fi09-615  Is.  Bethel  street, 
into  a  public  garage ;  any  work  or  repairs  in  con- 
\'erting  the  said  building  to  be  done  nnder  the 
supervision  of  the  Inspector  ot  Bnildings  of 
Baltimore  City  in  aecorrlanee  witli  the  Riiilrling 
Laws  of  said  City. 

Sectiox  2.  And  he  it  further  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  April  10,  102.^>. 

AVAF.  F.  BROENING,  Mai/or. 


ISTo.  849. 


A.n  ordinance  granting  permission  to  the  Jones 
Hollow  Ware  Co.  to  alter  the  present  building  at 
the  southwest  corner  of  Ashland  Avenue  and  Ensov 
Street  for  use  as  a  public  garage  and  repair  shop. 

Whereas,  Ordinance  No.  6O6I/0  of  1921  pro- 
hibits the  erection  of  a  public  garage  within  300 
feet  of  a  public  school ;  therefore 

Sectiox  1.  7>V  //  ordained  hy  the  Mayor  and 
City  Council  of  Baltimore,  that  permission  b<' 
and  the  same  is  hereby  granted  to  the  Jones  Hol- 
low Ware  Co.  to  alter  the  present  building  on 
the  premises  known  as  the  southwest  corner  of 
Ashland  Avenue  and  Ensor  Street,  for  use  as 
a  public  garage  and  repair  shop ;  the  alterations 
to  said  building  to  l>e  made  under  the  supervi- 
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sion  of  the  Tnspector  of  Buildings  of  IJaltimoro 
City  ill  accordance  with  the  Building  Laws  of 
said  City  and  especially  in  aocordance  with  the 
provisions  of  Paragraphs  12  and  13  of  Section 
17  of  Ordinance  Xo.  IT).")^  approved  dune  li), 
IDO.S,  ami  all  amendments  thereof. 

Sfctiox  2.  A  luJ  he  it  further  ordauied,  that 
this  ordinance  shall  take  effect  from  the  date  of 
its  passage. 

A))proved  April  10,  l',)2:]. 

AVM.  F.  HR()F.NTXO_¥ru/or. 


^o.  850. 


An  ordinance  granting  permission  to  Weldon  B. 
Wooden  to  erect  a  public  garage  on  the  east  side 
of  Garrison  Avenue,  just  south  of  the  Western 
Maryland  Railroad. 


Whereas,  Ordinance  Xo.  ()0(3^  of  1921  pro- 
bits  the  erection  of  a  pnbl 
feet  of  a  church :  therefore 


hibits  the  erection  of  a  pnblic  garage  within  300 


Section  1.  />c  it  o)dai)ie(J  hij  tlir  Maijor  diuJ 
City  Council  of  Baltimore,  That  permission  be 
and  the  same  is  hereby  granted  to  AVeldon  B. 
Wooden  to-  erect  a  one-ston-  brick  garage  30  ft. 
wide  and  80  ft.  long  oai  the  east  side  of  Garrison 
avenne,  jnst  south  of  the  Western  ^Faryland 
Railroad ;  said  building  to  be  nsed  for  a  puhlic 
garage  and  to  be  erected  under  the  supervision 
of  the  Inspector  of  Buildings  of  Baltimore  City 
in  accordance  with  the  Buildiiiir  Laws  of  said 
Citv. 
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8kctio:s-  2.  And  he  it  further  ordained, 
That  this  ordinance  shall  take  effect  from  the 
(hite  of  its  passage. 

Approved  April  10,  11)28. 

W]\r.  F.  imOKXIXG,  Mcii/or. 


No.  S51. 


An  ordinance  granting  permission  to  Arthur  F.  Ger- 
lach  to  erect  three  individual  garages  in  the  rear 
of  his  premises  701  N.  Carrollton  Avenue. 

Whereas,  Ordinance  Xo.  (HM)^^.  of  1921  pro- 
hibits the  erection  of  a  pnhlic  garaii'e  within  oOO 
U'Q.t  of  a  church  ;  therefore 

Skctiox  1.  ])('  it  ordai})e<l  hjj  tJic  Mdijor  and 
(^ity  Council  of  Baltimore,  That  permission  Ix^ 
and  the  same  is  herehv  i>ranted  to  Artlinr  F. 
(rerlach  to  erect  three  individnal  garages  in  the 
rear  of  his  premises  701  X.  Carrollton  avenne; 
said  garages  to  be  of  brick  coaistrnction  with  com- 
]3osition  roof  and  to  he  erected  under  the  super- 
vision of  the  Tn,spector  of  Buildings  of  Balti- 
more City  in  accordance  with  the  Building  Laws 
of  said  City,  and  especially  iu  accordance  with 
the  provisions  of  the  Paragraphs  12  and  18  of 
Section  47  of  Ordinance  No.  155^  approved 
.luue  7,  lOOS,  and  all  amendments  tliereof. 

J^KCTiox  :J.  And  he  it  further  ordmned . 
That  this  ordinance  shall  take  effect  from  the 
(late  of  its  passage. 


Ap))n)vc(l  April  10.  1028. 

WM.  F.  BROFNINC,  Ma,ior. 
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No.  852. 

All  ordinance  granting  permission  to  Jacob  Burk  to 
erect  ten  individual  garages  on  the  south  side  of  a 
fifteen  foot  alley,  which  alley  is  situate  about  one 
hundred  feet  north  of  Presbury  Street,  and  parallel 
thereto,  and  within  a  distance  of  three  hundred  feet 
from  a  Synagogue. 


Whereas^  Ordiiiaiice  Xo.  ()0()%  approA'ed  on 
June  iTtli,  11)21,  pi'ohihits  the  erection  of  a  pub- 
lic garage  within  three  hundred  feet  from  a 
church ;  and 

WJiereas  the  ten  individual  garages  are  a  con- 
tiiiuance  of  thirty-eight  garages  erected,  and  the 
ten  individual  garages  will  be  erected  within  a 
tlistance  of  three  hundred  fcet  of  a  structure 
used  as  a  church  ; 

Skctiox  1.  T/i('iefore  be.  it  ordained  btj  ihe 
Mayor  and  City  Council  of  Bwltiniore^  that  per- 
misision  he,  and  the  same  is  hereby  granted  to 
Jacob  Burk  to  erect  ten  lirick  individual  ga- 
rages in  a  space  of  ninety  feet  with,  a  depth  of 
nineteen  feet,  and  situate  on  the  south  side  of 
a  fifteen  foot  alle}',  which  alley  is  about  one 
hundred  feet  north  of  Presbury  street,  and  par- 
allel thereto.  Said  buildings  to  be  constructed 
under  the  supervision  of  the  Building  Inspector 
of  Baltimore  City,  and  in  accordance  witli  the 
Building  Code  of  said  City,  and  especially  iu 
accordance  with  provisions  of  paragraphs  twelve 
and  thirteen  of  Section  JT  of  Ordinance  i^o.  155 
approved  Junc^  10,  IOCS,  and  all  amendments 
thereof. 

Sfx'Tfox  2.  lie  it  further  ordained  that  this 
ordinance  sliall  take  effect  from  the  date  of  its 
passage. 

Approved  April  lU,  192:]. 

WM.  F.  BROEiYING,  Mayor. 
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No.  853. 

An  ordinance  granting  permission  to  H.  W.  Frome 
to  erect  3  individual  garages  in  the  rear  of  his 
premises  at  the  southwest  corner  of  Homestead 
and  Polk  Streets. 

Whereas,  Ordinance  >s'().  (;0()y2  of  11)21  pro- 
liibits  the  erection  of  a  aarage  within  '-](){)  feet 
of  a  elinrch;  therefore 

Si<:c'i"io.\  1.  J>e  H  ordained  by  tlie  Mayor  a)\d 
Citi/  Council  of  Baltimore,  That  permission  be 
[ind  the  same  is  hereby  "ranted  to  H.  W.  Frome 
to  erect  3  individnal  garages  in  the  rear  of  his 
premises  at  the  southwest  corner  of  Homestead 
and  PoJk  streets;  the  said  garages  to  be  of  brick 
(^onstrnction  and  to  be'  erected  under  the  super- 
\'isioii  of  the  rnspector  of  Buiklings  of  Balti- 
inoTe  City  in  accordance  witli  tlie  Buikling  Laws 
of  said  City  and  especially  in  accordance  with 
the  provisions  of  Paragraphs  J  2  a,nd  13  of  Sec- 
tion 47  of  Ordinance  ^o,  155,  approved  June 
10,  1908,  and  all  aincMidrnents  thereof. 

SKCTiOivr  2.  And  he  it  further  ordained, 
That  this  oTdinance  shnll  take  effect  from  tlie 
date  of  its  passage. 

A])proved  A])ril  10,  11)23. 

Wiyr.  F.  imOENTTN^CJ,  Maaor. 


^o.  854. 


An  ordinance  granting  permission  to  Arnold  Lohr- 
finck  to  erect  a  public  garage  on  the  west  side  of 
Harford  Avenue,  between  North  Avenue  an! 
Twentieth  Street. 

Whereas,  Ordinance  Xo.  (iOf)!/^,  of  1921  pro- 
hibits the  erection  of  a  public  gai-age  witl^in  300 
feet  of  a  church  or  school ;  therefore 
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Section  1.  lie  it  ordained  hij  the  Mayor  and 
City  Council  of  llaltiniore,  That  permission  Ix' 
and  the  same  is  herehy  granted  to  Arnold  Ix>hr- 
finek  to  erect  a  pnblic  garage  on  the  lot  50  ft. 
wide  and  147  feet  deep  on  tlie  west  side  of  Har- 
ford avenue,  between  Xorth  avenue  and  Twen- 
tieth street;  said  building  to  be  .")()  feet  wide  and 
100  feet  long,  to  be  of  In'ick  and  steel  construc- 
tion with  shoAv  room  in  front,  and  to  be  erc^ctcd 
under  the  supervision  of  the  Inspector  of  Build- 
ings of  l]altimore  City  in  accordance  with  the 
Building  Laws  of  said  City,  and  especially  in 
accordance  with  proA^isions  of  paragraph.-?  tweh'c 
and  thirteen  of  Section  -tT  of  Ordinajice  Xo. 
155  approved  June  10,  1008,  and  all  amend- 
ments thereof. 

Skcj-iox  ^.  And  he  il  furl  her  ordained. 
That  this  ordinance  slinll  t;ike  efl'ect  from  tlie 
date  of  its  passage. 

A])pr(n-ed  April  10.  11)2:). 

WM.  F.  BROEXTXG,  Mm/or. 


Xo.  855. 


An  ordinance  granting  permission  to  Samnel  Edelson 
to  erect  a  public  garage  in  the  rear  of  653  \V.  Red- 
wood Street. 

Whereas,  Ordinance  X^).  (iOtn^  of  1921  pro- 
hibits the  erection  of  a  public  garage  within  oOO 
feet  of  a  church:  therefore 

Skc'I'iox  1.  lie  II  ordained  ]>>/  the  ^frii/or  and 
City  CoaneiJ  of  Baltimore,  That  pei'mission  Ije 
and  the  same  is  hereby  granted  to  Samuel  Edel- 
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soil,  to  erect  a  one-story  concrete  garage  30  feet 
wide  and  15  feet  deep  in  the  rear  of  053  W. 
licdwood  street;  said  linilding  to  l>e  used  for  a 
public  garage  and  to  he  erected  under  the  super- 
vision of  the  Inspector  of  Buildings  of  Balti- 
more City  in  accordance  with  the  Building  Laws 
of  said  City,  and  especially  in  accordance  with 
provisions  of  paragraphs  twelve  and  thirteen  of 
Section  47  of  Ordinance  Xo.  155  approved  dnue 
11),  1908,  and  all  amendments  thereof. 

Sectjox  2.  A)k1  he  It  further  ordained, 
That  this  ordinance  sliall  take  efPect  from  t\\(i 
date  of  its  passage. 

Approved  A])ril  10,  1923. 

W\r.  F.  BROEXTA'G,  Maijor. 


Xo.  850. 


An  ordinance  granting  permission  to  Charles  A- 
Xeiibert  to  erect  a  public  garage  on  his  premises 
in  the  rear  of  2838-40  McElderry  St. 

Whereas,  Ordinance  "No.  (UIOl/o  <>f  I^>21  pro- 
hibits the  erection  (^f  ])iiblic  garages  within  thre<' 
linndred  (300)  fc^'t  of  any  building  o^r  structure 
used  as  a  clnircli  or  school  :  th(M'efore 

Skc'imox  1.  He  it  ()rd(niied  1)1/  tJie  M(if/()i  (Ui^J 
^ '/'///  Coiineil  of  lUdtitnore,  that  permission  1m' 
and  tlie  same  is  hereby  granted  to  Charles  A. 
Xeulrert  to  erect  a  public  garage  34  feet  ^vide 
and  40  fcM^t  lonii  on  liis  j)reniises  in  the  rea,r  of 
2338-40  ArcFdderry  St. :  said  garage  to  he  of 
bi'ick  construction,  with  roof  of  fireproof  mate- 
rialj  Jind  to  l>e  erected  nnder  the  supervision  of 
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the  Ins[)ect()r  of  I)iiil(liii!Lis  of  i>altiiiiore  City 
and  ill  accordance  with  the  building  hiws  of  said 
City,  and  especially  In  accordance  witli  provi- 
sions of  Paragraphs  tw(dve  and  thirteen  of  Sec- 
tion 4:7  of  Ordinance  Xo.  15.")  approved  Jinic 
19,  1008,  and  all  aniendnuMits  thereof. 

Skction^  2.  A  nd  he  it  fart  her  ordained,  that 
this,  ordinance  shall  take  effect  from  the  date  of 
its  passage. 

Ai)proved  April  10,  1923. 

W^r.  F.  P,KOENTX(;,  ^faj/or. 


:^o.  857. 

An  ordinance  to  promote  the  health  and  efficiency  of 
firemen  in  the  Fire  Department  of  Baltimore  City 
by  providing  for  a  two-platoon  system,  annual  va- 
cations and  continuance  of  pay  when  ill,  and  1o 
provide  for  the  submission  of  the  same  to  the 
qualified  voters  of  the  City  for  adoption  oi-  rejec- 
tion at  the  May,  1923,  election. 

Skctiox  1.  !>('  if  ordained  hi/  (lie  Mcijof  and 
atij  Council  of  Hdlfintore,  that  the  Hoard  of 
Fire  Coininissioners  of  Baltimore  City  be  and  ir 
is  hereby  directed  to  (li\id(>  the  officers  and  mem- 
bers of  the  Fire  Department  of  said  City  into 
tAvo  equal  platoons,  one  to.  perforni  day  service 
and  the  other  to  ])e'rform  night  service.  The 
<lay  })latoon  shall  goon  dnty  at  8  A.  ^F.  and  shall 
go  off  duty  at  H  1^.  ^l.,  and  the  night  jdatoon 
sliall  go  on  dnty  at  (J  P.  ^F.  and  go  off  duty  at 
8  A.  ]\F.  except  in  ca<e  of  riot,  serious  conflaga- 
tioii,  epideinic  or  (^ther  emergency,  when  the  said 
Fire  Commissioners,  or  the  officer  or  officers  in 
charge,  sliall  have  the  power  to  assign  all  the 
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iiieiiibers  of  the  said  Fire  Department  to  coii- 
riiiiious  duty,  or  coiitimie  any  member  or  mem- 
bers thereof  on  duty,  or  to  call  in  the  platoon  otf 
duty  for  inmiediate  service,  so  long  as  may  be 
necessary.  The  platoon,  shall  shift  every  fourth 
day,  by  keeping  the  day  platoon  on  continuous 
duty  for  twenty-four  hours  and  by  relieving  the 
iiiglit  platoon,  for  the  same  ])erio(l,  from  any 
duty  at  all,  except  in  emergencies  as  hereinlx^- 
foi'o  set  out.  The  officers  in  charge  of  each  pla- 
roiii  shall  shift  from  day  to  night  dnty.  and 
from  night  duty  to  day  duty  every  third  day,  so 
that  no  otHcei'  shall  have  ex(dusiv(dy  under  his 
charge  the  same  platoon. 

Sf.ctiox  2.  And  he  if  fnrilicr  orchdiicd, 
that  every  officer  and  mendjer  of  said  Fire  De- 
lia rtment  shall  be  entitled  to  an  annual  vacation 
('(]nal  t()  that  now  received  by  said  mendjers  but 
in  no  case  less  than  fourteen  full  days  with  full 
])ay.  Xo  pay  is  to  he  forfeited  by  any  officer  or 
member  of  said  Fire  Department  on  account  of 
ilbu'ss,  in  accordance  with  Section  i)  of  Article 
1  1  of  the  Baltimore  City  (\)de  of  1900. 

Skctiox^  o.  a  11(1  he  if  furflier  ordained,  that 
this  ordinajice  shall,  at  the  general  election  to  be 
held  on  Tuesday  after  the  first  Monday  of  ]\Iay, 
1923,  be  submitted  to  the  legal  and  qualified 
voters  of  the  Oity  of  Baltimore  for  adoption  or 
i'(\jection.  The  Sujiervisors  of  Flections  of  Bal- 
timore City  shall  have  ])rinted  on  the  ballots  to 
be  us(m1  at  said  election  in  ^fay.  1923,  the  fol- 
lowing : 

^Tor  Two-Platoon  System." 
''Against  Two-Platoon  System." 

The  Supervisors  of  Elections  shall  canvass  the 
returns  and  certify  the  numbers  of  votes  cast  for 
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and  against  tlic  two-platoon  system,  in  like  man- 
ner as  other  election  returns.  If  a  majoritv  of 
the  votes  east  in  the  City  of  Baltimore  is  in 
favor  of  the  two-platoon  system,  then  this  ordi- 
nance shall  Wome  effective  January  1,  192i. 

Approved  April  12,  11>l^:1. 

WAl.  F.  BROEXIXG,  Mayor. 


Xo.  S58. 

All  ordinance  to  reiteal  raiairra]>li  I'l  of  Section  47  of 
Ordinance  Xo.  !."."».  aiiproved  June  10,  190S,  as  said 
I>arai:ra])li  was  amended  by  Ordinance  No.  32,  ap- 
proved Novemfer  28.  lOll,  No.  (>4s.  approved  L)e- 
ceniler  7.  1021.  and  No.  740,  approved  Jnly  20.  1022, 
and  to  reordain  said  Paragraph  with  amendment^ 
so  as  to  inclnde  storaire  warehouses  among  th<' 
Imildings  which  shall  I'e  limited  as  to  loration. 

Se(  TioN  1.  ]h'  it  ordained  hi/  the  Mayor  atui 
City  Council  of  Baltimore,  that  Parapragh  12 
of  Section  47  of  Ordinance  Xo.  155,  approveil 
June  UK  11)08,  as  said  Paragraph  was  amended 
l>y  Ordinance  Xo.  32,  approved  Xoveml^er  28, 
1!)11,  Xo.  0-1:8,  approved  Decemlx^r  7,  1921,  and 
Xo.  740,  approved  July  20,  1022,  be  and  the 
same  is  hereby  repealed  and  reordained  with 
amendments  to  read  asfolhnvs: 

Paragraph  12.  The  following  huildinas  shall 
!-e  limited  as  to  location  : 

1.  Hospitals   and   huildings   for   the   treat- 

ment of  the  feeble-minded. 

2.  Saiiatoriums. 

3.  Livery  Stables. 

4.  Sale  and  boarding  stables. 
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'").  Garages^  automobile  stations,  or  the 
places  for  the  keeping  of  vehicles  of 
any  kind  which  are  ])ropelled  bv  mo- 
tive power,  the  intention  of  which  is 
for  any  other  purpose  than  the  hous- 
ing of  not  more  than  two  maciiines  or 
vehicles  to  he  used  for  private  pur- 
poses only  hy  the  person  or  persons 
occupying  the  same  lot  on  which  such 
structure  is  desired. 

<>.    Blacksmith  shops. 

7.    Junk  shops. 

S.    Brick,  tile  and  terra-cotta  factories. 

0.     Stoneware  and  earthenware  factories. 

1 0.  Paint  factories. 

1 1 .  Soap  factories. 

12.  Candle  factories. 

1  o.  Wood-working  factories. 

14.  The    storing    and    altering    of    packing 

boxes  on  a.ny  lot  or  in  any  building. 

IT).  Lumbei-  yards, 

in.  Planing  mills. 

1 7.  Iron  mills. 

18.  Foundries. 
10.  Breweries, 

20.  Distilleries. 

21.  Packinghouses. 

22.  Gas  works. 
2P>.  Acid  works. 

24.  The  manufacture  (^f  Pertilizers. 

25.  Laundries. 

26.  Stoves. 

27.  Storage  warehouses  and  buildings  to  be 

used  for  the  storage  of  household  (af- 
reets or  merchandise. 
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Section  2.  And  be  it  farther  ordained, 
that  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Ap])roved  April  \~),  1923. 

WM.  h\  BKOENING,  Mayor. 


Xo.  859. 

All  ordinance  authorizing  tli^  sale  of  all  that  portion 
of  the  bed  of  Race  Street  from  Donaldson  Street  to 
a  ten-foot  alley  south  of  and  parellel  with  McComas 
Street,  which  was  condemned  and  closed  under  Or- 
dinance No.  7)^1  approved  April  20th,  1921,  the  same 
lieiiii;  no  longer  needed  for  pnl)lic  use. 

Sectju.x  1.  Be  it  ordained  by  the  Mayor  and 
City  Council  of  Baltimore  that  the  Comptroller 
of  the  City  of  Baltimore  be,  and  he  is  hereby 
authorized  to  sell,  at  private  sale,  all  that  por- 
tion of  the  bed  of  Race  Street  from  Donaldson 
Street  to  a  ten  foot  alley  south  of  and  parallel  to 
AfcComas  Street,  whieh  was  condemned  and 
closed  under  Ordinance  Xo.  581  approved  April 
20tli,  1921,  said  land  being  no  longer  needed  for 
public  use. 

Section  2.  And  be  it  further  ordained. 
that  no  conveyance  or  conveyances  shall  be  made 
in  acccwdance  with  Section  1  hereof,  until  the 
same  shall  ha\e  l)een  approved  by  the  City 
solicitor  and  also  approved  by  the  Board  of 
Estimates  jind  authorized  by  said  Board  by 
Resolution  duly  entered  on  its  minutes,  in  ac- 
cordance with  the  provisions  of  Section  13  of 
the  Charter  of  Baltimore  City. 

Approved  May  4,  1923. 

WM.  F.  BROEXIXG,  Mayor. 


388  ORDINANCES. 

:no.  S()(). 

All  ordinance  .i^raiitinir  permission  to  Jolm  J.  Kirk- 
ness  to  erect  li?<  individual  .^arajies  on  ilie  east  sidf 
of  Harj^rove  Alley,  between  Tliirty-fonrth  Street 
and  the  alley  immediately  south  thereof. 

AVliereais,  Ordinance  No.  (U)63/^  of  11)21  ])ro- 
liibits  tlie  erection  of  a  ])ublic  garage  within  8()() 
i'eet  of  a  hospital ;  therefore 

Section  1.  Be  it  ordained  by  the  Mayor  and 
Cittf  Council  of  Baltimore,  That  permission  be 
and  the  same  is  hereby  granted  to  John  J.  Kirk- 
ness  to  erect  19  individnal  garages  on  the  east 
side  of  Hargrove  alley,  between  Thirty-fourth 
street  and  the  alley  immediately  sonth  thereof; 
the  said  garages  to  be  of  brick  construction  and 
to  be  erected  under  the  supervision  of  the  \n- 
spector  of  Buildings  of  Baltimore  City  in  ac- 
cordance Avith  the  Building  Laws  of  said  City. 

SiECTioN  2.  And  he  it  fjirther  ordained, 
That  this  ordinance  sluill  take  effect  from  the 
date  of  its  passiage. 

Approved  May  11,  11)28. 

AVM.  F.  BROENTTsG,  Mayor. 


'No.  801. 

An  ordinance  .iri-ant  ini;-  i>ermission  lo  1  he  Lord  lUilti- 
inore  Filling  Stati<»n.  Inc..  to  erect  a  .uasoliiu'  serv- 
ice station  and  install  jiasoline  tanks  and  i)umi)s  oi 
its  i>remises  711-T1?>  E.  liCxinuton  StretM  and  the 
rear  of  ^H4-V^(^  \.  Front  Stn^el. 

Whereas,  Ordinance  Xo.  OOnl/,  of  11)21  ])ro- 
liibits  the  erection  of  a  gasoline  service  station 
or  tlie  installation  of  gasoline  tanks  and  pumps 
withiji  ^)()0  feet  of  a  (;hurch;  therefore 
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Section  1.  Be  it  ordained  by  the  Mdijor  and 
City  Council  of  Baltimore,  that  permission  be 
and  the  same  is  hereby  grantcHl  to  the  Lord  Bal- 
timore Filling  Station  Inc.  to  erect  a  gasoline 
service  station  on  its  premises  711-713  E.  Lex- 
ington Street  and  the  rear  of  1 34-30  A\  Front 
Street ;  said  structure  to  be  of  brick,  stucco  and 
glazed  tiling,  and  to  be  erected  under  the  super- 
vision of  tlie  inspector  of  Bniklings  of  Balti- 
more City  in  accoi'dance  with  the  Building  Laws 
of  said  City,  and  especially  in  accordance  with 
the  provisions  of  Paragraphs  12  and  13  of  Sec- 
tion 47  of  Ordinance  ^o.  155,  approved  Jnne 
10,  1!)0S,  and  all  amendments  thereof. 

Section  2.  And  tje  it  further  ordained, 
that  permission  be  and  the  same  is  hereby 
granted  to  the  said  Lord  Baltimore  Filling  Sta- 
tion, Inc.,  to  install  3  gasoline  tanks  of  1,000 
gallons  each,  2  tanks  of  500  gallons  each,  and 
0  pum]>s;  the  said  tanks  and  pumps  to  be  in- 
stalled under  the  supervision  of  the  Inspector  of 
Buildings  of  Baltimore  City  in  accordance  with 
the  Laws  and  Ordinances  of  said  City. 

Section  3.  And  he  it  further  ordained  that 
this  ordinance  shall  take  effect  from  the  date 
of  its  passage. 

Approved  ]May  4,  1923. 

WM.  F.  BEOFXI^TG,  Mayor. 


^o.  862. 

An  ordinance  to  Condemn  and  Open  Uoiildin  Street 
from  Philadelphia  Road  to  a  point  tS.-to  feet 
northerly  thereof,  in  accordance  with  a  plat  thereof 
tiled  in  the  Office  of  the  Connnissioners  for  Openin.u- 
Streets  on  the  10th  day  of  Febrnary.  1021.  and  now 
on  file  in  said  office. 

Section  1.     Be  it  ordained  by  the  Mayor  and 
City  Council  of  Baltimore,  That  the  Commisr 
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siouers  for  Opening  Streets  be,  and  they  are, 
hereby  authorized  and  directed  to  condemn  and 
open  Bouldin  Street  60  feet  wide  from  Philadel- 
])hia  Koad  to  a  point  48. -15  feet  northerly  there- 
of. The  land  hereby  directed  to  be  condemned 
for  said  street  being  described  as  follows : 

Beginning  for  the  same  at  a  point  on  the 
northeast  side  of  Philadelphia  Road  distant 
'\i4:A  feet  northeasterly  from  the  intersection 
of  the  east  side  of  Loneys  Lane  and  the  north- 
east side  of  said  Philadelphia  Road,  and  run- 
ning thence  north  3  degi-ees  1  minute  00  seconds 
west  -18.45  feet  to  the  intersection  of  the  north 

side  of  a   15   foot  allev  and  the  west  side  of 

»/ 

Bouldin  Street,  60  feet  wide,  as  laid  down  on  a 
plat  or  plan  of  Columbia  Building  Company, 
dated  February  6th,  1920 ;  thence  at  right  an- 
gles to  said  Bouldin  Street  north  86  degrees  59 
minutes  00  seconds  east  60  feet  to  the  east  side 
of  said  Bouldin  Street ;  thence  binding  on  the 
east  side  of  said  Bouldin  Street  south  3  degrees 
1  minute  00  seconds  east  40.20  feet  to  the 
northeast  side  of  said  Philadelphia  Road ;  thence 
binding  on  the  northeast  side  of  said  Philadel- 
phia Road  south  79  degrees  09  minutes  20  sec- 
onds west  60.57  feet  to  the  place  of  begimiing. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topographical  Survey  Commission. 

The  said  street,  as  directed  to  be  condemned 
and  opened,  being  delineated  and  particularly 
shown  on  a  plat  which  was  filed  in  the  Offic{^  of 
the  Commissioners  for  Opening  Streets  on  the 
19th  day  of  February,  1921,  and  is  now  on  Hie 
in  said  office. 
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Section  2.  And  he  it  further  ordained, 
That  the  pTOceedings  of"  said  Cammissioners  for 
()l>eiiiiig  Streets,  with  reference  to  the  condem- 
nation and  opening  of  Bonldin  Street,  as  afore- 
said, and  the  proceedings  and  rights  of  all  par- 
ties interested  or  affected  thereby,  shall  he  regu- 
lated by,  and  l>e  in  accordance  with,  all  such  pro- 
visions of  Article  4  of  the  P\d>lic  Local  Laws  of 
^laryland,  as  enacted  by  Chapter  123  of  the 
Acts  of  the  General  Assembly  of  Maryland  of 
the  year  1898  (commonly  known  as  the  Xew 
Charter  of  Baltimore  City),  as  may  be  applica- 
ble thereto,  as  well  as  all  amendments  thereof, 
and  also  any  other  Acts  of  the  said  General 
Assembly  of  ^laryland  which  may  be  applicable 
thereto;  and  also  in  accordance  with  any  and  all 
ordinances  of  the  ]\Iayor  and  City  Council  of 
Baltimore  now  in  foa'cc  and  applicable  thereto. 

Ap])roved  May  9,  1928. 

^V:\r.  F.  BROEXTXG,  ^fal/or. 


INTo.  863. 

All  ordinance  j^rantinir  to  The  T'liited  Railways  niid 
Electric  Company  of  Baltimore,  its  successors  and 
assigns  the  right  to  construct,  maintain  and  operate 
tracks,  curves  and  switches,  witli  the  necessary 
poles,  wires  and  overhead  construction,  as  follows  : 
Douhle  tracks  on  Belvieu  Avenue  across  the  inter- 
section of  Belvedere  Avenue,  connecting  the  exist- 
ing easthound  and  westliound  tracks  on  Belvieu 
Avenue:  single  track  curve  around  the  southeast 
corner  of  Clifton  Avenue  and  Dennison  Street,  con- 
necting the  existing  westbound  track  on  Cliftou 
Avenue  with  the  existing  southbound  track  on  Den- 
nison Street:  single  track  curvi'  around  the  south- 
west corner  of  North  Avenue  and  Bloomingdale 
Road,  connecting  the  existing  eastbound  track  on 
North  Avenue  with  the  existing  southbound  track  on 
Bloomingdale  Road ;  single  track  curve  around  the 
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southeast  corner  of  Carey  and  Mosber  Streets,  con- 
necting the  existing  north  honnd  track  on  Carey 
street  with  the  existing  eastbound  track  ou  Mosber 
Street;  single  track  curve  around  the  northwest 
corner  of  Oilmor  and  Lombard  Streets,  coiniecting 
the  existing  soutbliound  track  on  Gilmor  Street  with 
the  existing  westbound  traclv  on  Lombard  Street; 
single  track  curve  around  the  southwest  corner  oi" 
Sharp  and  Lombard  Streets,  connecting  the  existing 
eastbound  track  on  Lombard  Street  with  the  exist- 
ing southbound  track  on  Sharp  Street;  single  track 
curve  around  the  northeast  corner  of  Lombard  and 
Hanover  Streets,  connecting  the  existing  westlxmnd 
track  on  Lombard  Street  with  the  existing  north- 
bound track  on  Hanover  Street :  single  track  cur\i^ 
around  the  northeast  corner  of  J.onil)ard  and  Charles 
Streets,  connecting  the  existing  soutbliound  track  on 
Charles  Street  with  the  existing  eastbonnd  track  on 
Lombard  Street:  single  track  curve  around  the 
northwest  corner  of  Lombard  and  Charles  Streets, 
connecting  the  existing  southbound  track  on  Chark^s 
Street  with  the  existing  westbound  track  on  l^om 
bard  Street;  single  track  curve  around  the  north- 
east corner  of  Lombard  and  Light  Streets,  connect- 
ing the  existing  westbound  track  on  Lombard  Street 
witli  the  existing  northbound  track  on  Ligbt  Sireet  : 
single  track  curve  around  the  northwest  corner  of 
Lombard  and  Light  Streets,  connecting  the  existing 
eastliound  track  on  Lomltard  Street  with  the  exist- 
ing northbound  track  on  Light  Street ;  single  track 
curve  around  the  northwest  corner  of  Lombard  and 
Calvert  Streets,  connecting  the  existing  southbound 
track  on  Calvert  Stre<^t  with  the  existing  westl)oun(l 
track  on  Lombard  Street;  single  track  curve  around 
the  southeast  corner  of  Redwood  and  Charles 
Streets,  connecting  the  existing  westbound  track  on 
Redwood  Street  with  the  existing  scmthbound  track 
on  Charles  Street;  single  track  curve  around  the 
southwest  corner  of  Redwood  and  Charles  Streets, 
connecting  the  existing  eastbound  track  on  Red- 
wood Street  with  the  existing  southbond  track  on 
Charles  Street;  single  track  curve  around  the  south- 
west corner  of  Redwood  and  Light  Streets,  con- 
necting the  existing  northbound  track  on  Light 
Street  with  the  existing  westbound  track  on  Red- 
wood Street;  double  track  curves  around  the  north- 
east corner  of  Baltimore  and  Uolliday  Streets,  con- 
necting the  existing  double  tracks  on  lialtimorc 
Street  with  the  existing  double  tracks  on  Tlolliday 
Street;  single  track  curve  around  the  .southeasi 
corner  of  Baltimore  and  Wolfe  Streets,  connecting 
the  existing  northliound  track  on  Wolfe  Street  witli 
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the  existiiii?  track  on  lialriniore  Street:  sinji:l<'  track 
curve  around  the  northeast  corner  of  Aliceanna  and 
Ann  Streets,  counectini;-  the  existiuii;  weslliound  track 
on  Aliceanna  Street  with  the  existin.u:  northli<»nnd 
track  on  Ann  Stre<M  ;  and  to  run  on  tlie  afore- 
said tracks  and  connectinu"  tracks,  curves  and 
switches  cars  to  be  propelled  by  electricity  supplied 
by  overhead  wires  or  by  the  storaijje  system  or  by 
any  improved  system  which  may  b.e  approved  by  the 
^favor  and  Hiirhwa\s  Knuineer. 


Skctiox  1.  /)('  il  orddiiird  hjj  the  Maijor  (in<J 
Cittj  Council  of  Baltimore,  that  the  rnitecl  Rail- 
ways and  Electric  (\)m})any  of  Ealtiinore,  its 
successors  and  assigns,  ])e  and  it  is  herein-  au- 
thorized and  em])owcr(Ml  to  lay  down,  construct 
and  maintain  tracks  and  connecting  tracks, 
curves  and  switches,  as  hendnafter  mentioned, 
and  to  run  cars  and  to  operate  a  railway  thereon 
and  also  erect  and  maintain  the  necessary  poles, 
wires  and  overhead  construction  and  appurte- 
nances as  may  he  necessary  and  proper  for  said 
tracks  and  connecting  tracks,  curves  and 
switches,  namely :  douhle  tracks  on  Helvieu  Ave- 
nue across  the  intersection  of  Belvedere  Avenue, 
connecting  the  existing  easthound  and  westbound 
tracks  on  Eelvieu  Avenue;  single  track  curve 
around  the  southeast  corner  of  Clifton  Avenue 
and  Dennison  Street,  ccmnecting  the  existing 
westbound  track  on  Clifton  Avenue  with  the 
existing  southhound  track  on  Dennison  Street : 
single  track  curve  aroaind  the  sonthwest  corner 
of  N^orth  Ax'cnue  and  Bloomingdale  Boad,  con- 
necting the  existing  easthound  track  on  ^orth 
Avenue  with  the  existing  southbound  track  on 
Bloomingdale  Boad ;  single  track  curve  around 
tho  southeast  corner  of  Carey  and  Mo-slier 
Streets,  connecting  the  existing  nortldiound 
track  on  Carey  Street  with  tlie  existing  east- 
bonnd  track  on  ]\Iosher  Street ;  single  track 
curve  around  the  northwest  corner  of  Gilmor 
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ami  Lombard  Streets,  eonnecting  the  existing 
southbound  track  on  Gilmor  Street  with  the  ex- 
isting westb<nind  track  on  Lombard  Street;  sin- 
gle track  curve  around  the  soutliwest  corner  of 
SJiarp  and  Lombard  Streets  connecting  the  ex- 
isting eastbound  track  on  Lombard  Street  with 
the  existing  southbound  track  on  Sharp  Street ; 
single  track  curve  around  the  northeast  corner 
of  Lombard  and  Hanover  Streets,  connecting 
the  existing  westbouud  ti-ack  on  L(mibard  Street 
with  the  existing  no'i'thl>ound  track  on  Llanover 
Street :  single  track  cur^e  around  the  northeast 
corner  of  Lombard  and  Charles  Streets,  cou- 
necting  the  existing  southbound  track  on 
diaries  Street  with  the  existing  eastbound  track 
on  Lomb«ard  Street;  single  track  curve  around 
tlie  noi"thwest  corner  of  Londiard  and  Charles 
Streets,  connecting  the  existing  southbound 
track  on  Charles  Street  with  the  (existing  west- 
l)ound  track  on  Lombard  Street ;  single  track 
curves  around  the  northeast  corner  of  Ix)mbar(l 
and  Light  Streets  connecting  the  existing  west- 
bound track  on  Lombard  Street  with  the  exist- 
ing northbound  track  on  Light  Street;  single 
track  curx'e  around  the  northwest  corner  of 
Lombard  and  Light  Streets,  connecting  the  ex- 
isting eastbound  track  on  Lombard  Street  with 
the  existing  northbound  track  on  Light  Street; 
single  track  curve  around  the  northwest  corner 
of  Lombard  and  Calvert  Stret^ts,  connecting 
the  existing  southlxmnd  track  on  Calvert  Street 
with  the  existing  westlx)und  track  on  Lombard 
Street ;  single  track  curve  around  the  southeast 
( orner  of  Redwood  ami  Cliarles  Streets,  con- 
necting the  existing  westbound  track  on  Red- 
wood Street  with  the  existing  southbound  track 
on  Charles  Street;  single  track  curve  around 
the  southwest  coriu'r  of  Redwood   and   Charles 
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Streets,  connect iiiii,'  rlw  existing'  eastlK)iuid  track 
on  KedwoQil  Street  with  the  existing  sonthlxjnnd 
track  on  Cliarles  Street ;  single  track  curve 
around  the  southwest  corner  of  Keilwcxxl  and 
Light  Streets,  connecting"  the  existing  north- 
hound  track  on  Light  Street  with  the  existing 
westbound  track  on  liedwood  Street,  (h)uble 
track  curves  around  the  northeast  corner  of  Bal- 
timore and  Holliday  Streets,  connecting  the 
existing  (hiuble  tracks  on  Baltimore  Street  with 
the  existing  doul;le  tracks  on  Holliday  Street : 
single  track  curve  around  the  southeast  corner 
of  Baltimore  and  Wolfe  Streets  connecting  the 
existing  northbouiul  track  on  Wolfe  Street  with 
the  existing  track  on  Baltimore  Street :  single 
track  curve  around  the  northwest  corner  of 
Aliceanna  and  Ann  Stieets,  connecting  the  ex- 
isting westbound  track  on  Aliceanna  Street  with 
the  existing  northlxiund  track  on  Ann  Street ; 
and  the  said  Company  is  hereby  further  author- 
ized and  empowered  to  connect  the  tracks  and 
overhead  construction  hereliv  authorized  by  all 
necessary  appurtenances  with  the  tracks  and 
overhead  construction  already  in  existence  at 
said  locations,  and  to  make  necessary  modifica- 
tions of  special  work  and  to  run  on  the  afore- 
said tracks  cars  to  \>e  propelled  by  electricity 
supplied  by  overhead  wires  or  by  the  storage 
system,  or  by  any  improved  system  which  may 
1^  approved  hy  the  ^Tayor  and  Highways  T-^ngi- 
neer. 

Sectiox  '2.  And  he  it  finfJicr  oiddiiied  that 
the  said  railway  tracks  shall  he  built  and  re- 
newed from  time  to  time  under  the  su})(u-visi()ii 
and  subject  to  the  approval  of  the  Highways 
luigineer,  and  rlic  rails  and  renewals  thereof 
from  time  to  time  shall  be  of  the  most  improved 
pattern  of  girder  rails  and  of  a  similar  gauge  to 
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tracks  now  in  use  in  said  City,  and  to  \ye  so 
constructed  and  laid  down  as  not  to  obstruct  or 
impede  the  free  flow  of  water  across  said  streets, 
(>!■  doAvn  the  gntter  thereof. 

JSkction  -k  And  be  it  further  ordained  that 
the  said  grantee  its  successors  or  assigns,  shall 
at  its  own  expense  in  laying  down  or  relaying 
down  from  time  to  time  the  railway  tTacks  here- 
by anthorized  on  said  streets  adjust  the  said 
tracks  to  the  grades  of  said  streets  as  the  same 
now  are  or  mav  hereafter  be  established  by  law, 
and  shall  at  its  own  expense  keep  the  space 
within  each  of  said  tracks  and  for  two  feet  on 
either  side  thereof  in  thorough  repair,  aud  shall 
at  its  own  expense  keep  the  same  free  from 
sno'W  or  other  obstructions,  but  without  obstruct- 
ing tli(^  other  portions  of  said  streets  oai  either 
side  of  said  tracks,  and  shall  pay  to  the  City  if 
and  so  often  as  said  streets  or  any  of  them  sliall 
be  paved  or  repaved  by  the  Mayor  and  City 
Council  of  Baltimo7*e,  its  otHcers  and  agents,  or 
any  other  officers  oi*  agents,  duly  authorized  by 
Law,  the  cost  of  paving  or  repaving  the  spaces 
between  the  said  tracks  and  extending  for  two 
feet  on  either  side  thereof,  of  whatever  material 
the  same  may  be  constructed.  The  Fnited  Rail- 
ways and  Electric  Company  of  Baltimore  shall 
also  pay  to  the  City,  Avithin  thirty  (30)  days 
after  written  notice  from  the  Highways  Engi- 
neer of  tlie  amount  due,  the  cost  of  relocating, 
strengthening  or  otherwise  protecting"  all  sub- 
surface structures  belonging  to  the  Mayor  and 
City  Council  of  Baltimore  located  in  tlie  street 
beneatli  the  s|>ace  between  the  rails  of  said 
tracks  and  for  two  feet  on  (hither  side  thereof, 
and  shall  also  pay  to  the  City  within  thirty 
(30)  days  after  written  notice  from  the  High- 
ways Engineer  of  the  amount  due,  the  cost  of 
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i'el(K!ating  any  surface  striu'tiircs  l)eloiii>iiiii  to 
the  City  made  necessary  hy  the  construction  of 
said  tracks,  the  judgment  of  the  Highways  En- 
quired for  the  purpose  of  proper  drainage  as 
to  the  work  necessary  to  safeguard  said  sub- 
surface striictres  and  as  to  the  necessity  of  ve- 
hicating  any  surface  structures  to  be  final ;  and 
the  said  The  Ignited  Kailways  and  Electric 
Company  of  Baltimore  shall  also  pav  to  the 
^Fayor  and  City  Council  of  Baltimore  within 
(30)  days  after  written  notice  from  the  High- 
ways Engineer  of  the  amount  due,  the  cost  of 
such  additional  sewer  inlet  or  inlets  witli  the 
necessary  connecting  ])ipe  or  pipes  as  in  the 
judgment  of  the  Highways  Engineer  are  re- 
quired for  the  purpose  of  proper  drainage^  as 
the  result  of  the  construction  of  said  tracks. 
The  said  work  of  relocating  surface  structure's 
and  re-locating  strengi"hening  or  otherwise  pro- 
tecting sul>surface  structures,  to  he  done  con- 
currentlv  with  the  layina'  of  said  tracks  an(] 
hefore  the  r(\^toration  of  the  street  })aving. 

Sectiox  4.  And  he  if  fnrHifr  ordrdned  th;if 
the  Mayor  and  City  Council  of  Baltimore  shnll 
at  all  times  have  and  retain  the  j^ower  and  right 
to  reasouahly  regulate,  in  the  ])ul>lic  interest, 
the  exercise  of  the  riii'hts  herein  oTanted  and 
that  the  said  rights  shall  l>e  exercised  and  en- 
joyed within  six  ((>)  months  after  the  grant,  as 
provided  hy  Section  37  of  Article  -t  of  the  Code 
of  Public  Local  Laws  of  "^Faryland  entitled 
''City  of  Baltimore,^'  subtitle  ''Charter"  and 
that  the  rights  herein  granted  shall  be  held, 
exercised  and  enjoyed  for  the  ]^eriod  of  twenty- 
five  (25)  years  and  with  the  further  rio-hf  t(^ 
said  grantee,  at  a  fair  revaluation,  including  in 
such  revaluation  the  ^'alue  derived  fr(>ni  said 
nght,  to  renewals  not  exceeding  in  the  aggre- 
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gate  tweiity-tive  {'2~))  years;  that  upon  the  ter- 
mination of  said  rights  herein  granted  there 
shall  be  a  fair  valuation  of  the  plant  and  pro])- 
erty  of  said  grantee,  to  he  constructed  by  virtue 
of  this  ordinance,  which  shall  be  and  be<come 
the  property  of  the  City  of  Baltimore,  at  its 
election,  on  its  paying  said  grantee  said  valua- 
tion; that  said  payment  is  to  be  at  a  fair  and 
('(juitalile  ^'aluation  of  the  same  as  property, 
excluding  any  value  derived  from  the  right  or 
franchise  by  this  Ordinance  granted;  the  said 
re\'aluation  and  valuation  hereinbefore  pro^vided 
for  to  be  detc^'mined  upon  by  two  arbitrators, 
(Hie  to  be  appointed  by  the  ^layor  of  the  City  of 
Baltimore  and  the  other  to  be  appointed  by  the 
said  grantee;  its  representatives  or  assigns,  who, 
in  case  they  shall  be  unable  to  agree  between 
theuiselves,  shall  appoint  a  third  arbitrator  and 
tlie  decision  of  a  majority  of  said  arlntratoi's 
shall  he  final  and  binding  as  to  a  revaluation  or 
valuation  aforesaid;  provided,  that  if  said  two 
arbitrators  shall,  after  a  reasonable  time,  fail 
to  agree  upon  an  umpire,  then  the  Board  of 
I^sti mates  shall  appoint  such  umpire. 

Skctiox  5.  And  he  it  further  ordained  that 
the  right  aud  duty  are  hereby  expressly  re- 
ser\'ed  to  the  ^fayor  and  City  Council  of  Balti- 
more at  all  times  to  exercise  in  the  interest  of 
the  public  full  municipal  superintendence,  reg- 
ulation aud  control  in  respect  to  all  matters  con- 
1  KM  ted  with  the  aforesaid  grants  and  not  incon- 
sistent with  the  terms  thereof,  and  in  the  event 
of  the  said  grantee,  its  suocossors  or  assigns, 
refusing,  n(>glecting  or  failing  to  comply  with 
any  of  the  terms  or  conditions  upon  Avhich  the 
said  franchises  and  rights  are  hereby  granted, 
said  franchises  and  rights  shall  be  aud  become 
whollv  null  and  void. 
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Section  H.  A  )icl  he  if  further  ordained  that 
iion-cO'mplianc<^  at  ajiy  time  or  times  by  the 
grantee  its  successors  or  assigns,  with  any  of 
the  termis  of  the  grant  hereby  made,  shall  oper- 
ate as  a  forfeiture  of  the  grant  hereb^^  made, 
wbieh  shall  thcrenpon  be  and  become  void  and 
that  nothing  short  of  an  ordinance  of  the  Mayor 
and  City  Conncil  of  Baltimore  shall  operate  as 
a  waiver  of  any  f(n*feitnrc  of  the  grant  hereby 
made. 

Se.{^tiox  7.  And  he  if  further  ordaitied,  that 
the  compensation  to  be  paid  by  The  Ignited  Hail- 
ways  and  Electric  Company  of  Baltimore  for 
the  franchises  and  rights  hereby  granted  sludl 
be  ihi''  snm  of  fifty  cents  (HOo)  per  foot  of  single 
track,  {he  nnmber  of  fc^et  and  tlie  total  amount 
of  ihe  compensation  to  be  fixed  l)y  the  High- 
ways Engineer  after  tbe  measurement  by  bini 
of  tbe  actual  number  of  feet  of  track  laid  nndcr 
the  pro'visions  of  this  Ordinmice  nnd  all  ex- 
penses of  advertising. 

Section  S.  And  he  if  fnrfhei-  ordfuued  that 
this  Ordinance  shall  tal<(>  effeet  from  tbe  dat(^ 
of  itsi  passage. 

Approved  May  0,  192-8. 

WM.  F.  BEOE^^T^^Ct,  Mayor. 


Xo.  864. 

\u  ordiiiMiicc  to  coikUmhh  and  close  Deeatnr  Street, 
from  a  ])oint  .'Ul  fei>t  (I  inches  roiiheast  of  Marriott 
Street,  northeastwardly  to  Nicholson  Street,  in  ac- 
cordance with  a  i>lat  thei'cof  filed  in  the  Oflice  of  the 
rcnnniissioners  for  Openinii  Streets  on  the  'I'wen- 
tieth  day  of  Decemher.  11)22.  ai'd  now  on  tile  in  said 
office. 

Section  1 .      Be  it  ordained  hy  the  Mayor  and 
City  Council  of  Balfimore,  that  the  Commis- 
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sioiiers  for  0[)eiiinii  Streets  1m:\,  and  tliey  are 
lierebv  aiitliurized  and  directed  to  oondemii  and 
close  Decatur  Street^  with  a  width  of  fifty  feet 
from  a  point  341  feet  0  inclies  noi-tlieast  of  Mar- 
riott Street  northeastwardly  to  ^Nicholson  Street, 
the  land  herein-  directed  to  be  condemned  for 
said  closiuii'  hcinii.  described  as  follows: 

l)Ciiinnini>  at  a  point  on  the  southeast  build- 
iuii  line  of  Docatur  Street  distant  341  feet  G 
inches  northeast  of  the  northeast  biiilding  line 
of  ^larriott  Street ;  thence  bv  a  course  north  05° 
~}(y  west  perpendicular  to  the  said  southeast 
luilding  line  of  Decatur  Street,  a  distance  of 
50  feet  to  the  northwest  buildiuii'  line  of  Deca- 
tur Street;  thence  by  a  course  north  24°  10' 
east  along  said  noi'thwest  building  line  of  Deca- 
tur Street  a  distance  of  40  fec^t  to  the  southwest 
Iniilding  line  of  Nicholson  Street,  said  iSTichol- 
soii  Street  having  a  widtk  at  this  point  of  89 
feet  C)  inches;  thence  by  a  course  south  05°  50' 
ea,st  along  said  southwest  building  line  of  Nich- 
olson Street  a  distance  of  50  feet  to  the  south- 
east building  line  of  Decatur  Street;  thence^ 
Ivy  a  course  south  24°  10'  west  along  said  south- 
east building  line  of  D(>catur  Street,  a  distance 
of  40  feet  to  the  point  of  beginning. 

The  said  Street  as  directed  to  be  condemned 
and  closed  is  delineated  and  p'a.i*ticulai'ly  shoAMi 
on  a  Plat  thereof  which  was  filed  in  the  Office  of 
the  Commissioiuu's  for  Opening  Strecits  on  the 
Twentieth  day  of  December,  in  the  year  1922, 
and  is  now  on  file  in  the  said  office. 

Skctiox  2.  Aurl  he  if  fiirthei  ordained. 
that  the  ])roeeedings  of  said  Oommissioners  for 
Opening  Streets,  Avith  reference  to  fho  condem- 
nation   and    closing    of    said    ]M\v\    of    Decatur 


ORDINANCES.  40 1 

Street,  <\nd  the  proceedings  and  rights  of  all 
parties  interested  or  affected  tlierebv  shall  he 
regidated  hy,  and  he  in  accordance  ^vitll,  all 
such  ])rovis.ions  of  Article  4  of  the  Pnhlic  Local 
Laws  of  Maryland  as  enacted  hy  Chapter  123 
of  the  iVcts  of  the  General  Assend)ly  of  ^Fary- 
laiid  of  the  year  1808  (conmionly  known  as  tlie 
Xew  Oharter  of  Baltimore  City),  as  may  Ix^ 
applioahle  thereto,  as  well  as  all  amend  men  ts 
thereof,  and  also  any  odier  Acts  of  the  said 
General  Assemhly  of  Marylaiid  which  may  he 
ap]>licahle  thereto;  and  also  in  accordance  with 
any  and  all  ordinances  of  the  Mayor  and  City 
Council  of  Baltimore  now  in  foi'ce  and  applioa- 
hle  thereto. 

Ap]>roved  l\[ay  0,  1023. 

WM.  F.  BRORNTNG,  Mni/or. 


All  ordiiiaixe  to  eoiideiuu  mihI  close  Andre  Slreet  t'ov 
a  distai)ce  of  100  tVet  iiortlie;ist\vnrdly  from  Cnl:! 
Street,  in  accordance  with  ;i  plat  thereof  tiled  in  the 
ottice  of  the  Connnissioners  for  Openin.ii"  Streets  on 
tlie  Twentieth  day  of  Deceniher.  M)'2'2.  and  now  oi 
lile  in  said  ottict'. 


Section  \.  lie  it  onlained  ht/  the  Maijoi'  und 
(^Itff  Counell  of  Baltimore,  that  the  Commis- 
sioners foT  Opening  Streets  he,  and  they  are 
herein-  authorized  and  directed  to  condemn  and 
close  Andre  Street  with  a  width  of  sixty-six 
feet,  for  a  distance  of  100  feet  northeastwardly 
from  Cuha  Street,  the  land  liereby  directed  to 
he  condemned  for  said  closing  being  described 
as  follows : 
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l:>eii;iiiiiiii«i'  at  the  intersection  of  tlie  northeast 
building  line  of  Cuba  Street  with  the  northwest 
building  line  of  Andre  Street  tlience  by  a  course 
24°  10'  east  along  said  northwest  building  line 
of  Andre  Street  a  distanee  of  100  feet  to  the 
northeast  side  of  a  20-foot  alley  thence  by  a 
course  south  05°  50'  east  along  said  northeast 
side  of  20  foot  alley  produced  a  distance  of  (><> 
feet  to  the  southeast  building  line  of  Andre 
Street,  thence  by  a  course  sO'Uth  24°  10'  west 
along  said  southeast  building  line  of  Aiidre 
Street  a  distance  of  100  feet  to  the  northeast 
building  line  of  Cul>a  Street  produced,  thence 
by  a  course  north  ()5°  50'  west  along  said  north- 
(>ast  ])uilding  line  of  Cuba  Street  ])i'oduce(l  a 
distance  of  GO  feet  to  the  point  of  beginning. 

The  said  Street  as  directed  to  be  condemned 
and  closed  is  delineated  and  particularly  shown 
on  a  Plat  thereof  which  was  filed  in  the  Office  O't 
the  Conimisisioners  for  Opening  Streets  on  the 
Twentieth  day  of  December,  in  the  year  1022, 
and  is  now"  on  file  in  the  said  office, 

Skctiox  2.  Aud  he  it  fiirflier  ordained, 
that  the  procetHlings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation and  closing  of  said  part  of  Andre 
Street,  and  the  proceedings  and  rights  of  all 
parties  interestcMl  or  affected  thereby  shall  be 
regulated  by,  and  be  in  accordance  with,  all 
such  ]>ro\usions  of  Article  4  of  the  Public  L(X^al 
Laws  of  "^farylaud  as  enacted  by  Chapter  128 
of  the  Acts  of  the  Creneral  Assembly  of  ^NFary- 
1aiul  of  the  year  1S0R  (comuionly  known  as  the 
Xew  Charter  of  IBaltimore  City"),  as  may  be 
applicablo  thereto,  as  Avell  as  all  amendments 
th(.'reof,  and  also  any  other  Acts  of  the  said 
General  Assembly  of  IMaryland  which  may  be 
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applicable  tliereto ;  and  also  in  accordance  with 
any  and  all  ordinances  of  tlie  Mayor  and  City 
Council  of  Baltimore  now  in  force  and  appliea- 
l)le  thereto. 

Ap]n-ovc(l   Mav  !),   11)2:]. 

WM.  F.  BROEiYING,  Maifor. 


Xo.  S()(). 

All  didiiiaiict'  to  coiideiiiii  and  clo.se  liicbai-dsoii  Street 
from  ("\i))a  Street  northeastwardly  to  a  2()-foot  alley 
(nnnanied).  in  accordance  with  a  Plat  thereof  liled 
in  the  office  of  the  (Commissioners  for  0])eniii,u 
Streets  on.  the  Twentieth  day  of  December,  1J)22,  and 
now  on  file  in  said  office. 

kSKcTioN  1 .  Be  it  ordained  hi)  the  Mayor  and 
(^itij  (^oniiril  of  HaUimore,  that  the  Commis- 
si(niers  for  O];enino'  Streets  he,  and  they  are 
h(n'el)y  anthori/(>d  and  directed  to  coiidenin  and 
close  Richardson  Street,  with  a  width  of  thirty 
i'eet,  from  Cnba  Street  noirtheastwardiy  to  an 
nnnanied  20  foot  alley,  the  land  herehy  directed 
to  he  condemned  for  said  closinii  l>eino;  described 
as  follows : 

Reiiinning  at  the  intei'section  of  the  northeast 
building  line  of  (^iba  Street  with  northwest 
building  line  of  Ilichardson  Street;  thencv  liy 
;i  course  nortli  24°  10'  east  aloaig  said  north- 
west l)nil(ling  line  of  Richardson  Street  a  dis- 
tanc(>  of  .^0  feet  to  t]\('  southwest  side  of  a  20- 
foot  alley;  thence  by  a  course  south  65°  50'  east 
ahnig  said  soaithwest  side  of  the  20-foot  alley 
a  distance  of  80  feet,  more  or  less,  to  the  south- 
east building  line  of  Richardson  Street,  tlience 
by  a  course  south  24°  10'  w'cst  alone:  said  south- 
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oast  biiikliiig  line  uf  Ivicliartlsaii  Street  a  dis- 
tance of  80  feet  to  the  northeast  Imikling  line  of 
Cnba  Street;  thence  by  a  conrse  north  ()5°  50' 
west  along  said  northeast  bnilding-  line  of  Cuba 
Street  produced  a  distance  of  30  feet,  more  or 
less,  to  the  point  (^f  beginning. 

I'Jic  said  Street  as  directed  to  lie  (*ondennie(l 
and  closed  is  delineated  and  partieubirly  shown 
on  a  Plat  thereof  which  was  tiled  in  the  Office  ot" 
the  Coniniisisionei's  for  ()])ening  Streets  on  the 
Twentieth  day  of  Dceeniber,  in  the  year  11)22, 
Mild  is  now  on  tile  in  the  said  office. 

Skctio.n  2.  And  he  if  further  onlained , 
that  the  jjroceedings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation and  closing  of  said  part  of  Richardson 
Street,  and  the  proceedings  and  rights  of  all 
parties  interested  or  aflFected  thereby  shall  Ix? 
regulated  by,  and  l)e  in  accordance  with,  all 
such  provisions  of  Article  4  of  the  Public  Local 
Laws  of  ^raryland  as  enacted  by  Chapter  123 
of  the  Acts  of  the  Gbmeral  Assembly  of  Mary- 
land of  the  year  1808  (commonly  known  as  the 
l^ew  Charter  of  Baltimore  City\  as  may  be 
applicable  thereto,  as  well  as  all  amendments? 
thereof,  and  also  any  other  Acts  of  the  said 
General  Assembly  of  Maryland  which  may  be 
applical>le  thereto ;  and  also  in  accordance  with 
any  and  all  ordinances  of  the  Mayor  and  City 
Council  of  Pnltimore  now  in  force  and  applica- 
ble therefto. 

Approved  >Liy  0,    1028. 

WM.  P.  BHORXIX(;,  Ma,inr. 
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iS^o.  S()7. 

All  ordinance  to  condeiiin  and  doso  an  iiiiiianiod 
twenty-loot  alley,  lyin.u  northeast  of  ( "nlia  Street, 
froui  Andre  Sti'eet  to  To\vst)n  Street,  in  accordanCv' 
witli  i»]at  thereof  filed  in  tlie  Office  of  tlie  Coinniis 
sioners  for  Opening  Streets,  on  the  2()th  day  of  Do 
ceinher,  11)22.  and  now  on  file  in  said  office. 

Sec'Tjon  1.  Be  if  oirhihied  hi/  flic  Mayor  (Did 
(Htij  Coimcil  of  BaWinioic,  tJiat  the  Oomniis- 
sioiieis  for  ()))eiiiiig  Streets  !>(',  and  tJiey  are 
hereby  authorized  and  directed  to  coiidenui  and 
elos(^  an  nnnanied  twenty  foot  Alley,  which 
lies  immediately  northeast  of  Cuba  Street,  from 
the  northwest  Iniilding  line  of  Andre  Street  to 
the  Southeast  building  line  of  Towson  Street, 
the  land  hereby  directed  to  be  condemned  for 
said  closing  being  desci'ibed  as  follows: 

Beginning  at  the  intersection  of  the  n<;)rth- 
west  liuilding  line  of  Andre  Street  with  the 
southwest  side  of  a  20-f()ot  Alley  situated  SO 
feet  northeast  of  the  noTtheast  Imilding  line 
of  Cuba  Street,  thence  by  a  course^  north  65°  50' 
west,  parallel  to  northeast  l>nilding  line  of  Cuba 
Street,  along  said  southwest  sid(^  of  20-foot 
nlley  a  distance  of  350  feet  10  inches,  more  or 
less,  to  the  southeast  building  line  of  Towson 
Sitreet ;  thence  by  a  course  north  24°  10'  east 
along  said  south(^ast  building  line  of  Towson 
Street  a  distance  of  20  feet  to  the,  northeast  side 
O'f  the  Alley;  thence  by  a  course  south  05°  50' 
(^ast  aloug  said  northeast  side  of  alley  a  dis- 
taiuv  of  350  feet  10  inches,  more  or  less,  to 
the  northwest  luiildiug  line  of  Aiulre  Street ; 
thence  liy  a  course  south  24°  10'  west  along  said 
northwest  building  line  of  Andre  Street,  a.  dis- 
tance of  20  feet  to  the  point  of  beginning. 
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The  said  street  or  alley  as  directed  to  Ix^  con- 
demned and  closed  is  delineated  and  particn- 
larly  shown  on  a  Plat  thereof  which  was  filed 
in  the  office  of  the  Commissioners  for  Openinir 
Si:reets  on  the  Twentieth  day  of  December,  in 
the  vear  li>22.  and  is  now  on  file  in  tlie  said 
Office. 

Section  2.  And  he  if  further  ordained, 
that  the  proceedings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation and  closing  of  said  Alley,  and  the  pro- 
ceedings and  rights  of  all  parties  interested  or 
affected  thereby  shall  be  regulated  by,  and  be  in 
accordance  with,  all  snch  provisions  of  Article  4- 
of  the  Public  Local  Laws  of  ^laryland.  as  en- 
acted by  Chapter  123  of  the  Acts  of  the  General 
Assembly  of  ^laryland  of  the  year  1S9S  (com- 
monly known  as  the  Xew  Charter  of  Baltimore 
City),  as  may  Ix^  applicable  thereto-,  as  well  as 
all  amendments  thereof,  and  also  any  other  Acts 
of  the  said  General  Assembly  of  ^laryland 
Avhich  may  be  applicable  thereto:  and  also  in 
accordance  with  any  and  all  ordinances  of  the 
AfayoT  and  City  Conncil  of  Baltimore  now  in 
force  and  applicable  thereto. 

Approved  "^Fay  1),  1028. 

W:\I.  F.  EROENTXG,  ^faj/or. 


Xo.  868. 

All  ordinance  to  condemn  and  close  Reynolds  St  reef 
from  Clement  Street  to  Reason  Street,  in  accord 
ance  with  a  Plat  thereof  filed  in  the  (^ttice  of  th'» 
rommissioners  for  Opening  Streets  on  the  Twentieth 
da.v  of  Decemher.  1022.  and  now  on  file  in  said 
office. 

Section  1.      Be  it  ordained  hij  the  Mayor  and. 
City  Council  of  Baltwwre,  that  the  Commis- 
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siaiieis  for  Opt^niiiu  Stroots  be,  and  tliey  are 
hcrebv  authorized  and  dircn^ted  to  condemn  and 
elose  Iteynolds  Street,  with  a  widtli  of  fifty  feet, 
from  Clement  Street  to  l>easoii  Street,  the  land 
hereby  directed  to  he  condenmed  for  said  clos- 
in£>  heinii'  describ<Ml  as  follows : 

Beginning  at  the  intersection  of  the  northeast 
bnilding  line  of  Clement  Street  with  the  north- 
west huilding  line  of  Reynolds  Street :  thence 
by  a  conrse  :2-l"  20'  east  along  said  northwest 
huilding  line  of  .Reynolds  Street  a  distance  of 
-\r-2o  feet  1)  inches  more  or  less  to  the  southwest 
huilding  line  of  Reason  Street;  thence  by  a 
course  south  G.")^  50'  east  along  said  southwest 
building  line  of  Beason  Street  produced,  a  dis- 
tance of  ~){)  feet  to  the  southeast  huilding  line  of 
Reynolds  Street ;  tln^ice  by  a  course  south  24:^ 
10'  west  along  said  southeast  building  line  of 
Reynolds  Street  a  distance  of  425  feet  1>  inches, 
more  or  less,  to  the  northeast  building  line  of 
Clement  Street;  thence  by  a  course  65°  50^  west 
along  said  northeast  building  line  of  Clement 
Street  produced,  a  distance  (^f  .")()  feet  to  the 
point  of  lieg inning. 

The  said  Street  as  directed  to  be  condemned 
and  closed  is  delineated  aud  particularly  shown 
on  a  Plat  thereof  which  was  filed  in  the  Oflfice  of 
the  Commis-sioners  for  Opening  Streets  on  the 
Twentieth  day  of  l)(^cend)er,  in  the  year  1022, 
and  is  now  on  file  in  the  said  oflice. 

Sectiox  2.  .\)irj  he  It  fiirthri-  orrlaiucrJ. 
that  the  jiroceedings  of  said  Commissioners  foi- 
Opening  vStreets,  with  reference  to  the  condem- 
nation and  closing  of  said  part  of  Reynolds 
Street,  and  the  proceedings  and  rights  of  all 
parties  interested  or   aflFected  thereby  shall  be 


408  OKDINANCES. 

regulated  by,  and  \ye  in  accordance  with,  all 
such  ])i'ovisions  of  Article  4  of  the  Public  Tx)cal 
Laws  of  ^larvland  as  enacted  bv  Chapter  123 
of  the  Acts  of  the  General  Assembly  of  ]Mar\'- 
land  of  the  year  1808  (commonly  known  as  tlie 
Xew  Charter  of  Baltimore  City),  a^  may  be 
applicable  thereto,  as  well  as  all  amendments 
thereof,  and  also  any  other  Acts  of  the  said 
Cieneral  Assembly  of  ^lai*;sdand  which  may  l)e 
applicable  thereto;  and  also  in  aC'Cordance  with 
any  and  all  ordinances  of  the  Mayor  and  City 
Council  of  Baltimore  now  in  force  and  applica- 
ble thereto. 

Approved  May  1»,  102:]. 

W:\I.  F.  BKOEXTXCr.  Mm/nr. 


Xo.  SO!). 

An  ordinanci'  to  coiideiim  and  close  Towson  Street 
from  Man-iott  Street  to  Nicholson  Street  in  aocord- 
aiice  with  a  plat  thereof  tiled  in  the  Otliee  of  tlir 
rommissioners  for  Openinir  Streets  on  tlu»  'I'u  .Mitiet  li 
day  of  Deeenilier.  1022.  and  now  on  tilt>  in  said 
otiice 

Section  1.  Re  it  ordained  hi/  the  Mayor  and 
Citi/  Coiincil  of  Baltimore,  that  the  Commis- 
sioners for  Openino;  Streets  l>e,  and  they  ai-e 
hereby  authorized  and  directed  to  condemn  and 
close  Towson  Street,  with  a  width  of  -ixty-six 
feet,  from  ^Farriott  Street  to  Xicholsoii  Street, 
the  land  hereby  directed  to  be  condemned  for 
said  closiuii'  l^>ein2,'  described  as  follows: 

Hciiinninu  at  the  intersection  of  the  northeast 
1)uihlina'  line  of  ^larriott  Street  with  the  nortli- 
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west  l)uil(liiig  line  of  Towson  Street ;  tlienec  Uy 
a  course  north  24°  10''  east  along  said  north- 
west building  line  of  Towson  Street  a  distance 
of  307  feet  o  inches,  more  or  less,  to  the  south- 
west building  line  of  Xicholson  Street,  said 
Xicholson  Street  having  a  width  of  (Kj  feet  at 
this  point;  thence  by  a  course  south  <).")°  ")()' 
east  along  said  southwest  l)uilding  line  of  Xich- 
olson Street  produced  i\  di-tance  of  '><i  feet  t'.> 
the  southeast  building  line  of  Towson  Street: 
thence  bv  a  course  south  24"  10'  west  along  said 
southeast  building  line  of  Towson  Street  a  dis 
tance  of  307  feet  3  inches,  more  ny  les<.  to  the 
northeast  building  lines  of  ^Tarriott  Street: 
tiu^nce  by  a  course  north  i)")^  .'')0'  west  along  said 
northeast  luiilding  line  of  ^larriott  Street  ]U'o- 
duced  a  distance  of  <)<>  feet  to  the  })oiut  of  be- 
ginniuii. 

The  said  Street  as  directed  to  be  condemned 
and  closed  is  delineated  and  particularly  shown 
on  a  Plat  thereof  which  was  tiled  in  the  Office  of 
the  Commissioners  for  Opening  Streets  on  the 
Twentieth  day  of  l)eceml)er,  in  the  year  1022. 
ami  is  now  on  file  in  the  said  office. 

Section  2.  A  )}f]  he  if  fiirtlipr  ordained . 
that  the  proceedings  (^f  said  Oimimissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation and  closing  of  said  part  of  Towson 
Street,  and  the  proceedings  and  i  ight<  of  all 
]:arties  interested  oi*  aifected  thereby  shall  l>e 
regulated  by,  and  l-e  in  accordance  Avith,  all 
such  provisions  of  Article  4  of  the  Public  Local 
Taws  of  ^farylaml  as  enacted  by  ChaptiM'  12-5 
of  the  Acts  of  the  Gkuieral  Assembly  of  Mary- 
land of  the  year  ISOS  (commonly  known  as  the 
Xew  Charter  of  Baltimore  City),  as  may  l)e 
applicable  thereto,   as  well   as   all   amendments 
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thereof,  and  also  any  otLer  Acts  of  the  said 
(Jeneral  Assenihly  of  ]\[aryland  which  may  be 
applicable  thereto;  and  also  in  accordance  witb 
any  and  all  ordinances  of  the  ^Fayor  and  City 
Conncil  of  Baltimore  now  in  force  and  applica- 
ble thereto. 

Ap])roved  :May  0,   102:). 

WAI.  F.  HROENING,  J/r///oy. 


IS^o.  STO. 

An  ordinance  to  condenni  and  close  an  nnnamed  alley 
situated  ir)S  feet  nortlieast  of  ('lenient  Street  from 
Reynolds  Street  northwesterly  to  a  lO-foot  alley 
(uiuianied).  in  accordance  with  a  Tint  thereof  filed 
ill  rlio  Office  of  the  Coniniissioiicis  foi-  ()]tenin.L;- 
Sinu'ts  on  tile  Twentieth  d;iy  df  I  )('cciiili<'!-.  lliJil.  and 
now  on  tile  in  said  oHice. 

SKc^rio^  1.  />('  It  ordnincd  hi/  the  Mayor  and 
Citij  C^oiinrll  of  Baltimore,  that  the  (^'onimis- 
sioneis  for  0])eninji>'  Streets  Ivc,  and  they  are 
lierebv  authorized  and  directed  to  coaidcmn  and 
close  an  iiiinamed  Alley  with  a  width  of  11  feet 
sitnated  158  feet  northeast  of  Clement  Street 
fr(mi  Reynolds  Street  northwesterly  to  a  10  foot 
alley,  the  land  liereby  directed  to  be  condemned 
for  said  closing-  beiiiii  described  as  follows: 

Hei>innini>'  at  a  jioint  on  tlu^  northwest  biiild- 
iiii>'  line  of  Reynolds  Street,  158  feet  northeavSt 
of  the  northeast  bnildina:  lin(^  of  Clement 
Sti'eet ;  tlience  by  a  conrse  north  05"  50'  west 
])aralleil  to  the  northeast  bnildinji  line  of  (leni- 
ent Street,  jthini>'  tli(>  southwest  side  of  an  1  1- 
foot  alley,  a  distance  of  55  feet  to  the  sontheast 
side  of  a  lO-fo-ot  allev  ;  tlience  bv  a  conrse  north 
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24°  10'  east  along  the  soutlieast  side  of  said  10- 
foot  alley  a  distance^  of  1 1  feet  to  the  northeast 
side  of  the  1 1-foot  alley ;  thence  bv  the  course 
north  (t.')°  MY  west  parallel  to  Clement  Street, 
along  the  northeast  side  of  said  11-foot  alley,  a 
distance  of  T),")  feet  to  the  northwest  building  line 
of  Reynolds  Street ;  thence  by  a  course  south 
24°  10'  west  along  the  northwest  building  line; 
of  Reynolds  Street  a  distance  of  1  1  feet  to  the 
point  of  beginning. 

'i'he  said  Street  as  dii'ected  to  be  condemned 
and  closed  is  delineated  an([  particularly  shown 
on  a  Plat  tliereof  which  was  tiled  in  the  OfHce  of 
the  Commissioners  for  Opening  Streets  on  the 
Twentieth  day  of  Decendjer,  in  the  year  11)22, 
and  is  now  on  tile  in  the  said  otBce. 

Skc'I'io.x  2,  A  iirJ  he  H  fiiiiltfr  orddincd . 
that  the  |u-oc(  (Mlings  of  -aid  Commissioners  for 
Opening  Streets,  with  i-eference  to  the  condem- 
nation and  closing  of  said  Alley  and  the  pro- 
ceedings and  rights  of  all  parties  interested  or 
affected  thereby  shall  he  regulated  by,  and  be  in 
accordance  with,  all  such  ])rovisions  of  Article  4 
of  the  Puldic  Local  Laws  of  ^laryland,  as  en- 
acted by  Chapter  123  of  the  Acts  of  the  Oeneral 
Assembly  of  Maryland  of  the  year  ISOs  (com- 
monly known  as  the  Xew  Charter  of  Baltimore^ 
City),  as  may  l)e  applicable  thereto,  as  well  as 
all  amendments  thereof,  and  also  any  other  Acts 
of  the  said  General  Assend)ly  of  Maryland 
which  may  be  applicable  thereto;  and  also  in 
accordance  with  anv  and  all  ordinances  of  the 
^Liyor  and  City  Council  of  Baltimore  now  in 
foi-ce  and  applicable  thereto. 

Approved   Afay  1>,  1023. 

AWM.  F.  BROEXIXG,  J/(nyor. 
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1^0.  871. 

An  oidiiiancv  to  coiuleiun  jiihI  close  Nieh(»ls«»i!  Street, 
from  the  .soutlieii.sl  biiildiiiii-  line  of  Towsoii  Street  to 
the  northwest  Imildinir  line  of  Cooksie  Street,  in  :u- 
eordanee  with  a  plat  thereof  tiled  in  tlie  Otlice  of 
the  Connnissioners  for  opening  Streets  on  the 
twentieth  day  of  J  )ece]n1ter.  liiL'i',  and  now  on  lilc 
in  said  office. 

Skctiox  1.  He  it  Old  (lined  hi/  Hie  Mdyor  and 
City  ('onncil  of  Htdtiinorr,  that  the  Commis- 
sioners for  ()])eiiini>  Streets  l)e,  and  they  are 
herehv  authorized  and  directed  to  condemn  and 
close  Xicholson  Street,  with  a  width  of  sixty-six 
feet  from  the  southeast  huihling  line  of  Towson 
Street  to  the  northwest  hnilding  line  of  Cooksie 
Street,  the  land  hereby  directed  to  be  condemned 
for  said  closing  being  descrilied  as  follows: 

Beginning  at  the  intersection  of  the  southeast 
building  line  of  Towson  street  with  the  sontli- 
west  building  line  of  Xicholscm  street  produced; 
thence  by  a  course  north  (JT)^  50'  west  along  said 
southwest  luiilding  line  of  Xicholsou  street,  a 
distance  (^f  251  feet  4  inches,  more  or  less,  to 
the  northwest  hnilding  line  of  Cooksie  street 
produced,  thence  by  a  course  north  24°  10' 
east  along  said  northwest  building  line  of  Cook- 
sie street  ]n*oduc('d  a  distance,  of  GG  feet  to  the 
northeast  building  line  of  Xicholsou  street; 
thence  by  a  course  sonth  ()5°  50'  cast  along  said 
northeast  building  lino  of  Xicholso]i  street,  a 
distance  of  251  feet  4  inches,  more  or  less,  to 
the  southeast  building  line  of  Towson  street ; 
thence  by  a  conrse  south  24°  10'  wTst  along  said 
southeast  building  line  o"^  Towson  street,  a 
distance  of  00  feet  to  the  point  of  l>eginning. 

The  said  Street  as  direct(Ml  to  b(»  condemned 
and  closed  is  delineated  and  particularly  shown 
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on  a  Plat  thereof  which  was  hknl  in  the  OfH(*e  of" 
the  Coiiiniissioners  for  Opeiiiiiii'  Streets  on  the 
Twentieth  day  of  Doeember,  in  the  year  V.»:?l\ 
and  is  now  on  file  in  the  said  offio(\ 

Skctio.x  -2.  A) id  l>c  if  further  orddineri, 
tliat  the  ])r(H-eedino-s  of  sjiid  Commissioners  for 
Oponinii  Streets,  with  reference  to  the  condem- 
nation and  closino-  of  said  part  of  Xicholsoii 
Street,  and  the  proceedini>"s  and  ridit^  of  all 
parties  interested  oi'  affected  therehy  shall  \)o 
reiiidated  l>v,  and  Ix^  in  accordance  with,  all 
sncli  provisions  of  Article  4  of  the  Pnhlic  Local 
Laws  of  ^farvland  as  enacted  hv  Chapter  12o 
of  the  Acts  of  the  General  Assembly  of  ^[ary- 
land  of  the  year  LS98  (commonly  known  as  the 
Xew  Charter  of  Baltimore  City\  as  may  1^ 
applioahle  thereto,  as  well  as  all  amendments 
thereof,  and  also  any  other  Acts  of  the  said 
General  Assembly  of  Maryland  which  may  Ix' 
applicable  thereto:  and  also  in  accordance  with 
any  and  all  ordinances  of  the  ^Fayor  and  City 
Council  of  Baltimore  now  in  force  and  a]iplica- 
blo  thereto. 

Approved  :\Liv  0,  1028. 

WM.  F.  BROEXTXCr.  ^fn,,or. 


Xo.  S72. 

All  oi'(liii;iiK-<'  to  coiideiim  ;iii(l  close  Treason  strert 
from  the  soiulieast  side  of  a  lo-foot  alley  iiorthwesi 
of  Keyiiolds  strt'el  for  1().~>  feet  to  a  ]K)int  »•()  feci 
soiitlieast  of  Ileynolds  Sti*eet.  in  aceordaiice  with  i 
l)lat  tliert^of  tiled  in  tlie  r)tHee  of  the  ( 'onimissioiiers 
for  ()i»eiiiiiir  Streets  on  tin*  t\venti(»th  day  of  I>eeen;- 
her.  litUi!.  and  idw  on   hie  in   said  otticH'. 

Section  1.      Be  it  ordained  hij  the  ^faijor  and 
CHy  Council  of  Baltimore,  that  the  Commis- 


sioiicis  for  ()[)t'iiing  Streets  l>e,  and  tliey  are 
]ierel)v  authorized  and  directed  to  condemn  and 
close  I  Reason  street  with  a  width  of  sixty-six 
feet  from  the  sontheast  side  of  a  10-f<X)t  alley 
northwest  of  Reynolds  street,  for  105  feet,  to  a 
point  <)(>  feet  southeast  of  Reynolds  street,  the 
land  hereby  directed  to  be  condennied  for  said 
cl(K<inii  l)('in«i  desci'ibed  as  follows: 

lU'iiinuinii  at  the  intersection  of  the  south- 
west buildinii  line  of  I^eason  street  with  the 
sontheast  line  of  a  l()-f(X)t  allev  sitnated  55 
feet  northwest  of  the  northwest  bnilding  line  of 
R(\vnolds  street,  tlu^nce  by  a  conrse  north  24:^ 
10'  east  along  a  line  perpendicular  to  the  sonth- 
west  building  line  of  Beason  street  for  a  dis- 
tance of  <)()  feet  to  the  northeast  bnilding  line 
of  Beason  street,  thence  by  a  course  south  ()5° 
50'  east  along  said  northeast  bnilding  line  of 
Beason  street  for  a  distance  of  165  feet  to  the 
property  of  the  Baltimore  and  Ohio  Bailroad 
Company;  thence  by  a  course  south  24-°  10' 
west  along  the  Baltimore  and  Ohio  Bail  road 
('()ni];auy  property  line  a  distance  of  (K)  feet  to 
the  southwest  building  line  of  Beason  street, 
thenc(>  by  a  course  north  05°  50'  west  along 
said  southwest  building  line  of  Beason  street  a 
distance  of  105  feet  to  the  ])0'int  of  beginning. 

The  said  Street  as  directed  to  Ix^  condemned 
and  cl()>'('(l  is  delhK^ated  and  particularly  sliowu 
on  a  Plat  thereof  which  was  hied  in  the  Office  of 
the  (\)inmissioners  for  Opening  Streets  on  the 
Twentieth  day  of  DecemlnM-,  in  th(^  yvav  1922, 
and  is  now  on  Hie  in  tli(*  said  office. 

Skctiox  2.  A  iirl  he  if  furtliev  ordained, 
that  the  jiroceedi ngs  of  said  Connnissi oners  for 
OjK'uing  Streets,  with  reference  to  the  condem- 
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nation  and  closinii  of  said  part  of  Beason 
Street,  and  the  pr(K'e<'dini»s  and  rights  of  all 
j)arties  interested  or  aft'eeted  thereby  shall  Ix' 
regulated  by.  and  be  in  aceordanee  with,  all 
such  ])rovisions  of  Article  4  of  the  Public  Local 
Laws  of  Maryland  as  enacted  by  Chapter  12*) 
of  the  Acts  of  the  General  Assembly  of  Mary- 
land of  the  year  ISOS  f commonly  known  as  the 
Xew  Chai'ter  of  Baltimore  City),  as  may  be 
applicable  thereto,  as  well  as  all  amendments 
thereof,  and  also  any  other  Acts  of  the  said 
(reneral  Assembly  (^f  Maryland  which  may  be 
applicable  thereto :  and  also  in  accordance  with 
any  and  all  ordinances  of  the  Mayor  and  City 
Conncil  of  Baltimore  now  in  force  and  applica- 
ble thereto. 

A])])r.n-ed  May  0,  11)23. 

WM.  F.  l]BOLXTX(r.  Mn,inr. 


X 


All  ordiiuiiio*^  to  (•(UKlt^iiin  aid  c-losi-  ("Muksic  Stiiu" 
from  a  point  '2"s  f-.'et  1>  inches  iiortlu'ast  of  Marriori 
Street.  iiortheastxAardly  to  Nicholson  Street,  hi  ac- 
cordanuce  with  a  plat  thereof  tiled  in  the  Ottice  of 
the  Commissioners  for  Openinir  Streets,  on  the 
tAventieth  day  of  December.  ir)'22.  now  (^n  file  in 
said  office. 

Skci'iox  1.  He  If  (frchi'nu'd  hij  the  Matfor  lut'l 
('if//  C'oiniril  of  JUilfimorr.  that  the  Commis- 
sioners for  Openinii  Streets  1k'.  and  tiiev  are 
hereby  authorized  and  directed  to  condemn  and 
close  Cooksie  Sti-eet.  with  a  width  of  twentv 
feet  from  a  point  2.").')  feet  !»  inches  northeast 
of  Marri(»tt  Street,  northeastwardly  t«)  Xichol- 
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son  Street,  the  land  lierehy  directed  to  be  con- 
demned for  said  closing  l>eing  described  as  fol- 
lows : 

1  beginning  at  a  point  in  the  northwest  build- 
ing line  of  Cooksie  Street  distant  255  feet  '-> 
inches  northeast  of  the  northeast  building  line 
of  ^farriott  Street;  thence  bv  a  course  north 
2V^  10'  east  along  said  northwest  building  line 
of  Cooksie  street  a  divstance  of  145  feet  to  the 
soutlnvest  building  line  of  Xicholson  street,  said 
Xicholson  street  having  a  width  of  ()'>  feet  at 
this  ])()int ;  thence  l)v  a  course  south  (55°  50' 
east  along  said  soutiiwest  building  line  of  Xich- 
olson street  produced  a  distance  of  20  feet,  more 
or  less,  to  the  southeast  building  line  of  Cooksie 
street ;  thence  bv  a  course  2-1-°  10'  west  along 
said  southeast  building  line  of  (^oksie  street  a 
distance  of  143  feet  to  a  point;  thence  bv  a 
course  north  G5°  50'  w^est  parallel  to  the  south- 
west building  line  of  Xicholson  street  a  dis- 
tance of  20  feet,  more  or  less,  to  the  ]ioint  of 
b<»ginning. 

The  said  Street  as  directed  to  be  condemned 
and  closed  is  delineated  ajid  particularly  shown 
on  a  Plat  tliereof  which  was  filed  in  the  Office  of 
the  Commisvsioners  for  Opening  Streets  on  thv. 
Twentieth  day  of  December,  in  the  year  1922, 
and  is  now  on  file  in  the  said  office. 

Sectiox  2.  And  he  if  further  ordahied. 
that  the  jn-oceedings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation and  closing  of  said  j)art  of  Cooksie 
Street,  and  the  proceedings  and  rights  of  all 
fmrties  interested  or  affected  thereby  shall  be 
regulated  by,  and  be  in  accordance  with,  all 
such  provisions  of  Article  4  of  the  Public  Local 
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Laws  of  Maryland  as  enacted  by  Chapter  123 
of  the  Acts  of  the  General  Assembly  of  Mary- 
land of  the  year  1S98  (commonly  known  as  the 
Xew  Chai-ter  of  Baltimore  City),  as  may  Ix? 
applicable  thereto,  as  well  as  all  amendments 
thereof,  and  also  any  other  Acts  of  the  said 
General  Assembly  of  Maryland  which  may  be 
applicable  thereto:  and  also  in  accordance  with 
any  and  all  ordinances  of  the  Mayor  and  City 
Coiincil  of  Baltimore  now  in  force  and  applica- 
ble thereto. 

Approved  May  9,  1923. 

AVM.  F.  BROE^YIiSTx,  Maijor. 


Xo.  874. 


Au  ordiuauce  graiitiiiir  iJermissioii  to  Jouas  Hermau  to 
erect  9  iudivicliial  jrarages  iu  tbe  rear  of  his  prem- 
ises 31  IS  Greeiinioiiiit  Avenue. 

Whereas,  Ordinance  Xo.  G061  j  of  1921  pro- 
liibits  the  erection  of  a  pnblic  aaraiic  within  30() 
feet  of  a  chnreh ;  therefore 

Skctiox  1.  Be  it  ordained  hi/  the  Maijor  and 
(^'itj/  Council  of  Baltimore,  that  permission  be 
and  the  same  i<  hereby  i> ranted  to  Jonas  Her- 
man to  erect  9  individttal  aarages  in  the  rear  of 
his  pi-emises  3118  GreennKmnt  Aveinie  and 
facinii'  on  Talln^t  Street;  said  o'arages  to  he  of 
Ivrick  cimstrnction  and  to  be  erected  under  the 
snpervision  of  the  Inspector  of  Bnildings  of 
Baltimore  City  in  accordance  with  the  Build- 
ing Laws  of  said  City  and  especially  in  accord- 
ance ^vith  the  provisions  of  Paragraphs  12  and 
13   of  Section   47  of  Ordinance  Xo.   155,   ap- 
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proved    June    19,    1JJ08,    and   all    amendments 
thereof. 

Skctiox  ^1.  And  be  it  fartker  ordained, 
that  this  ordinance  shall  take  eii'ect  from  the 
date  of  its  passage. 

Approved  May  9,  1923. 

WM.  F.  BKOEiYl.XG,  Mayor. 


:No..  875. 


Au  orcliuanee  grating  permission  to  Jos.  Warl)iU  to 
erect  a  public  garage  on  his  premises  ]0S  S.  Amit.\ 
Street. 

Whereas,  Ordinance  Ko.  000%  of  1921  pro- 
hibits the  erection  of  a  public  garage  within  300 
feet  of  a  church  ;  therefore 

Sectjois'  1.  Be  it  ordained  by  the  Mayor  and 
City  Council  of  BaUimore,  that  permission  be 
and  the  same  is  hereby  granted  to  Jos.  Warbut 
to  erect  a  public  garage  on  his  premises  108  8. 
Amity  Street ;  said  garage  to  be  erected  under 
the  suj>ervision  of  the  Inspector  of  Buildings 
of  Baltimore  City  in  accordance  with  the  build- 
ing laws  of  said  City,  and  especially  in  accord- 
juice  with  the  provisions  of  Paragraphs  12  and 
13  of  Section  47  of  Ordinance  Xo.  155,  ap- 
proved June  19,  1908,  and  all  amendments 
thereof. 

SE(m()>:  2.  .It?//  be  it  further  ordained. 
that  this  ordinance  sliall  take  effect  fi-om  the 
date  of  its  passage. 

Approved  ¥ay  9,   1923. 

WM.  F.  BROENING,  Mayor, 
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No.  876. 

All  ordinance  to  coiidenin  aiifl  cloi^e  ('tiiiiel  Alley  twenty 
feet  wide  (also  called  Oaminel  Alley)  from  Brevard 
Street  to  Cathedral  Street,  in  accordance  with  a 
plat  thereof  filed  in  the  Office  of  the  Commissioners 
for  Opening  Streets  on  the  27th  day  of  Ja unary, 
1922,  and  now  on  file  in  said  office. 

SECTioisr  1 .  Be  it  ordained  hy  the  Ma  {for  awl 
City  Coimcil  of  Baltimore,  that  the  Coniinis- 
siojiers  for  Opening-  Streets  be,  and  they  ai"e 
hereby  antliorizecl  and  directed  to  condemn  and 
close  Camel  Alley,  twenty  feet  wide,  from  Ere- 
A'ard  street  to  Cathedral  street,  the  portion  of 
said  alley  to  be  closed  being  described  as  fol- 
loAvs  : 

Beginning  for  the  same  at  a  point  formed  b\- 
the  intersection  of  the  northwest  side  of  Camel 
Alley  and  the  northeast  side  of  Brevard  street; 
and  running  thence  northeasterly  binding*  on 
\\\v  northwest  side  of  Camel  Alley  100  feet  more 
or  less,  to  the  west  side  of  Cathedral  street; 
thence  sontheasterly  binding  on  the  west  sido 
of  said  Cathedral  street  28.5  feet  to  the  sonth- 
east  side  of  said  Camel  Alley ;  thence  sonth- 
westeiiy  binding  on  the  sontheasi  side  of  said 
Camel  Alley  97.5  feet  more  or  less  to  the  north- 
east side  of  Bre\'ard  street;  thence  northwest- 
erly binding  on  the  northeast  side  of  said  Bre^ 
A'lard  street  20  feet  to  the  ])lace  of  beginning, 

'Die  conrses  in  the  aboA'e  description  are  all 
I'ef erred  to  the  trne  meridian  of  the  City  of  Bal- 
timore Topographical  Sni-vey  Comm,isision. 

Section  2.  And  he  it  fiuiJier  ordained. 
that  the  proceedings  of  said  Commissioners  for 
Opening:  Streets,  with  reference  to  the  condem- 
nation and  closing  of  said  Alley,  and  the  pro- 
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('oe(liiii>-s  aiul  rights  of  all  p^arties  interested  or 
affected  thereby  shall  he  reiiulated  h\,  and  be  in 
accordance  with,  all  such  provisions  of  the  Pmb- 
lic  Local  Laws  of  Maryland,  as  enacted  by  Chap- 
ter 123  of  the  Acts  of  the  General  Assembly  of 
Maryland  of  the  year  189S  (commonly  known 
as  the  Xew  Chai-ter  of  Baltimore  City),  as  may 
l)e  applicable  thereto,  as  well  as  all  amendmeiits 
thereof,  and  also  in  accordance  with  anv  and  all 
ordinances  of  the  Mayor  and  City  Conncil  of 
P>altimore  now  in  force  and  applicable  thereto. 

Approved  May  9,  1923. 

^Y^[.  F.  BROE^sTTISTG,  Mayor. 


no.  8YY. 


An  ordinance  granting  permission  to  Horace  F.  Bur- 
gee to  erect  m  public  garage  in  the  rear  of  his  prem- 
ises 3631  Falls  Koad. 

Whereas,  Ordinance  No.  606yo  of  1021  pro- 
hibits the  erection  of  a  pnblic  g'arage  within  300 
feet  of  any  church  ;  therefore 

Section  1.  Jh-  if  ordaiiied  hj/  the  Mniior  and 
Citif  Council  of  Baltimore,  That  permission  bo 
and  the  same  is  hereby  oTanted  to  Horace  F. 
Rnr£>-ee  to  erect  a  public  garage  in  the  ]'ear  of  his 
])remises  3031  Falls  Eoad ;  the  said  garage  to  be 
erected  nnder  tlu^  supervision  of  the  Tns])ectoi- 
of  Buildings  of  Baltimore  City  in  accordance 
witli  the  Building  Laws  of  said  City. 

Skctio.x  '2.  A  lift  1)0  it  jiufhcr  ordained. 
'I'luit  tliis  ordiiumce  sliall  hike  oflVct  from  tli(> 
date  of  its  passage. 

A})])roved  May  0,    1923. 

WM.  F.  BKOENING,  Mayor. 
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No.  878. 

All  ordinance  to  coiuleinii,  oiK'ii  and  ^rade  lU'lvioii 
Avenne,  from  the  west  side  of  Laredo  A\'enue  to  iho 
northeast  side  of  Zimiiiennairs  J>aiie.  in  accordance' 
with  a  plat  thereof  tiled  in  the  Ottice  of  the  ('oininis- 
sioners  for  Opening  Streets,  on  the  oOth  day  of  1  >(> 
cemher,  11>22,  and  now  on  tile  in  said  otHce. 

Section  1.  Be  it  ordd'nied  hi/  the  Mdijor  and 
City  Council  of  Baltimore,  'V\\i\t  the  ('Oiiiniis- 
sioiiei'Si  for  Opening'  Streets  be,  and  they  are 
hereby  anthorized  and  directed  to  condemn, 
open  and  grade  Belvien  avenue,  with  a  width  of 
()().()  feet  from  the  west  side  of  Laredo  aveinu^ 
to  the  northeast  side  of  Zimmermian's  lane,  the 
hind  herehy  directed  to  l>e  condemned  for  said 
opening  and  grading  being  desci-ilied  as  folh^ws : 

Beginning  for  the  same  at  a  point  formed  by 
tlie  iiitersectio'n  of  the  west  side  of  Laredo  ave- 
nue, as  now  laid  out  50.0  feet  wide,  and  the 
sonth  si(k^  of  Eelvien  a\enue,  as  now  laid  out 
()0.0  feet  wide ;  the  co-OTdinates  of  said  point  of 
beginning,  based  upon  the  syst(,'m  used  by  the 
City  of  Baltimore  Topographical  Survey  Coni- 
mission,  being  west  22173.-1:2  feet  and  north 
ir>o45.41  feet;  and  running  thence,  binding  on 
the  so'uth  side  of  Belvien  avenue  south  89°  54' 
oO''  west  735.33  feet  to  intersect  the  noTtheast 
side  of  Zimmerman's  lane ;  thcMice  binding  on 
the  noTtheast  side  of  Zimmerman's  lane  noTth 
41°  29'  00''  west  79.9.8  feet  to  intcTsect  a  line 
drawn  parallel  with  and  distant  60.0  feet  north- 
erly measured  at  right  angles  from  the  first  line 
of  this  description ;  thence  reversing  said  line  S(^ 
drawn  and  binding  thereon  north  89°  54'  30" 
east  788.21  feet  to  intersect  the  west  side  of 
Laredo  avenue;  and  thence  binding  on  the  west 
side  of  Laredo  avenue  south  0°  05'  30"  (>as( 
GO.O  feet  to  the  place  of  beginning. 


* 
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The  courses  in  the  above  description  are  all 
refeiTcd  to  the  true  meridian  of  the  City  of  Bal- 
timore Topographical  SniTcy  Commission. 

The  said  a\'enne  as  directed  to  l)e  condemned 
being  delineated  and  particularly  shown  on  a 
plat  which  was  filed  in  the  OtHce  of  the  Commis- 
sioners for  Opening  Streets  on  30th  day  of  De- 
cember, in  the  year  1022,  and  is  now  on  tile  in 
the  said  Office. 

Secttox  2.  A')ul  he  it  further  ordained, 
That  tJie  proceedings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation, opening  and  grading  of  said  avenne,  and 
the  proceedings  and  rights  of  all  parties  inter- 
ested or  affected  thereby,  shall  be  regulated  by, 
and  be  in  accordance  with,  all  such  provisions  of 
Article  4  of  the  Public  Local  Laws  of  ^L\rv- 
land,  as  enacted  by  Chapter  123  of  the  Acts  of 
the  General  Assembly  of  ^Lai^dand  of  the  year 
]^^S  (commonly  known  as  the  ^ew  Charter  of 
Baltimore  City),  as  may  be  applicable  thereto, 
as  well  as  all  amendments  thereof,  and  also  any 
other  Acts  of  the  said  General  Assembly  of 
Alarvland  w^hich  may  be  applicable  thereto ;  and 
also  in  accordance  with  any  and  all  OrdinancCvS 
<^f  the  flavor  and  City  Council  of  Baltimore 
now  in  force  and  applicable  thereto. 

Approved  May  0,  1923. 

W:\r.  F.  BBOENTXCt,  Mayor. 
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Xo.  871). 

All  ordinance  to  condemn,  open,  widen  and  j^iad*.- 
r.nck's  Lane,  from  the  northeast  side  of  Liberty 
lleijjbts  Avenue  to  Kensinij:t(»n  Avenue,  in  accordance 
with  a  plat  thereof  tiled  in  the  ottice  of  the  Com- 
missioners for  Openiuic  Street,  on  the  "tth  day  (»l 
L)eceml)er,  r.>L*2,  and  now  on  tile  in  said  ottico. 

Section  1.  Be  it  ordained  by  the  Matjor  and 
Citjj  Council  of  Baltinwre,  That  the  Conimis- 
sioneis  for  Opening  Streets  l>e,  and  they  arc; 
herehv  authorized  and  directed  to  condenni. 
open,  widen  and  grade  Buck's  Lane,  with  a 
width  of  80  feet  from  the  northeast  side  of 
Liberty  Heights  avenue  to  Kensington  avenue, 
tlie  land  hereby  directed  t-o  be  condemned  for 
said  opening,  widening  and  grading  being  de^ 
scril)ed  as  follows : 

Beginning  for  the  same  at  a  point  on  the 
northeast  side  of  Liberty  Heights  avenue  as  pro- 
posed to  be  opened  80.0  feet  wide,  said  point  of 
beginning  being  distant  40.225  feet  northwest- 
erly from  a  point  formed  by  the  intersection  of 
the  center  line  of  Buck's  Lane  as  now  laid  out 
40.0  feet  wide  and  the  northeast  side  of  said 
Liberty  Heights  avenue;  the  co-ordinates  of 
said  point  of  beginning,  based  upon  the  system 
used  by  the  City  of  Baltimore  Topographical 
Survey  Commission,  l)eing  west  25420.60  feet 
and  north  13523.04  feet,  and  running  thence 
north  52°  10'  40"  east  1303.86  feet;  thence  by 
a  line  curving  to  the  left  with  a  1496.07  feet 
radius  the  distance  of  189.60  feet,  which  arc  is 
subtended  by  a  chord  bearing  north  48°  32'  50" 
east  189.47'feet;  thence  north  44°  55'  00"  east 
883.71  feet;  thence  by  a  line  curving  to  the  left 
with  a  9(U.20  feet  radius  the  distance  of  184.07 
feet,  Avhich  arc  is  subtended  bv  a  chord  bearinu' 
north  30°  25'  50"  east  183.79  feet;  thence  north 
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:J3°  50'  40''  east  584.97  feet;  thence  iiortli  44° 
20'  00"  east  1001.27  feet;  thence  by  a  line 
curving  to  the  left  with,  a  1107.73  feet  radius 
the  distance  of  23.85  feet,  which  arc  is  sub- 
tended by  a  chord  bearing  north  43°  49'  00" 
east  23.71  feet;  thence  south  40°  48'  00"  cast 
00.27  feet  to  intersect  the  southeast  side  of 
]>uck's  Lane  as  now  laid  out ;  thence  binding  on 
the  southeast  side  of  Buck's  Lane  as  now  laid 
out  north  44°  20'  00"  east  192.04  feet;  thence 
southwesterly  by  a  line  curving  to  the  right  with 
a  1187.73  feet  radius  the  distance  of  218.29 
feet,  which  arc  is  subtended  by  a  chord  bearing 
south  39°  10'  10"  west  217.93  feet  to  intersect 
a  line  drawn  parallel  with  and  distant  80.0  feet 
southeasterly  nieasTired  at  right  angles  from  the 
sixth  lines  of  this  description ;  thence  reversing 
said  line  so  drawn  and  binding  tliereon  and  on 
lines  parallel  with  and  distant  80.0  feet  south- 
easterly measured  at  right  angles  from  the  fifth, 
fourth,  third,  second  and  first  lines  of  this  de- 
scription, respectively,  the  six  following  courses 
and  distances,  namely:  south  44°  20'  00"  west 
1053.94  feet;  thence  south  33°  50'  40"  west 
577.57  feet;  thence  by  a  line  curving  to  the 
right  with  a  1041.20  feet  radius  the  distance  of 
199.40  feet;  which  arc  is  subtended  by  a  chord 
b(>aring  south  39°  25'  50"  west  199.09  feet; 
thence  south  44°  55'  00"  Avest  883.71  feet; 
thence  by  a  line  curving  to  the  right  with  a 
1570.07  feet  radius  the  distance  of  199.73  feet, 
which  arc  is  subtended  by  a  chord  bearing  south 
4-8°  32'  50"  west  199.00  feet;  thence  south  52° 
10'  40"  west  1257.52  feet  to  intersect  the  north- 
east side  of  said  Liberty  TTeights  avenue;  and 
thence  binding  on  the  northeast  side  of  said 
Liberty  LTeights  avenue  north  07°  54'  10"  west 
92.45  feet  to  the  place  of  beginning. 
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The  courses  in  the  above  description  are  all 
referred  to  the  trne  meridian  of  the  City  of"  Bal- 
timore Toj^)OgTaphical  Survey  Commission. 

The  said  Lane  as  directed  to  l>e  condenuKMl 
l.eing  delineated  and  particularly  shown  on  a 
))htt  which  was  filed  in  the  Office  of  the  Commis- 
sioners for  Opening  Streets  on  5th  day  of  T3e- 
(•end:>er,  in.  the  year  l'.>22.  and  is  now  on  tile  In 
the  said  Office. 

Sectiox  '2.  And  he  it  fuithev  ordmned . 
That  the  proceedings  of  said  ('(unmissioners  for 
Opening  Streets,  witli  reference  to  the  condem- 
nation. (Opening,  widening  and  grading  of  said 
Lane,  and  the  proceedings  and  rights  of  all 
parties  interested  or  affected  thereby  shall  be 
reguhited  by,  and  be  in  accordance  with,  all 
such  provisions  of  Article  -1-  of  the  Public  Tocal 
Laws  of  ^faryland  as  enacted  by  Chapter  123 
of  the  Acts  of  the  General  Assembly  of  Marsh- 
land of  the  year  T^98  (commonly  known  as  the 
Xew  Cliarter  of  Baltimore  City),  as  may  be 
applicable  thereto,  as  well  as  all  amendments 
thereof,  and  also  any  other  Acts  of  the  said 
General  Assembly  of  ^faryland  which  may  be 
applicable  thereto :  and  also  in  accordanr^e  with 
any  and  all  ordinances  of  the  ^fayor  and  City 
Council  of  Baltimore  now  in  force  and  applica- 
ble thereto. 

Approved  :\ray  0.  1928. 

^\^\.  F.  BBOEXTXC;.  }hn,or. 
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A^o.  880. 

An  ordinance  granting  permission  to  .1.  II.  Miller  to 
install  2  gasoline  tanks  and  i)nnii>s  :it  his  pi-eiuises 
1000  Rutland  Avenue. 

Skctiox  1.  Be  it  ordained  htj  the  Mdijor  ami 
(^Ity  Council  of  Baltimore,  That  permission  be 
and  the  same  is  hereby  granted  to  'T.  H.  ^filler 
to  install  -2  104>arrel  gasoline  tanks  and  pnmps 
lor  his  garage  at  1000  Eutland  avenne;  the 
said  tanks  and  pnmps  to  be  installed  nnder  the 
snpervision  of  the  Tnspeetor  of  Bnildings  of 
l-jaltimore  Citv  in  accordance  with  the  laws  and 
ordinnnces  of  said  City. 

Section  2.  And  he  It  further  orda.ined, 
That  this  ordinance  shall  take  efl^'ect  from  the 
(hite  of  its  passage. 

Approved  .May  9,  1928.. 

^Y^\.  F.  BROEXT^^G,  Mayor. 


^0.  S81 


An  ordinance  granting  permission  to  Thos.  Mullan  to 
erect  20  individual  garages  on  ;i  lot  on  the  ten-foot 
alley  lietween  Greenmount  Avenue  and  Star  T.nne. 
and  100  feet   north  of  Thirty-fourth  Street. 

AVhereas,  Ordinance  Xo.  ()Or>l/>  of  1921  pro- 
hibits the  erection  of  a  pnblic  garage  within  800 
feet  of  a  church :  therefore 

Si:cTioN  1.  Be  it  ordained,  hy  the  ^fayor  and 
City  Council  of  Baltimore,  That  permission  b(^ 
and  the  same  is  hereby  granted  to  Thos.  ■Midhtii 
to  erect  20  individual  g'araces  on  a  lot  on  the 
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ten-foot  alley  between  GrcHMimount  avenue  and 
Star  lane,  and  100  feet  north  of  Thirty-fourth 
street;  said  garages  to  be  erected  under  the 
supervisioai  of  the  Inspector  of  Buildings  of 
l)altiniore  City  in  accordance  with  the  Building 
r.aws  of  said  City  and  especially  in  accordance 
with  the  provisious  of  Paragraphs  12  and  1')  of 
Section  -tT  of  Ordinance  ^'o.  155,  approv(Ml 
June  11>,   11K)8,  •a\\(\  all  ainendnients  thereof. 

Section  2.  And  he  it  further  ordained, 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  May  1),  1023. 

WM.  F.  BROEXIXG,  Maj/or. 


Xo.  882. 


All  ordinal  ICC  to  t-oiKleimi  aiid  close  Maier  Aveiuio 
from  the  Northwest  side  of  MidAvood  Avenue  to  tho 
Southeast  side  of  Ivanhoe  Avenne,  in  accordance 
with  n  plat  tliereof  tiled  in  the  Office  of  the  Com- 
missioners for  Opening  Streets,  on  the  Twenty-third 
day  of  Jannary,  1923,  and  now  on  file  in  said  ottice. 

Sec'tiox  1.  Be  it  ord(iu\ed  hij  the  Mayor  and 
City  Council  of  Baltimore,  That  tli(>  Commis- 
sioners for  Ojiening  Streets  be,  and  they  ai'e 
hereby  authorized  ami  directed  to  condcnnn  and 
close  Maier  avenue  with  a  width  of  Foi-ty  (40) 
feet  from,  the  northwest  sid(^  of  Atidwood  ave- 
nue to  the  southeast  side  of  Fvanhoe  avenu(\  the 
land  hereby  directed  to  be  condemned  for  said 
cloising  being  dc^scribod  as  follows: 

Beginning  for  the  same  at  a  point  formed  by 
the  intersection  of  the  northeast  side  of  ]\raier 


428  ORDINANCES. 

avenue  40  feet  wide  as  designated  on  a  plat  of 
the  lands  of  the  late  John  G.  ^[aier,  same  plat 
liaving  been  made  by  one  John  Lang,  Civil  En- 
gineer, and  the  northwest  side  of  Midwood  ave- 
nne,  as  now  laid  out  50  feet  wide,  said  point  of 
l^eginning  being  distant  187  feet  southwesterly 
from  the  intersection  formed  hj  the  southwest 
si(k^  of  (llenwood  a\enue  as  now  laid  out  and 
the  n(n'thwest  side  of  said  Midwood  avenue,  and 
I'unning  thence  southwesterly  binding  on  the 
northwest  side  of  said  Alaier  avenue  40  feet  to 
intersect  tlie  southwest  sid(>  of  said  Maier  ave- 
nue, thence  northwesteily  binding  on  the  south- 
west side  of  said  ^laier  avenue  r)r)5.55  feet  to 
tlie  southeast  side  of  Ivaulioe  avenue  as  now  laid 
(mt  40  feet  wide,  thence  northeasterly  binding 
on  the  southeast  side  of  said  Ivanhoe  avenue  40 
feet  to  the  northeast  side  of  said  ^faier  avenue, 
and  thence  southeasterly  l>inding  on  the  north- 
east side  of  said  Maier  avenue  55r>.5r)  feet  to 
tbe  plac(>  of  beginning. 

llie  said  Sti-eet  as  dir(x^ted  to  be  condemned 
lieing  delineated  and  particularly  shown  on  a 
])lat  which  was  hied  in  the  Office  of  the  Coimnis- 
sioners  for  Opening  Streets  on  Twenty-third 
day  of  fTanuarv  in  the  year  1!>2-),  and  is  now 
on  file  in  the  said  Ofiiee. 

Section  2.  Aiul  he  it  further  ordained, 
That  the  proceedings  of  said  Commissioners  for 
Opening  Streets,  with  i-eference  to  the  condem- 
nation and  closing  of  said  ^Taier  avenue  and  the 
proceedings  of  all  parties  interest(^d  or  affected 
thereby  shall  be  regulated  by,  ami  lie  in  accord- 
ance with,  all  such  provisions  of  Article  4  of  the 
Public  Lo'cal  Laws  of  ^laryland.  as  enacted  by 
Chapter  123  of  the  Acts  of  the  General  Assem- 
bly of  Maryland  of  the  year   1S9S   (commonly 


ORDINANCES.  429 

known  as  the  Xew  Charter  of  Baltimore  City), 
as  luav  be  applicable  thereto,  as  well  as  all 
amendments  thereof,  and  also  any  other  Acts  ol 
the  said  Greneral  Assembly  of  ^faryland  which 
may  he  applicable  thereto :  and  also  in  accord- 
ance with  any  and  all  ordinances  of  the  ^fayor 
and  City  Conncil  of  Baltimore  now  in  foi'ce 
and  applicable  thereto. 

Approved  :May  9,  1923. 

V^-M  F.  BKOENIXG,  Mayor. 


^^o.  8S3. 


All  orcliuance  jjraiitin.tr  i)eiiiiissioii  to  A.  1>.  Fox  t<i 
erect  10  individual  garnu'es  in  the  rear  of  his  ])r(Mii- 
ises  21)17-2.3  Green monnt  Avenue. 


AVliereas,  Ordinance  Xo.  <>0(Uo  of  lHiM  ])ro- 
liibits  the  erection  of  a  ])nblic  irarau'e  witliin  -"JOO 
i'oof  of  a  chnrch  ;  therefore 

Skctk^x  1.  ]}('  if  onhiined  hi/  the  Majjay  and 
('If If  Oonncil  of  Balfimorc.  That  permission  be 
and  the  same  is  hereby  aranted  to  A.  B.  Fox  to 
erect  10  individnal  liaraues  in  the  rear  of  his 
premises  2917-28  Gre(Mimount  avenne ;  the  said 
2:araii'es  to  be  of  brick  constrnction  and  to  be 
erected  nnder  the  sn})ervisi(m  of  the  Inspector 
of  Buildinas  of  Baltimore  City  in  accordance 
with  the  Bnildino-  Laws  of  said  City  and  espe- 
cially in  accordance  with  the  provisions  of 
Paragraphs  12  and  13  of  Section  47  of  Ordi- 
nance Xo.  15.5,  approved  Tnne  19^  190<^,  and  all 
amendments  thereof. 
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Section  2.  ^Ind  be  it  further  ordained, 
I'liat  this  ordinance  shall  take  effect  from  the 
(late  of  its  passage. 

Approved  May  1),  1923. 

WM.  h\  BKOENING,  Mayor. 


Xo.  884. 


All  (»i-(liiiaiice  giaiiliujj;  penuLssiou  to  Closes  A.  Parii> 
to  construct  a  Warehouse  at  3634  Falls  Road. 


Skctlox  1.  Be  if  ordained  by  the  Mayor  and 
City  Coancil  of  Baltimore^  That  permission  be 
and  the  same  is  lierehv  granted  to  Moses  A,  Par- 
risli  to  eoiistruct  a  warehouse^  at  3G34  Falls 
Eoad. 

Skciiox  2.  And  be  it  further  ordained, 
riiat  in  the  construction  of  the  warehouse  the 
said  Moses  A.  Parrisli  he  and  he  is  lierebv  an- 
tliorizcd  and  ])ermitted  to  construct  the  said 
wai'olionse  in  accordance  with  the  engineering 
principles  and  formulas  hereinafter  eniinKu^ated. 
namely: 

1:2:4  Concrete — 

Direct  hearing,  500  Ihs.  per  s(].  inch. 
Direct  hearing  on   2  x  loaded  area,  .^00  lbs. 

])er  sq.  inch  on  contaet  area. 
Fibre  stress  in  bending,  650  lbs.  per  sq.  inch. 
Fibre  stress  in  bending  at  supports,  650  plus 

157^   ]>er  sq.  inch  for  continuous  l^eams. 
Punching  shear,  120  lbs.  ])er  sq,  inch. 
Shear  measuring  diagonal  tension,  40  lbs.  ])er 

s(|.  inch,  no  stirrups. 
Shear  measuring  diagonal   tension,   120  lbs. 

per  sq.  inch,  stirrups  and  bent  bars. 
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1  :  1%  :  3   Concrete — 

Direct  bearing,  625  per  sq.  inch. 

Direct  bearing  on  2  x  loaded  area,  1,000  lbs. 
per  sq.  inch  on  contact  area. 

Fibre  stress  in  bending,  800  lbs.  per  sq.  inch. 

Fibre  stress  in  bending  at  supports,  800  lbs. 
per  sq.  inch  pins  1d%  per  sq.  inch  for  con- 
tinuous beams. 

Punching  shear,  150  lbs.  per  sq.  inch. 

Shear  measuring  diagonal  tension,  50  lbs.  per 
sq.  inch. 

Shear  measui'ing  diagonal  tension,  150  lbs. 
per  sq.  inch,  stirrups  and  bent  bars. 

Steel — 

Tensile   stress   in*  reinforcing  l>ars,   10, 000 J 

])er  sq.  inch.  • 
Compression  stress  on  bars  in  beams,  10,000^ 

per  sq.  inch. 
Tnit    direct  shear   on   bars,    10,000}    per  s(|. 

inch. 
Ilond  stress,  ])laiii   bars,  SOjt,  deformed  bars, 

100#    for    1:2:4    mix.    and    100   and    120:: 

respective^'   for    \:\^.U:-'>   mix.      llo;)ks   to 

add  159f.' 
^[odnlus  of  clasticitv,    15   and    12   for    1:2:4 

and  l:!!^''^'  mix,  respectively. 

Formulas- — 

Beams — The  straight  line  f(n-mnlas  for  tlex- 

ure. 
Columns — P  equals  fc  (Ac  plus  n  As). 

Columns — 

Rodded  Columns : 

Vertical  rods  not  less  than    I'i    nor  mor(> 

than  4%. 
P  equals  500  Ac  7500  avs  for  1  :2  :4. 
P  equals  025  Ac  7500  avs  for  l:iyo:3. 
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Steel  eoluiiiiis  covered  with  '1"  plain  con- 
crete fireproafino'  not  reinforced  with 
vertical  ro^Is  and  hooping  to  he  designed 
for  stress  ( 1 6000— TOL^ ai ) . 

Hooped  Cohinins: 

^^ertical  rods  not  less  than    1  */(    nor  more 

than  4^/^ . 
P  eqnals  850  Ac  10000  avs  for  1  vl  :4. 
r  equals  1050  Ac  10000  avs  for  1  ill/o  :">. 

General  Assumption  of  Design — 

For  single  spans,  span  equals  distance  center 
to  center  of  supports. 

For  continuous  or  restrained  heams,  span 
('(juals  clear  distance  hetween  sup]X>rts. 

Brackets  at  angle  of  45*^  reduce  span  to  point 
where  their  depth  equals  1/3  of  beam- 
depth,  brackets  to  be  designed  for  shear  and 
bending. 

Tee  Beams — 

The  assumed  affective  width  of  tee  beams 
shall  not  exceed  one-sixth  the  span  length 
on  either  side  of  beam,  nor  shall  the  over- 
hang on  cither  side  at  web  exceed  six  times 
the  thicknc^ss  at  the  slab  nor  shall  the  total 
(»ffectiv(^  width  on  cither  side  of  center  of 
beam  exceed  three-eighths  of  the  distance 
between  centers  of  the  adjoining  beams. 

( '(HitiiiiKHis  I)cams  and  Slabs — 

\\  (M]nals  WL  divided  by  8;  WL  divided  by 
10;  "WL  divided  by  12:  for  simple,  semi- 
continuous  aiul  continuous  members  re- 
s])ectively,  where*  W  e<pials  total  load. 

I>ut  in  all  other  respects  the  consti'uction  of 
said  building  shall  1k^  in  accordance  with 
the  provisions  of  the  ])]'esent  Building  Code 
of  Baltimore  City. 
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Live  Load,  first  floor,  100  lbs.  per  sq.  ft. 
Live  Load,  upper  floors,  100  lbs.  per  sq.  ft. 

Si:("ri().\  o.  And  he  it  fnrtlier  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  May  i),  11)2:5. 

WM.  F.  T3R0ENTIS^G,  Mayor. 


'Eo.  885. 


An  ordinance  grantini?  permission  to  David  W.  Chert- 
kof  to  erect  a  i)ul)lic  garage  in  the  rear  of  his  prem- 
ises 1512  W.  Lafayette  Avenne. 

Whereas,  Ordinance  No.  BOOl/o  of  1921  pro- 
hibits the  erection  of  a  jjublic  garage  within  300 
feet  of  a  church  ;  therefore 

Skctiox  1.  Be  it  ordained  by  the  Mayor  and 
City  Council  of  llaltinwre^  That  permission  be 
and  the  same  is  hereby  granted  to  David  W. 
diertkof  to  erect  a  pid)lic  garage  approximately 
\A  ft.  wide  and  1-0  ft.  long  in  the  rear  of  his 
premises  1512  W.  Lafayette  avenue;  said  ga- 
rage to  be  of  brick  construction  and  to  be  erected 
under  the  supervision  of  the  Inspector  of  Build- 
ings of  Baltimore  City  in  accordance  w^ith  the 
Ibiilding  Laws  of  said  City  and  especially  in 
accA)rdance  Avith  the  provisions  of  Paragraphs 
12  and  13  of  Section  47  of  Ordinance  Xo.  155, 
approved  June  10,  lOOS,  and  all  amendments 
thereof. 

Sec'ion  2.  A)}d  he  it  further  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  May  9,  1923. 

WM,  F.  BROENING,  Mayor. 
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Xo.  SSG. 

All  orcliiiaijco  jj:raiitiiijjc  ijennissioii  to  the  Caiitoii  Na- 
tional Bank  of  Baltimore,  a  Corporation,  to  erect 
and  constrnct  at  the  northwest  corner  of  Elliott  and 
Clinton  Streets,  a  haiilv  bnildiiii;,  and  relievinir  the 
said  Canton  National  Bank  of  Baltimore  from  com- 
pliance with  certain  re(inirenieiits  of  the  Bnildlni; 
Code  of  Baltimore  City. 

Sectiox  1.  I>('  ii  ovdahicdhij  ilie  M(njor  and 
('it If  Council  of  l)(dtinwn'^  That  permission  he 
and  the  siiiiR'  is  lierebv  granted  to  the  Canton 
National  Bank  of  Baltimore,  a  corporation,  to 
erect  and  construct  at  the  northwest  corner  of 
Elliott  and  Clinton  streets,  a  twostorv  bank 
hnildinii. 

Sk'  riox  2.  And  he  if  fwiher  ordained. 
That  in  the  construction  of  said  bnilding,  the 
said  Canton  Xational  Bank  of  Baltimore  is 
herebv  authorized  and  permitted  to  construct 
the  same  in  accordance  with  the  engineering- 
principles  and  formulas  hereinafter  enumer- 
ated: 

1.  Live  load.  .")()  ])onnds  per  s(].  ft.  of  office 
floors. 

2.  Live  load  of  100  pounds  per  sq.  ft.  of  base- 
ment, first  floor. 

0.  Bednction  of  live  load  on  mendx^rs  carry- 
ing over  200  s(].  ft.  of  floor,  10%. 

1.  Beinforccd  concrete  in  bnilding.  allowable 
stress  for  compression,  nr)0  pounds  \m'y  sq.  in. 

.").  All  formulas  in  accordance  with  recom- 
memlations  of  Joint  Committee  on  reinforced 
concrete,  Amerioan  Society  of  Civil  Engineers. 
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<).  Allowable  tensile  stress  for  all  steel  work 
nf  aiiv  kind,  10.000  piHiiKls  per  sq.  in. 

7,  Allowable  shear  on  couerete,  120  }X)un(.ls 
per  sq.  in.,  reinforced  bv  steel  stirrups  to  carry 
two-thirds  of  this  in  tensi(Mi  at  1(>,000  pounds 
per  sq.   in. 

8.  Allowable  bearing  on  reinforced  concrete, 
direct  bearing  allowed  to  a  surface  of  an  area 
at  least  equal  to  twice  the  loaded  area,  SOO 
pounds  i)er  sq.  in. 

1>.  Stresses  allowed  for  rivets.  Shop  rivets 
blearing  21,000  shear,  12,000  pounds  per  sq.  in. 
Fiehl  rivets  l)earing  20,000  shear,-  10,000 
])()niids  ])er  sq.  in. 

10.  Column  formula  used,  safe  load  per  sq. 
in.  eijuals  10,000  minus  TOL  R  pounds. 

11.  Butt  ])lates  at  column  splices  onlv  where 
metal  of  upp(n"  column  does  not  bear  directly  on 
metal  of  column  below. 

But  in  all  other  respects,  the  construction  of 
the  said  building  shall  be  in  accordance  with 
the  provisions  of  the  Building  Code  of  Balti- 
more City. 

Skctiox  o.  And  he  if  furfJier  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  :\ray  0,  1028. 

WM.  F.  BROEXiyG,  Mai/nr. 
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'No.  887. 

All  ordinance  j^raiitinjj:  pennisf^ion  to  Edw.  A.  O'Mara 
and  Matthias  C.  Aiij^elniier  to  erect  an  addition  to 
the  garage  in  the  rear  of  their  premises.  S14  Park 
Avenue. 

Whereas,  Ordinance  Xo.  ()OGVi>  of  1*>lM  ])V()- 
hibits  the  erection  of  a  public  garage  within  .'U)() 
feet  of  a  church  ;  therefore 

Section^  1.  Be  it  orddined  hy  the  Mayor  ami 
City  Council  of  Baltimore,  That  permission  be 
and  tlie  same  is  hereby  granted  to  Edw.  A. 
O'Mara  and  Matthias  C.  Angelmier  to  erect  an 
addition  to  the  garage  in  the  rear  of  their  prem- 
ises 814  Park  avenne ;  said  addition  to  be  ap- 
proximately 30  ft.  wide  and  70  ft.  long,  to  be  of 
brick  construction  with  slag  roof,  and  to  be 
erected  under  the  superA'ision  of  the  Inspector 
of  Buildings  of  Baltimore  City  in  accordance 
with  the  Building  Laws  of  said  City,  and  espe- 
cially in  accordance  with  the  provisions  of  Para- 
graphs 12  and  13  of  Section  47  of  Ordinance 
No.  15r),  approvcMl  Jtme  10,  11)08,  and  all 
amendments  thereof. 

Se^'tion  2.  A/nd  he  it  further  ordained, 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  ]\Iay  9,  1923. 

Wj\r.  F.  BROEIS^ING,  Mayor. 


No.  888. 


An  ordinance  granting  permission  t<»  (J.  Sopher  to 
erect  8  individual  garages  in  thi^  rear  of  his  premises 
:\TA^  Morris  Avenue. 

Wliereas,  Ordinance  No.  OOGl^  of  1921  pro- 
hibits the  erectioai  of  a  garage  within  300  feet 
of  a  church  ;  therefore 
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Sec'Tiox  1.  Be  it  ordained  by  the  Mayor  and 
City  Coancil  of  Baltinwre^  That  permission  be 
and  the  same  is  hereby  granted  to  G.  Sopher  to 
erect  o  individual  garages  in  the  rear  of  his 
premises  3513  ^lorris  avenue;  said  garages  to 
he  erected  under  the  supervision  of  the  Inspec- 
tor of  Buildings  of  Baltimore  City  in  accord- 
ance with  the  Building  Laws  of  said  City  and 
especially  in  accordance  with  the  ])rovisions  of 
Paragraphs  12  and  13  of  Section  47  of  Ordi- 
nance Xo.  loT),  approved  June  11>,  100?^,  aud  all 
amendments  thereof. 

Six  Tiox  2.  A)id  he  if  further  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  :\lay  0,  1023. 

AVM.  F.  BROEXIXG,  Mayor. 


Xo.  889. 


All  ordinance  .umntinis:  permission  to  ('has.  Dressell  to 
install  a  gasoline  tank  and  pump  on  his  premises  2.3 
Harford  Road. 

Whereas,  Ordinance  Xo.  ()0()l/>  of  1021  ])ro- 
hibits  the  installation  of  a  gasoline  tank  Avithin 
300  feet  of  a  church ;  therefore 

Sectiox  1.  Be  it  ordained,  l)y  the  Mayor  and 
City  Council  of  Baltimore,  That  permission  he 
and  the  same  is  hereby  granted  to  Chas.  Dres- 
sell to  install  a  10  barrel  gasoline  tank  and 
])ump  on  his  premises  23  Harford  road,  to  be 
used  in  connection  with  his  public  garage  at 
this  location  :  the  said  tank  and  pump  to  be  in- 
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stalled  iindor  the  supervision  of  the  Inspector  of 
Enildings  in  accordance  with  the  laws  and  ordi- 
nances of  said  City,  and  especially  in  accord- 
ance with  provisions  of  paragraphs  12  and  13 
of  Section  -17  of  Ordinance  ^o.  155  approved 
Jnne  10,  1008,  and  all  amendments  thereof. 

Sectjox  2.  And  he  it  further  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Ap])roved  :\fay  0,  1023. 

AYM.  F.  BEOEXTXCx.  Manor. 


Xo.  soo. 

An  ordinance  j^ranting  permission  to  Frederick  AV. 
Kalil.  to  erect  a  garage  on  the  east  side  of  Mount 
Street  between  Baker  and  Pi'esl)nry  Streets,  on  ;i 
vacant  lot  there  situate. 

Whereas,  Ordinance  Xo.  (lOOl/o  of  1021  pro- 
hihits  the  erection  of  a  pnblic  garage  within 
three  hnndred  feet  of  a  chni'ch  :  therefore 

Sectjox  1.  Be  it  ordained  htj  the  Maj/or  and 
Citjj  Council  of  Baltimore  City,  that  ])ermisision 
he  and  is  hereby  granted  to  Frederick  W.  Kohl 
to  erect  a  garage  on  a  vacant  lot  on  the  east  side 
of  ^fonnt  Street,  between  Baker  and  Presbnry 
Streets,  said  garage  to  be  approximately  ninety- 
seven  feet  wide  and  ninety-two  feet  long,  and  to 
l)e  a  brick  constrnction  with  a  slag  roof  and  to 
bo  erected  nnder  the  supervision  of  the  Bnildino- 
Inspector  of  Baltimore  City,  in  accordance  witli 
the  Bnihlinc:  Laws  of  Baltimore  Citv. 
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Sk'.tiox  '2.  And  he  if  fiuiher  ordained, 
that  this  OrdiiiaiK-c  rake  efFect  from  the  date  of 
its  passage. 

Approved  :\lay  1).  Ili2:]. 


Xo.  81H. 


An  ordinance  granting  perniLssion  to  l>r.  J.  M.  Fenton 
to  erect  a  public  garage  on  bis  premises  l^nown  as 
1105  Proctor  Street. 

Whereas,  Ordinance  Xo.  (50614  of  lii21  pro- 
hibits the  erection  of  a  puldic  gara2.'e  within  'MM) 
feet  of  a  chnrch ;  therefore 

Skc'Tiox  1.  Be  it  ordained  hij  the  Mayor  and 
Citij  Connril  of  B<dti)nore,  That  permission  be 
and  the  same  is  liereby  granted  to  T>r.  J.  M. 
Fenton  to  erect  a  pnhlic  garage  on  his  premises 
known  as  1105  Proctor  street;  said  building  to 
l>e  of  brick  constniotion  and  to  be  erected  under 
the  supervision  of  the  Inspector  of  Buildings 
of  Baltimore  City  in  accordance  with  the  Build- 
ing Laws  of  said  City  and  especially  in  accord- 
ance with  the  provisions  of  Paragraphs  12  and 
lo  of  Section  17  of  Ordinance  Xo.  155,  ap- 
proved Tune  10,  lOOR.  and  all  amendments 
thereof. 

Secttox  2.  .1/^^  he  it  further  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  :May  10,  1028. 

Wir.  F.  BROFXTXG,  Mayor. 
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No.  892. 

All  ordiiiaiico  autlioriziii}^  the  llii^hways  Kiiijjineer  of 
Baltimore  City  to  surrender  to  the  Northwest 
liealty  Company,  a  rij^ht  of  way  and  a  sewer  con- 
tained in  a  riglit  of  way  in  an  alley  ten  feet  {W ) 
wide  north  of  the  Old  J^iberty  Koad  sixty-six  (00') 
wide.  The  said  Northwest  Realty  Company  Is  to 
build  new  sewers  in  J.iberty  Heights  Avenue  in 
place  and  stead  of  the  sewers  contained  in  said 
right  of  way  in  said  ten  foot   (1()')   alley. 

Section  1.  Be  it  ordained  by  the  Mayor  and 
City  Council  of  Baliimore^  that  the  Highways 
Engineer  of  Baltimore  City  be  and  he  is  hereby 
authorized  to  surrender  to  the  Xorthwest  Realty 
Conipan}',  a  body  corporate,  the  right  of  way 
and  a  sewer  in  an  alley  ten  feet  (10')  wide  north 
of  the  Old  Liberty  Eoad  sixty-six  feet  (66') 
wide,  said  right  of  way  in  which  said  sewer  is 
located  is  more  particularly  described  as  fol- 
lows : 

Beginning  for  the  center  line  of  the  same  at 
the  intersection  of  tlie  northeast  side  of  Old 
Liberty  lload  (56  feet  wide  and  the  center  line 
of  Elhunont  Street,  formerly  called  Tenth 
Street,  said  point  having  coordinates  west 
.15287.o64  feet  and  north  9539.058  feet;  run- 
ning fro'm  thence  on  the  said  centre  line  of 
Ellamoiit  Street  north  21  degrees  12  minutes 
-JO  seconds  east,  155.46  feet  to  the  intersection 
of  said  centre  line  of  Ellamont  Street  with  the 
centre  line  of  a  10  foot  alley  to  be  laid  out, 
parallel  to  and  distant  135  feet  southerly  meas- 
ured at  right  angles  from  the  southwest  side  of 
Ohowan  Avenue,  the  above  course  being  the 
centre  line  of  a  strip  of  land  66  feet  in  widtli ; 
from  thence  along  the  centre  line  of  said  alley, 
south  68  degrees  47  minutes  30  seconds  east, 
1223.01  feet  to  the  northwest  side  of  West  Wa- 
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hash  Avenue  said  last  course  being  the  centre 
line  of  a  strip  of  land  10  feet  in  width;  and 

l>eginning  for  the  same  at  a  lyoint  formed  bv 
the  intersection  of  the  northeasternmost  side  of 
Old  Liberty  Eoad  (16  feet  wide  and  tlie  centre 
line  of  Wabash  Avenue  80  feet  wide,  the  co- 
ordinates of  which  point  are  north  liOTT.410 
feet  and  west  14073. J)51)  feet ;  and  running  from 
thence  north  8  degrees  04  minutes  oO  seconds 
east,  ']'21A1  feet  to  the  centre  line  of  Chowan 
Avenue;  thence  north  71)  degrees  r)4  minutes 
10  seconds  east,  42.01)  feet  to  the  easternmost 
side  of  West  Wah»ash  Avenue  80  feet  wide,  the 
last  2  co'urseis  being  the  centre  line  of  a  strip  of 
land  80  feet  wide;' 

Excepting  from  the  ahove  described  land  a 
strip  of  land  24  feet  in  width,  the  centre  line  of 
which  is  described  as  follows: 

Beginning  for  the  same  at  a  point  in  the 
northeasternmost  side  of  Old  Liberty  Road 
formed  bv  the  intersection  of  said  northeastern- 
most side  of  Old  Liberty  Tvoad  with  the  centre 
line  of  West  Wabash  Avenue,  said  point  having 
the  coordinates  west  1407'). 1)50  feet  and  north 
0077.410  feet;  aiul  rnnning  from  thence  north 
8  degrees  04  minutes  03  seconds  east,  321.11 
feet;  thence  north  70  degrees  51  minutes  10  sec- 
onds east  42.00  feet  to  the  the  easternmost  side 
of  West  Wabash  Avenue  80  feet  wide. 

All  the  aforementioned  land  being  as  shown 
on  the  plat  entitled,  ^Tity  of  Baltimore,  De- 
partment of  Public  Improvements,  Iligliways 
Department,  Sewer  Division,  Plan  Showing 
Right  of  Way  to  be  surrendered  by  the  Oitv  of 
Baltimore  to  the  Xorthwest  Realty  Company  in 
lieu  of  said  Company  building  new  sewers  in 
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Liberty  lieigiits  Aveuiie,"  dated  August  2, 
Jt>22,  and  numbered  Jl-20-1108o,  attached  here- 
to and  made  a  part  hereof,  said  courses  and  dis- 
tances and  coordinates  being  reference  to  the 
true  meridian  of  the  Topographical  Sur\e\-  of 
Haiti  more  City. 

Skc'Tiox  2.  And  he  it  further  ordained, 
that  the  building  of  said  new  sewers  in  Lil)erty 
J leights  Avenue,  as  now  located,  shall  be  under 
the  snpervision  and  subject  to  the  approval  of 
the   Highways   Department  of  Baltimore  City. 

Si<:cTi()x  o.  And  he  it  further  ordwined, 
that  the  Mayor  of  Baltiuiore  City  be  aiid  he  is 
Jicreby  authorized  to  execute  such  deed  or  deeds 
on  behalf  of  the  Mayor  and  City  Council  of  Bal- 
timore conveying  said  sewer  and  right  of  way 
to  the  Xorthwest  Bealty  Company,  said  deed  or 
deeds  to  he  subject  to  the  approval  of  the  City 
Solicitor  of  Baltimore  City. 

Api)rov(Ml  May  10,  1<I2;]. 


Xo.  sd;]. 

All  ordiiiaiici'  autlioriziii.u:  the  lioard  of  Estimates  to 
sell  at  iniblic  or  private  sale.  i)roiJerty  located  on  the 
east  side  of  Hunter  Alley  at  a  distance  of  llo  feel, 
northerly  from  the  corner  formed  by  the  intersec- 
tion of  the  east  side  of  Ilnnter  Alley  and  the  nortii 
side  of  Preston  Street,  in  accordanci'  with  Section 
_  K)  of  the  r.altimore  City  Charter,  said  iiroperty 
heinir  no  Ioniser  n(MMl<'d  1'<>r  imlilic  use. 

Sk(  rio.x  1.  He  it  ordained  hi/  flic  M di/or  (ui/l 
Cdij  ('OiDieiJ  of  /tdlfimore,  that  the  Board  of 
Estimates  is  hereby  authori/cnl  to  sell  at  [)uhlic 
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or  private  sale,  in  pursuance  of  Section  l-J  of 
the  City  Charter  as  amended  by  the  Act  of 
1^)12,  Chapter  '^'I,  the  foUowing  (h^scrihed  prop- 
ert}' : 

Beginning  for  the  same  on  the  east  side  of 
Hunter  Alley  at  the  distance  of  one  hundred 
and  ten  feet  northerly  from  the  corner  formed 
hy  the  intersection  of  the  east  side  of  Hunter 
Alley  and  the  north  side  of  Preston  Street, 
which  place  of  beginning  is  at  the  intersection 
of  the  east  side  of  Hunter  Alley  and  the  north 
side  of  a  ten  foot  alley  there  situate;  and  rmi- 
ning  thence  easterly,  binding  on  the  north  side 
of  said  ten  foot  alley  t<^  the  southwest  corner  of 
the  secondly  described  lot  of  ground,  which  by 
deed  dated  July  22,  185(5,  and  recorded  among 
the  Land  Records  of  Baltimore  City  in  Lil>er  E. 
1).  Xo.  108,  folio  :U)1),  was  granted  and  conveyed 
by  the  President  and  l)ir(»ctors  of  the  Baltimore 
Water  Company  to  William  J.  Albert;  thencx' 
northwesterly  binding  leversc^ly  on  tlie  third 
line  of  said  lot  of  ground,  thirty-one  feet,  nine 
inches,  more  or  less,  to  the  northwest  corner  of 
said  lot;  and  thence  westerly,  parallel  with 
Preston  Street,  to  the  east  side  of  Hunter  Alley ; 
thence  southerly,  binding  on  the  east  side  of 
Hunter  .\lley  ;  to  the  place  of  beginning. 

Being  a  portion  of  the  lot  of  ground  which  by 
deed  dated  January  20,  1 110(5,  and  recorded 
among  the  Land  Records  of  BaltiuKU'e^  City  in 
Liber  R.  ().  Xo.  2204.  folio  .'U.  was  grantiMl  and 
conveyed  by  Charles  F.  Pitt,  Jr.,  and  wife  to 
the  flavor  and  City  Council  of  Baltimoi-c.  said 
])rop(U'ty  being  no  banger  ne(Mled  foi-  public  use. 

Approved  Mav  IT,  102-",. 

W.^r.  F.  BROEXIXG,  JA/yyo/-. 
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InTol  894. 

An  ordinance  jnitlioiizint:;  the  salo  of  tlie  lot  of  uiound 
on  the  east  side  of  ^Melvin  Avenne,  nortli  of  Fred- 
erick Avenne,  to  the  Catonsville  ^Fethodist  10])is- 
copal  Church,  said  proiterty  lieiui;  no  loiiirer  neiMled 
for  i)ul>lic  use. 

Skctioa'  1.  Be  it  ovdnined  hy  the  Matjor  and 
Cltij  Couucil  of  I)((Uiiitore.  that  the  (V)iiiptroller 
of  Baltiriiorc  City  he  and  he  is  herehy  author- 
ized to  sell,  at  private  sale,  to  the  (^atonsville 
Methodist  E]:)iscopal  C^lmreh,  subject  to  the  ap- 
])roval  of  the  Board  of  Kstimates,  such  approval 
to  he  80  entered  upon  its  nr'nutes,  the  lot  of 
ground  approximately  l.")!)  ft.  hy  202  ft.  on  the 
east  side  of  !^[elvin  Avenue,  north  of  Frederick 
Avenue  and  adjoining  the  ])roperty  of  the  said 
Catonsville  ^Fethodist  Episcopal   Church. 

Si-:c.  riox  2.  And  he  It  further  ordained, 
that  no  deed  or  deeds  shall  pass,  in  accordance 
with  the  provisions  of  this  (U'dinance,  until  the 
same  have  heen  approved  Ivy  the  City  Solicitor. 

SiECTiox  r>.  And  he  it  further  ordai}ied. 
that  this  Ordinance  shall  tahe  effect  from  the 
date  of  its  passage. 

Ap])roved  May  1Y,  1923. 

WM.  E.  BHOENmG^  Mayor. 
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Ko.  8ii5. 

An  ordintince  to  coiuleiiin.  open  Jind  widen  riiihidcl- 
phia  Road  from  its  present  width  of  ahont  GO  fe<'t 
to  a  i)i-oposed  width  varyini;  from  SO  feet  to  l.li: 
feet  from  a  point  22"  feet,  more  or  less,  west  of  the 
center  line  of  the  Baltimore  and  Ohio  Railroad  to 
the  Eastern  lionndai-y  of  Baltimore  City  as  estab- 
lished in  i;)is.  ill  accordance  with  a  plat  thereof 
tiled  in  the  Ottice  of  the  Commissioners  for  Opening 
Streets  on  the  13th  day  of  April,  1922,  and  now  on 
file  in  said  Office. 

Skctiox  1.  r>e  it  ()!■(](( i II rd  hi/  the  Mayor  (Did 
C'dij  (Uiii.nril  of  Baltimore^  that  the  Commis- 
sioau^'s  for  Opening  Streets  lie,  and  thev  are, 
lierebv  authorized  and  directed  to  condemn, 
open  and  widen  Pliiladeljihia  Koad  from  its 
])resent  width  of  alxint  <>()  feet  to  a  projvosed 
width  varying  from  80  feet  to  152  feet  from  a 
point  225  feet,  more  or  less,  west  of  the  center 
]\uo  of  the  l)altimoi'e  and  Oliio  Ixaih'oad  to  the 
eastern  bonndaiy  of  Baltimore  (^ity  as  estal)- 
lished  in  1018,  the  hmd  hcn-ehv  directed  to  lie 
coai(h'nin('d  foi-  said  opening  and  widening  heing 
described  as  follows: 

lieginning  foi-  tlie  same  at  a  point  on  the 
noi'thwesternmost  side  of  Philadelphia  Road  as 
now  laid  out  and  distant  225  feet  more  or  less 
westerly  ivom  the  center  line  of  the  Baltimore 
and  Ohio  liailroad  measured  along  the  north- 
westernmost  side  of  said  Philadel])hia  Road,  the 
co-ordinates  of  said  point  of  beginning  being 
based  npon  the  system  nscnl  by  the  Citv  of  Bal- 
timore Topographical  Snrvev  (\mimission  IxMng 
east  1 7-^22. :U  feet  and  north  87l.9()  feet  and 
rnnning  thence  binding  on  the  northwestern- 
most  side  of  Fhila(l(d])hia  Boad  north  ()5°  4-')' 
'39"  east  24-5.52  feet,  thence  north  (15°  55'  20" 
east  1201). 00  feet,  thence  by  a  line  curving  to 
the  right  with  a  radins  of  8575.75  feet  the  dis- 
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tanc'c  of  r)04.o4  feet  whicli  arc  is  subtended  by  a 
cliord  bearing-  iioi-tb  07°  mV  25"  east  :)04'.2r) 
feet,  thc-iice  by  a  straight  line  bearing  north  ()1)° 
1  V  'MV  east  21():).48  fVet,  tbenee  by  a  line  curv- 
iiiii  to  the  left  with  a  radius  of  2766.20  feet  the 
distance  of  isn.-l-l  feet  which  arc  is  subtended 
I;y  a  cliord  hearing  north  6-1:°  1.5'  .53"  east 
-1-S-1-.77  feet,  thence  by  a  straight  line  bearing 
north  5!)°  14'  17"  east  710.15  feet  and  thence 
\)\  a  line  curving  to  the  left  with  a  radius  of 
2(;(il.n2  feet  the  distance  of  4S4.7S  feet  which 
arc  is  suhtended  hy  a  diord  hearing  north  54° 
or  15"  east  484.11  feet,  thence  by  a  straight 
line  hearing  north  48°  48'  13"  east  2181.21  feet 
to  intersect  the  Eastern  Boundary  of  Baltimore 
Citv  established  in  1018;  thence  binding  on  said 
Kastern  Boundary  due  south  202.00  feet  to  in- 
tersect a  line  drawn  ])arallel  to  and  distaiit  152 
fret  measured  at  right  angles  southeasterly  from 
the  eighth  line  in  this  description,  thence  revers- 
iuii  ^aid  liiH^  so  drawn  and  binding  thereon  and 
on  sti'aight  and  curved  lines  parallel  and  dis- 
tant 152  feet  southeasterly  measured  at  right 
angles  fi-om  the  seventh,  sixth,  fifth,  fourth, 
thii'd  and  second  lines  of  this  descri])tion  re- 
s])ectively  as  follows:  south  48°  48'  13"  west 
2018.18  fcvt,  thence  by  a  line  curving  to  the 
right  with  a  radius  of  281.'). 02  feet  the  distance 
of  512.57  feet  Avhich  ai'c  is  subtended  by  a 
chord  bearing  south  54°  01'  15"  west  511.76 
i'evf,  tluMUv  by  a  straight  line  south  50°  14'  17" 
west  710.15  feet,  thence  by  a  line  curving  to  the 
right  witli  a  radius  of  2018.20  feet  rho  dis- 
tance of  512.08  feet  which  are  is  subtended 
hy  a  chord  bearing  south  64°  15'  53"  west 
5  1  1.30  feet,  thence  by  a  straight  line  south  00'^ 
17'  30"  west  2165.48  feet,  thenee  by  a  line 
curving  to  the  left  with  a  radius  of  8423.75  feet, 
thv  distance  of  405.41  feet  which  arc  is  sub- 
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tended  hy  a  cliord  l)eariiiii-  south  <>T'^  oO'  25" 
west  4:9^). o2  feet,  thence  hy  a  straight  line  south 
():>^  :).')'  20''  west  IIOO.TO  ft^t,  thence  hy  a  line 
curving  to  the  right  with  a  radius  of  010.!).")  feet 
the  distance  of  220. s2  feet  which  arc  is  suIh 
tended  hy  a  chord  hearing  south  7^)°  -JO'  4-1" 
west  224.54  feet,  thence  hy  a  straight  line  "^7^ 
00'  02"  west  23.55  feet,  thence  hy  a  line  curvini: 
to  the  left  with  a  radius  of  ol7.V)8  feet  the  dis- 
tance of  118.31  feet  which  arc  is  suV>tended  by  a 
chord  l^earing  south  76°  24'  :)0"  west  117'.1>3 
feet,  thence  hy  a  straight  line  parallel  to  and 
distant  80.00  feet  measured  at  right  angles 
soutlieasterly  from  the  first  line  of  this  descri])- 
tion,  south  05°  43'  30"  west  25.00  feet  and 
thence  ci-ossing  the  Philadelphia  Koad  at  riglit 
angles  north  24°  10'  21"  west  80.00  fVct  to  the 
point  of  heginning. 

The  courses  in  the  ahove  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore To])ograpliica]  Survey  Commission,  said 
road  as  directed  to  l:e  condemned,  opened  and 
widened,  Ixnng  delineated  and  particularly 
shown  (Ui  a  })lat  which  was  filed  in  the  ottice  of 
the  Commissioners  for  Opening  Streets  on  the 
13th  day  of  April.  1022,  and  is  now  on  file  in 
said  oflRce. 

Skc!  lox  2.  A)irJ  he  if  fnrflicr  ordahied, 
that  the  proceedings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation, opening  and  widening  of  said  Philadel- 
phia Road  and  the  jUDceedings  and  rights  of  all 
parties  interested  or  affected  therehy,  shall  he 
regulated  hy,  and  he  in  accordance  with,  all 
such  provisions  of  Article  4  of  the  Puhlif  Lcx-al 
Laws  of  ^faryland,  as  enacted  hy  Chapter  123 
of  the  Acts  of  the  General  Assembly  of  ^larv- 
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land  of  the  year  181)8  (cuminonly  known  as  the 
New  C'liai1:er  of  l>altiniore  City),  as  may  bi?  ap- 
l>lical)le  tlieivto,  as  well  as  all  anienchnents 
thereof,  and  also  any  other  Acts  of  the  said 
(General  Assembly  of  ^laryland  which  may  be 
applicable  thereto;  and  also  in  accordanc<'  with 
any  and  all  ordinances  of  the  Mayor  and  City 
Council  of  lialtimore  now  in  force  and  appli- 
cable thereto. 

A[)i)r()ved  May  3  8,  1<)93. 

WM.  F.  IIROEXIXG,  Maijor. 


1^0.  896. 

All  ordinance  to  coiuleiiin.  open,  widen  and  .irnide 
Homestead  Street,  from  the  northwest  side  of  Polk 
Street  to  the  northwest  side  of  Tinires  Lane,  in  ac- 
cordance with  a  plat  thereof  tiled  in  the  otiice  of 
the  Commissioners  for  Oiieiiiiii:  Streets,  on  the  .'Ul 
day  of  February,  1928,  and  now  on  file  in  said 
office. 

Skc  riox  1.  Be  it  ordnincd  hij  Hie  Mayor  cni'l 
('if II  CoKiiril  of  Baltimore.  That  the  Commis- 
sioners for  ()])enini>  Streets  be,  and  they  are 
hereby  anthorized  and  directed  to  condemn, 
o]K'n,  widen  and  iirade  Homestead  street,  fix>m 
its  present  width  of  ."iO.O  feet  to  a  width  of  00.0 
fc't,  from  the  northwest  side  of  Polk  street  to 
the  northwest  side  of  Tinges  lane,  the  land  here- 
by directed  to  ]«>  condemned  for  said  openiuii, 
wideniiiii  and  ^radinii'  l>eini»"  descnl)ed  as  fol- 
lows: 

Be\i>:innin£i'  for  the  same  at  a  point  on  the 
northwest  side  of  Polk  street  50.0  feet  wide, 
said  ])oint  of  beii'iiinini:  Ix^ina  distant  38.0  feet 
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soiitliwesterly  from  the  center  line  of  Home- 
stead street  as  noAv  laid  ont ;  the  co-ordinates  of 
said  point  of  beginning,  based  upon  the  system 
used  bv  the  City  of  Baltimore  Topographical 
Snrvey  Commission,  being  east  5802.81  feet 
and  north  8:]2o.43  feet  and  running  thence  ])ar- 
allel  Avith  and  distant  S.O  feet  'southwesterly 
measured  at  right  angles  from  the  southwest 
side  of  Homestead  street,  as  now  laid  out  50.0 
feet  Avide,  the  two  following  courses  and  dis- 
tances, namely:  north  51°  Op  28''  west  2205. -Is 
feet  and  north  (5:]°  27'  10"  west  2340.30  feet 
to  intersect  the  northwest  side  of  Tinges  lane; 
thence  binding  on  the  northwest  side  of  said 
Tinues  lane  noi-th  30°  30'  15"  east  67.72  feet 
to  intersect  a  line  drawn  parallel  with  and  dis- 
tant <)().0  feet  northeasterly  measured  at  right 
angles  from  the  second  line  of  this  desciiption ; 
thence  reversing  said  lines  so  drawn  and  bind- 
ing thereon  and  along  a  line  drawn  parallel 
with  and  distant  60.0  feet  northeasterly,  meas- 
ured at  right  angles  from  the  first  line  of  this 
description ;  the  two  following  courses  and  dis- 
tances, namely:  south  03°  27'  10"  east  2332.27 
feet  and  south  51°  05'  28"  east  2212.03  feet  to 
intersect  the  northwest  side  of  said  Polk  street ; 
and  thence  binding  on  the  northwest  side  of 
said  Polk  street  south  38°  54'  32"  west  00.0 
feet  to  the  place  of  beginning. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
tiuKU'e  Topographical  Surwey  Commission. 

The  said  Street  as  directed  to  be  condemned 
being  delineated  and  particularly  sluwni  on  a 
]dat  which  was  filed  in  the  Office  of  the  Commis- 
sioners for  Opening  Streets  on  3rd  day  of  Feb- 
ruary in  the  year  1023,  and  is  now  on  hie  in  the 
said  Office. 
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vSec'ijox  2,  A)i(]  he  it  furtJier  ordained. 
That  the  proceedings  of  said  Coiiiinissioiiers  for 
Opening  Streets,  with  reference  to  the  condem- 
nation, opening,  wichniing  and  grading  of  said 
street,  and  the  proceedings  and  rights  of  all  ])ar- 
ties  interested  or  affected  therebv,  shall  he  regu- 
lated bv,  and  he  in  accordance  with,  all  snch  pro- 
visions of  Article  4  of  the  Pnblic  l.ocal  Laws  of 
Maryland,  as  enacted  by  Chapter  l2o  of  the 
Acts  of  the  General  Assembly  of  Maryland  of 
the  year  1898  -  (eonmionly  known  as  the  Xcw 
Charter  of  Baltimore  City),  as  may  1k'  appli- 
cable thereto,  as  well  as  all  amendments  thereof, 
and  also  any  other  Acts  of  the  said  General  As- 
sembly of  ^[aryland  which  may  be  applicable 
thereto;  ajid  also  in  accordance  with  any  and  all 
Ordinances  of  the  Mayor  and  City  Conncil  of 
I>altimoi*e  noAv  in  force  and  applicable  thereto. 

Ai)])roved  :\Iay  18,  1923. 

WM.  F.  HROENINCJ.  .l/^///or. 


Xo.  89 


i. 


All  ordiiiMiice  ixraiitiii.u;  aiitlKirity  tt)  Tlio  liartlctt  Hay- 
ward  Coiiiiiany.  a  corporation  oriraiiized  iimler  the 
laws  of  the  State  of  Maryland,  to  erec-t  a  steel 
crane  to  travel  ahove  and  across  Mclleiiry  Streer 
l)et\v<'en  Scott  and  Parkin  Streets. 

Skc'i'io.x  1.  He  if  ordfdned  hi/  flic  Maijor  and 
Cifij  (Ufiniril  of  Balfiniorc  Cifi/  that  the  Bart- 
lett  Hayward  Company,  or  its  assigns,  bo  and  it 
is  liei-eliv  authorized  to  construct  and  maintain 
at  its  (iwn  cost  foi'  a  period  of  t\v(Mity-tiv(»  years, 
and  with  tlie  fnrth<n'  right,  at  a  fair  revaluation 
to  maintain,  for  an  additional  ])eriod  of  twenty- 
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five  years  a  traveling  crane  and  the  necessary 
superstructure  therefor  above  and  across  the  sur- 
face of  McHenrv  Street  l)etween  Scott  and 
Parkin  Streets;  upon  tlie  terms  [Uid  condition^ 
following-,  that  is  to  say : 

1 — Tli'dt  the  said  crane  sliall  carry  a  load  of 
a[)})i-oxiniately  twenty  tons.  The  first  track  of 
the  craneway  shall  l>e  within  hfty-two  and  fifty- 
six  feet  from  tlie  l)uilding  line  on  the  east  side 
of  Parkin  Street,  and  the  other  track  shall  he 
witliin  between  one  hundred  and  twenty-eight 
and  one  hundred  and  thirty-two  feet  from  said 
liuihling  line  on  Parkin  Street.  Two  })late  gird- 
ers abont  five  feet  deep  shall  be  erected  across 
]\rcirenry  Street  at  an  elevation  of  twenty-live 
feet  from  the  present  street  level,  the  said  eleva- 
tion ludng  measured  from  the  underside  of  tlic 
girders.  It  is  understood,  however,  that  no 
uprights  or  sup])orts  shall  be  erected  in  Mc- 
Henry  Street.  The  crane,  the  superstructure 
and  all  other  nuiterials  used  in. connection  there- 
with shall  be  of  fireproof  construction.  And 
fui-ther  the  said  crane  and  superstructure  shall 
l)e  erected  and  completed  under  the  supervision 
and  to  the  satisfaction  of  the  Highways  Engi- 
neer of  Baltimore  City. 

■2 — That  the  Mayor  and  City  Council  of  Bal- 
tiuKU'e  hereby  ex])ressly  reserve  the  right  and 
duty  at  all  times  to  exercise  in  the  interest  of 
the  public  full  munici])al  su])ervision,  regula- 
tion and  contr(d  in  respect  to  all  matters  con- 
nected with  this  grant  and  not  inconsistent 
with  the  terms  thereof. 

.3— That  the  said  The  Partlett  Kayward  C(mi- 
pany.  or  its  assigns,  shall  maintain  the  super- 
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structure  and  crane  in  good  condition  tlirough- 
out  the  full  term  of  this  grant,  and  shall  save 
and  keep  harmless  the  Mayor  and  City  Conncil 
of  Baltimore  against  and  from  all  damage,  loss, 
cost  or  expense,  of  every  kind  and  character,  to 
which  it  may  ho  suhjected  hy  reason  of  the  erec- 
tion of  said  superstructure  and  crane,  or  the 
maintenance  thereof,  and  that  the  privilege 
hereby  granted  shall  not  he  assigned  except  with 
the  consent  of  the  Board  of  Estimates  of  Balti- 
more City,  and  that  siaid  privilege  shall  he  re\o- 
cahle  at  any  time  hy  the  said  Board  of  Esti- 
mates. 

4— That  The  said  The  Bartlett  TTayward 
Company  shall  pay  to  the^Fayor  and  City  Coun- 
(•il  of  Baltimore  the  sum  of  One  Hlmdred  and 
Fifty  Dollars  ($150.00)  per  annnm  as  compen- 
sation for  the  franchise  her(d>y  granted  and  all 
expenses  of  advertising. 

Section.  2.  And  he  it  further  ordained 
that  non-compliance  with  any  of  the  terms  and 
conditions  of  the  grant  hereby  made  shall  oper- 
ate a  forfeiture  of  the  same,  and  that  nothing 
short  of  an  ordinance  of  the  Mayor  and  City 
Council  of  Baltim(n*e  shall  operate  as  a  waiver 
of  anv  forfeiture  of  the  grant  hereby  made. 

S|.;c'n<)X  8.  And  he  if  fiirllier  ordained 
that  this  ordinance  sliall  take  effect  from  the 
date  of  its  ])assage. 

Approved  ]\ray  IS,  1023. 

WM.  F.  BBOEXTXG,  Mai/or. 
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Xo.  898. 

All  ordinance  granlin.i;  to  The  I'nited  liailways  and  Elec- 
tric Company  of  Baltimore,  its  snccessors  and  assii^ns. 
the  right  to  construct,  maintain  and  operate  a  singit 
traclv  and  coiniectini*-  tracks,  curves  and  switclies,  with 
the  necessary  poles,  wires  and  overhead  construction 
as  follows:  A  single  track  on  the  south  side  of  the 
Windsor  Mill  Koad  l)eginning  at  a  poinr  four  Inui- 
dred  and  thirty  (480)  feet  west  from  the  western- 
most rail  of  its  tracks  located  upon  (4arrison  Ave- 
nue, and  running  thence  easterly  on  Windsor  Mill 
lioad  to  connect  witli  its  northbound  track  on  (Jar- 
rison  Avenue:  also  the  right  to  maintain  and  op 
erate  connecting  tracks,  curves  and  switches,  as  now 
located,  from  its  existing  tracks  on  Windsor  Mil! 
Koad,  (Harrison  Avenue  and  Clifton  Avenue  into  its 
property  at  the  intersection  of  tliese  streets;  and 
lo  run  on  the  aforesaid  track  and  connecting  tracks, 
curves  and  switches  cars  to  be  propelled  by  elec- 
tricity supplied  by  overhead  wires  or  by  the  storage 
system  or  by  any  improved  system  which  may  be  ap- 
proved by  the  Mayor  and  Highways  Engineer. 

Skctiox  1.  Be  if  ordained  bij  the  Mayor  am] 
Citij  Council  of  Baltimore,  that  The  rnited 
Eailways  and  Electric  Company  of  Baltimore, 
its  successors  and  assigns  be,  and  it  is  hereby 
anthoiized  and  empowered  to  lay  down,  con- 
struct, maintain  a  single  track,  and  connecting 
tracks,  curves  and  switches  as  hereinafter  men- 
tioned and  to  run  cars  and  to  operate  a  railway 
thereon  aiid  also  erect  and  maintain  the  neces- 
sary poles,  wires  and  overhead  construction  and 
appurtenances  as  may  be  necessary  and  proper 
for  said  single  track  and  connecting  tracks, 
curves  and  switches  namely,  a  single  track  on 
the  south  side  of  the  Windsor  ]\rill  Eoad  be- 
ginning at  a  point  four  hundred  and  thirty 
(430)  feet  west  from  the  westernmost  vail  of  its 
tracks  located  upon  Garrison  Avenue,  and  rnii- 
]iing  thence  easterly  on  Windsor  ^Fill  Road  to 
connect  with  its  northbound  track  on  Garrison 
Avenue;  also  th(^  right  to  maintain  and  operate 
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connect iiig  tracks,  ciin'es  and  switches,  as  now 
located,  from  its  existing  tracks  on  Windsor 
^Mill  Road,  Garrison  Avenue  and  Clifton  Ave- 
nue into  its  property  at  the  intersection  of  these 
streets ;  and  the  said  company  is  hereby  further 
authorized  and  empowered  to  connect  the  tracks 
and  overhead  construction  hereby  authorized  by 
all  necessary  appurtenances  with  the  tracks  and 
overhead  construction  already  in  existence  at 
said  locations,  and  to  make  necessary  modifica- 
tions of  special  work  and  to  run  on  the  afore- 
said tracks  cars  to  be  propelled  by  electricity 
supplied  by  overhead  wires  or 'by  the  storage  sys- 
tem or  by  any  improA^ed  system  whicli  may  be 
approved  by  the  ^fayor  and  Highways  Engineei'. 

Si:(,'rjox  1^.  And  he  it  farther  ordained, 
that  the  said  railway  tracks  shall  be  built  ami 
renewed  from  time  to  time  under  the  super\i- 
sion  and  subject  to  the  approval  of  the  High- 
ways Engineer,  and  the  rails  and  renewals 
thereof  from  time  to  time  shall  be  of  the  mO'St 
improved  pattern  of  girder  rails  and  of  a  similar 
gauge  to  tracks  now  in  use  in  said  City,  and  to 
be  so  constructed  and  laid  down  as  not  to  ob- 
struct or  impede  the  free  flow  of  water  across 
said  streets,  or  down  the  gutters  thereof. 

Skc'I'iox  o.  And  he  it  farther  ordained. 
that  the  said  grantee,  its  successors  or  assigns, 
shall  at  its  own  expense  in  laying  down  or  relay- 
ing down  from  time  to  time  the  railway  tracks 
hereby  authorized  on  said  streets  adjust  the  said 
tracks  to  the  grades  of  said  streets  as  the  same 
now  are  or  may  hc^reafter  be  established  liy  law, 
and  shall  at  its  oAvn  expense^  keep  the  space 
within  each  of  said  tracks  and  for  two  feet  on 
either  side  thereof,  in  thorough  repair,  and  shall 
at  its  own  expense  keep  the  same  free  from  snow 
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OT  other  obstructioiis,  Init  without  olistructiiiii,- 
the  other  portioiis  of  said  streets  on  cither  side 
of  said  tracks  and  shall  pay  to  the  (^ity  if  and  so 
often  as  said  streets  or  any  of  them  shall  be 
paved  or  repaved  by  the  Mayor  and  City  Coun- 
cil of  J>altiniore,  its  othcers  and  agents,  or  any 
other  officers  or  agents,  duly  authorized  by  law, 
the  cost  of  paving  or  repiaving  tlic  spaces  b<'- 
tween  the  said  tracks  and  extending  for  two  feet 
on  either  side  thereof,  of  wliatever  mate^rial  the 
same  may  be  constructed.  The  Tnited  Rail- 
ways and  Electric  Company  of  Baltimore  shall 
also  pay  to  tlu^  City,  within  thirty  ('30 j  days 
aftei'  written  notice  from  the  Highways  Kngi- 
neer  of  the  amount  due,  the  cost  of  relocating, 
Sitrengthening  or  otherwise  pro'tecting  all  sub- 
surface structures  belonging  to  the  Mayor  and 
(^ity  Council  of  Baltimore  located  in  the  street 
beneath  the  spa,ce  between  the  rails  of  said 
tracks  and  for  two  feet  on  either  side  thereof, 
and  shall  also  pay  to  the  City  within  thirty  (30) 
days  after  written  notice  from  the  Highways 
Engineer  of  the  amount  due,  the  cost  of  rehj- 
cating  any  surface  structures  beloiiging  to  the 
City  made  necessary  by  the  construction  of  said 
tracks,  the  judgment  of  the  Iligiiways  Phigineer 
approved  by  the  Board  of  Estimates  as  to  the 
work  iK^cessary  to  safeguard  said  sulvsurface 
structures  and  as  to  the  necessity  of  relocating 
any  surface  structures  to  be  final ;  and  the  said 
The  rnited  Railways  and  Electric  Company  of 
Baltimore  shall  also  pay  to  the  Mayor  and  City 
Conncil  of  Baltimore  within  thirty  (80)  days 
after  written  notice  from  the  Highways  Engi- 
neer of  the  amount  due,  the  cost  of  such  addi- 
tional sewer,  inlet  or  inlets  with  the  necessary 
connecting;  pipe  or  pipes  as  in  tlie  judgment  of 
the  Highways  Engineer  are  required  for  the  pur- 
pose of  proper  drainage  as  the  result  of  the  con- 
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struotioii  of  said  tracks.  The  said  work  of  relo- 
cating surface  structures  and  relocating, 
strengthening  or  otherwise  protecting  sub-sur- 
face structures,  to  be  done  concurrently  with  the 
laying  of  said  tracks  and  before  the  restoration 
of  the  street  paving. 

Section  4.  And  he  it  further  ordained, 
that  the  Mayor  and  City  Council  of  Baltimore 
shall  at  all  times  have  and  retain  the  power  and 
right  to  reasonably  regulate,  in  the  public 
interest,  the  exercise  of  the  rights  herein 
granted  and  that  the  said  rights  shall  l)e 
exercised  and  enjoyed  within  six  (0)  months 
after  the  grant,  as  provided  by  Section  37 
of  Article  4-  of  the  Code  of  Public  Local 
Laws  of  Maryland,  entitled  **City  of  Balti- 
more," sub-title  "Charter,''  and  that  the  rights 
herein  granted  shall  be  held,  exercised  and  en- 
joyed for  the  period  of  twenty-five  (25)  years 
and  witli  the  further  right  to  said  grantee,  at  a 
fair  revaluation,  including  in  such  revaluation 
the  value  derived  from  said  right,  to  renewals 
not  exceeding  in  the  aggregate  twenty-five  (25  ) 
years;  that  upon  the  termination  of  said  rights 
herein  granted  there  shall  be  a  fair  valuation  of 
the  plant  and  ])roperty  of  said  grantee,  to  be 
constructed  by  virtue  of  this  ordinance,  which 
shall  1)0  and  become  the  property  of  the  City  of 
Baltimore,  at  its  election,  on  its  paying  said 
grantee  said  valuation ;  that  said  payment  is  to 
be  at  a  fair  and  equitable  valuation  of  the  same 
as  property,  excluding  any  value  derived  from 
tlie  right  or  franchise  by  this  Ordinance  grant- 
(d:  the  said  revaluation  and  valuation  liereinbe- 
fore  provided  for  to  be  determined  upon  Ivy  two 
arbitrators,  one  to  be  appointed  by  the  Mayor 
of  the  City  of  Baltimore*  and  the  other  to  be  a])- 
pointed  by  the  said  grantee,  its  representatives 
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or  assiiiiis,  who,  in  ease  tliev  shall  1k^  iniahle  to 
agree  hetwceii  theiiisc^lves,  shall  appoint  a  third 
arhitrator  and  rlu^  decision  of  a  niajorit\-  of  said 
arhitratoi's  shall  lie  tinal  and  hinding  as  to  a  re- 
\-aliiation  or  valnation  aforesaid;  ])rovide(l,  that 
if  said  two  arbitrators  shall,  after  a  reasonable 
time,  fail  to  agree  npon  an  nmpire,  then  the 
Board  of  Estimates  shall  appoint  such  umpire. 

Skc'Tio^-  '}.  A)t'J  he  it  further  ordained, 
that  the  right  and  duty  are  herehv  expressly  re- 
served to  the  Mayor  and  City  C'onncil  of  Balti- 
more at  all  times  to  exercise  in  the  interest  of 
the  public  full  municipal  superintendence,  reg- 
ulation and  control  in  respect  to  all  matters  con- 
nected with  the  aforesaid  grants  and  not  incon- 
sistent with  the  terms  thereof  and  in  tlie  event 
of  the  said  grantee,  its  successors  or  assigns,  re- 
fusing, neglecting  or  failing  to  comply  with  any 
of  the  terms  or  conditions  upon  which  the  said 
franchises  and  rights  are  herel>y  granted,  said 
franchises  and  rights  shall  1)e  and  become  wholly 
null  ami  void. 

Skctiox  <).  A)\d  he  it  fnrtJier  ordaijied. 
that  non-compliance  at  any  time  or  times  by  the 
gTantee,  its  successors  (U-  assigns,  with  any  of 
the  terms  of  the  grant  hereh.y  made,  shall  o])Ci- 
ate  as  a  forfeiture  of  the  grant  hereby  made, 
Avhich  shall  thereupon  be  and  become  void  and 
that  nothing  short  of  an  ordinance  of  the  Mayor 
and  City  Council  of  Baltimore  shall  operate  as 
a  waiver  of  any  forfeiture  of  the  grant  hereby 
made. 

Skctiox'  7.  -1//^/  he  it  further  ordained. 
that  the  compensation  to  be  paid  by  tli(>  Fnited 
Tvailways  and  Electric  Company  of  Baltimore^ 
for  the  franchises  ami  i-ights  hereby  granted 
shall  l)e  the  sum  o^  One  Dollar  (  $1.00  )  per  run- 
ning foot,  the  number  of  feet  and  the  t(^tal 
amount  of  the  compensation  to  be  fixed  bv  the 
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Tliirhways  Eno^ineei'  after  the  moasurement  l)v 
him  of  the  actnal  niiniher  of  feet  of  track  laid 
niirler  the  provisions  of  this  ordinance,  and  all 
expenses  of  advertisini>". 

Skctiox  8.  A))(l  he  It  fnrfliei-  ordnincd, 
that  this  Ordinance  shall  take  effect  fi'oni  the 
dat(^  of  its  passage. 

A])i)ro\'ed  ]\ray  18,   ll)2:k 

AVAL  F.  iniOKXIXCJ.  Miujor. 


Xo.  801). 
All  ordinance  ,i!;rantin,u:  to  The  T'nited  Knilways  .nid 
p]lectric  Company  of  Baltimore,  its  successors  aiul 
assigns,  the  right  to  construct,  niaintnin  and  oper- 
ate single  and  double  track  carves  and  double  tracks 
with  the  necessary  poles,  wires  and  overhead  coh- 
strnction.  as  follows:  double  track  carves  around 
the  northeast  corner  of  AVolfe  and  I>ank  Streets, 
connecting  the  existing  trjicks  on  Wolfe  Street  with 
the  existing  tracks  on  Bank  Street;  single  track 
curve  around  the  northwest  coriu-r  of  Eastern  Ave- 
nue and  Wolfe  Street,  connecting  the  existing  east- 
bound  track  on  Eastern  Avenue  with  the  existing 
northbound  track  on  Wolfe  Street:  single  track 
curve  around  the  southeast  corner  of  Eastern  Ave- 
nue and  Ann  Street,  connecting  the  existing  north- 
bound track  on  Ann  Street  with  the  existing  east- 
bound  track  on  I^^astern  Aveime:  double  track  curves 
around  the  northeast  corner  of  Kenwood  Avenue 
and  Hudson  Street  connecting  the  existing  tracks 
on  Kenwood  Aveinie  with  the  existing  tracks  on 
Hudson  Street:  double-track  curves  around  l)oth  tln^ 
southeast  and  southwest  corner  of  First  Street  and 
Toone  Street,  connecting  the  existing  tracks  on 
Toone  Street  with  the  existing  tracks  on  First  Street : 
double  tracks  on  Hudson  Street  from  Ell  wood  Ave- 
nue to  Third  Stre<'t.  connecting  with  the  existing 
tracks  on  Hudson  Street  west  of  Ellwood  Avenue 
and  also  connecting  with  the  existing  tracks  on 
Third  Street  by  double  track  curves  around  the 
northwest  corner:  and  lo  i-un  on  the  aforesaid 
tracks  cars  to  be  jn'opelkMl  by  electricity  or  by  the 
storage  system  or  l>y  any  improved  system  which 
may  be  ai)i)rov(Ml  by  the  Afayor  and  Highways  En- 
gineer. 

Skci'io.y  1.      He  it  orddlncd  hi/  the  Mai/or  (ouJ 
CHij    Coiinci]    of   JtdlUniorc,   that   The    Ignited 
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Kailwa^'s  and  Klectrip  (\)nipaiiy  of  Ijjiltiiiiorc. 
its  successors  and  assigns  \yv,  and  it  is  licrehy 
authorized  and  empowered  to  lay  down,  con- 
struct and  maintain  single  and  douMe  track 
curves  and  double  tracks  as  liercinafrcr  men- 
tioned, and  to  run  cars  and  operate  a  railway 
rhereon  and  also  erect  and  maintain  the  neces- 
sary poles  and  wires  and  overhead  construction 
and  ap})urtenances  as  may  be  necessary  and 
proper  for  said  single  and  double  track  curves 
and  double  tracks,  namely :  double  track  curves 
around  the  northeast  corner  of  Wolfe  and  Bank 
Streets,  connecting  the  existing  tracks  on  Wolfe 
Street  with  the  (existing  tracks  on  Bank  Street; 
single  track  curve  around  the  northwest  corner 
of  Eastern  Avenue  and  Wolfe  Street,  connect- 
ing tlie  existing  easthound  track  on  Eastern 
Avenue  with  the.  existing  northljound  trjU'k  on 
Wolfe  Street;  single  track  curN'e  around  th(» 
southeast  corner  of  Eastern  Avenue  and  Ann 
Street,  connecting  tlu^  existing  northbound  track 
on  Ann  Street  with  the  existing  eastbound  track 
on  Eastern  Avenue;  double  track  curves  around 
the  northeast  corner  of  Kenwood  Avenue  and 
Hudson  Street,  connecting  the  existing  tracks  on 
Kenwood  Avenue  with  tlie  existing  tracks  on 
Jludson  Street:  double  track  curves  around  both 
the  southeast  and  southwest  corner  of  First 
Street  and  Toone  Street,  connecting  the  exist- 
ing tracks  on  Toone  Street  with  the  existing 
tracks  on  F'irst  Street;  double  tracks  on  Hud- 
son Street  from  Elhvood  Avenue  to  'Fhird 
Street,  connecting  with  the  existing  tracks  on 
Hudson  Street  west  of  Ellwood  Anx^iuc  and 
also  ciumecting  with  the  existing  tracks  on  'riiird 
Street  by  double  tiack  cur\'(^s  around  the  nortli- 
west  corner;  and  tlie  said  Company  is  herel)y 
further  authorized  and  empowered  to  connect 
the  tracks  and  overhead  construction  herebv  au- 
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tliorized  l)y  all  iieeessarv  appurtenances  with  the 
tracks  and  overhead  construction  already  in 
existence  at  said  locations  and  to  niak(>  n(^ces- 
sarv  modifications  of  special  work  and  to  r\in  ()n 
the  aforesaid  tracks  cars  to  be  propelled  hy 
electricity  supplied  by  overhead  wires  or  by  the 
storage  system  or  by  any  improved  system 
which  may  be  ap])roved  by  the  ^fayor  aud  High- 
ways Enaineer. 

Sk(  riox  2.  And  he  it  furtlicr  ordained 
that  tlic  -aid  railway  tracks  shall  be  built  ajid 
rcMicwcd  from  rime  to  time  nndci'  the  supervi- 
sion and  subject  to  tbc  ap})roval  of  the  High- 
ways Kngineer,  and  tbc  rails  and  renewals 
rbcreof  from  time  to  time  shall  be  of  the  most 
improved  pattern  of  girder  rails  and  of  a  similar 
gauge  to  tracks  now  in  use  in  said  City,  and  to 
be  so  constructed  and  laid  down  as  not  to  (ob- 
struct or  impede  the  free  flow  of  water  across 
said  streets,  or  down  the  gutters  thereof. 

Sectiox  o.  And  he  it  fto-ttier  ordained 
that  the  said  grantee,  its  successiu-s  ov  assigns, 
shall  at  its  (nvn  ex])ense  in  laying  down  or  relay- 
ing down  from  tiuie  to  time  the  railway  tracks 
hei-eby  authorized  on  said  streets  adjust  the  said 
tracks  to  the  grades  of  said  streets  as  the  same 
now  are  or  nniv  hereafter  be  established  by  law. 
and  shall  at  its  own  expense  keep  the  space 
within  each  of  said  tracks  and  for  two  feet  on 
either  side  thereof,  in  thorough  repair,  ami  shall 
at  its  own  expense  keep  the  same  free  from  smnv 
or  othei'  obstructions,  but  witliout  obstructing 
the  other  ))oi'tions  of  said  sti'eets  on  either  side 
of  said  tracks  and  shall  ])av  to  the  City  if  and  so 
often  as  said  streets  or  anv  of  them  sball  l)e 
])ave(l()r  re))aved  by  tlie  flavor  and  CMty  Coun- 
cil of  Baltimore,  its  officers  and  agents,  or  any 
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other  officers  or  agents,  duly  authorized  hy  hiw, 
the  cost  of  paviiiii'  or  repaviiiii'  the  spaces  Ik*- 
tweeii  the  said  tracks  and  cxtendinii'  for  two  feet 
on  eith(>r  side  there*)f,  of  whatever  material  the 
s<une  niav  be  constructed.      The   United   Kail- 
ways  and  Electric  Company  of  Baltimore  shall 
also  pay  to  the  City,  within  thirty   (30)   days 
after  written  notice  from  the  Highways   Kngi- 
neer  of  the  amount  due,  the  cost  of  relocating, 
strengthening  or  otherwise   protecting  all   suh- 
sm-face  structures  l>elonging  to  the  Mayor  and 
City  Council  of  Baltimore  located  in  the  street 
l>eneatli    the    space    l>etween    the    rails   of   said 
tracks  and  for  two  feet  on  (»ither  side  thereof, 
and  shall  also  pay  to  the  City  within  thirty  (30  ) 
days   after  written   notice   from   the  Highways 
Engineer  of  the  amount  due,  the  cost  of  relo- 
cating any  surface  structures  belonging  to  the 
City  made  necessary  by  the  ciuistruction  of  said 
tracks,  the  judginent  of  the  Highways  Engineer 
a])proved  by  the  b>oar(l  of   Kstimates  as  to  the 
work   necessary    to   safeguard    said    sub,-surt*ace 
structures  and  as  to  the  necessity  of  relocatinu 
any  surface  structure's  to  be  final  :  and  the  said 
The  Ignited  Railways  and  Electric  Companv  of 
Baltimore  shall  also  pay  to  the  Mayor  and  City 
Council   of  Baltimore  within  thirty    (30)    days 
after  written  notice  from  the  Highways  Engi- 
lU'er  of  the  amount  due,  the  cost  of  such  addi- 
tiomd  sewer,  inlet  or  inlets  with  the  necessary 
eonnecting  pipe  or  pi]X^s  as  in  the  iudginent  of 
the  Highways  Engineer  are  required  for  the  pur- 
])Ose  of  pro]ier  draiuaae  ^^-^  the  result  of  the  con- 
struction of  said  tracks.     The  said  work  of  relo- 
cating     sui-face      structures      and      relocating, 
strengthening  or   otherwise   protecting   sub-sur- 
face structures,  to  Ix^  done  concurrently  with  the 
laying  of  said  tracks  and  l)efoi-e  the  restoration 
<^f  the  street  paving. 
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Skc'i'iox  4.  A  ih]  he  it  further  onhiined, 
that  tlie  -Mavor  and  City  C'ouiioil  of  Baltiiiiorc 
shall  at  all  times  have  and  retain  the  power  and 
rig'lit  to  reasonably  regulate,  in  the  public 
interest,  the  exercise  of  the  riglits  herein 
granted  and  that  the  said  rights  shall  be 
exereised  and  enjoyed  within  six  (0)  months 
aft(M'  the  grant,  as  provided  hv  Section  o7 
of  Article  4  of  the  Code  of  Public  Local 
Laws  of  Maryland,  (uititled  "City  of  Inilti- 
mcu-e,"  sub-title  "Charter,"  and  that  the  rights 
herein  granted  shall  Ix^  held,  exercised  and  en- 
joyed for  the  period  of  twenty-tive  (25)  years 
and  with  the  further  right  to  said  grantee,  at  a 
fair  revaluation,  including  in  such  revaluation 
the  ^■alll(^  derived  from  said  right,  to  I'enewals 
not  exce(Mling  in  the  aggregate  twenty-five  (2.")  ) 
years;  that  upon  the  termination  of  saiil  rights 
herein  granted  there  shall  be  a  fair  valuation  of 
the  ])laut  and  ]u-operty  of  said  grantee,  to  be 
constructed  by  virtne  of  this  ordinance,  which 
shall  he  and  heconie  the  [)ro})erty  of  the  City  of 
I>altiniore,  at  its  election,  on  its  paying  said 
grantee  said  valuation:  that  said  ])ayment  is  to 
he  at  a  fair  and  e<piital)le  valuation  of  the  siame 
as  ]U'operty,  (excluding  any  value  derived  from 
the  right  or  franchise  by  this  ordinance  grant- 
ed ;  the  said  revaluation  ami  valuation  hereinbe- 
foi-e  provided  for  to  be  determined  u]ion  by  two 
arbitrators,  one  to  be  appointed  by  the  ^Fayor 
of  tlie  City  of  BaltiuKU'c  and  the  other  tO'  l)e  ap- 
jiointed  by  the  said  grantee,  its  re])resentatives 
or  assiiiiis,  who,  in  case  thev  shall  be  unable  to 
Miiice  hctween  themsehcs,  shall  ap])oint  a  third 
ai'hitrator  and  the  decision  of  a  majority  of  said 
ai'bitrators  shall  be  final  and  bimling  as  to  a  i-e- 
valiiation  or  valuati(m  aforesaid  ;  ]irovided,  that 
if  said  two  ai'biti'at(u*s  shall,  after  a  reasonable 
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time,   fail  to  agree   upon   an   umpire,   then   the 
Board  of  Estimates  shall  a})point  sueh  um))ire. 

Skctiox  5,  And  ha  it  further  ordained 
that  the  right  and  duty  are  hereby  expressly  re- 
s(Tve(l  to  the  ^layor  and  C^ity  C\Mineil  of  Balti- 
more at  all  times  to  exercise  in  the  interest  of 
the  puhlie  full  niunieipal  superintendence,  reg- 
ulation and  control  in  respect  to  all  matters  con- 
nected with  the  aforesaid  grants  and  not  incon- 
sistent with  the  terms  thereof  and  in  the  event 
of  the  said  grantee,  its  successors  or  assigns,  re- 
fusing, neglecting  or  failing  to  comply  with  any 
of  tlie  terms  or  conditions  u])()n  which  the  said 
franchises  and  rights  are  herehy  granted,  said 
franchises  and  rights  shall  l)e  and  hecome  wholly 
null  and  void. 

Skc'I'io.x  (*).  A)id  he  if  further  orddined 
that  non-compliance  at  any  time  or  times  l>y  the 
grantee,  its  successors  or  assigns,  with  any  of 
thv  terms  of  the  grant  h(»rel)y  made,  shall  oper- 
ate as  a  forfeiture  of  the  grant  herehy  nnnle, 
Avhich  shall  thereupon  he  and  liecome  xoid  and 
that  nothing  short  of  an  (U'dinance  of  the  flavor 
and  City  Council  of  Baltimore^  shall  operate  as 
a  waiver  of  any  forfcuture  of  the  grant  liei'chv 
made. 

Skctiox  7.  .1//^/  l)e  it  further  ordained 
that  the  compensation  to  he  paid  hy  the  Tnited 
Railways  and  Klec-tric  Com])an\-  of  Indtimorc 
for  the  franchises  and  i'ight<  h(U'ehy  granted 
shall  he  the  sum  of  One  Dolhir  ('$l.t)0  )  ])er  run- 
ning foot,  the  nnmher  of  feet  and  the  total 
amount  of  the  c(mipensation  to  l)e  fixed  hv  the 
Highways  Engineer  after  the  measurement  hy 
him  of  the  actual  numher  of  feet  of  track   laid 
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inulcr  the  provisions  of  this  ordinance,  and  all 
expenses  of  advertising. 

Sk(TI(„).\  S.  And  be  it  further  ordained 
that  this  ordinance  shall  take  effect  from  the 
(hite  of  its  passage. 

Approved  :\Iay  18,  lt)2:i 


TvTo.  900. 

All  ordiiiaiiee  to  coiKleiun,  open  and  .i:;rade  Carlisle  Ave- 
nne.  from  I.oiii^^wood  Street  as  projjosed  to  CarlisU' 
Avenue  as  now  laid  out  in  accordance  with  a  i»Iat 
llieri'of  tiled  in  the  Oltice  of  the  Cominissioners  for 
Openin.ii-  Streets,  on  tlie  .Ith  day  of  jMiniary.  V.VS-\. 
and  now  on  til(>  in  said  otiice. 

Skctio.x  1.  lie  if  orddined  hi/  the  Maijor  and 
('ill/  Couneil  of  Baltimore,  That  the  Ooniniis- 
sioiicis  for  Opening  Streets  he,  and  they  ar(> 
liercliy  anth.orized  and  dircx^ted  to  condemn. 
()];eii  and  gi-ade  Carlisle  avenue  from  Longwood 
str(H't  as  ])roposed  to  Carlisle  as  now  laid  out, 
r'lc  land  licn'ohy  directed  to'  he  condemned  for 
.^aid  opening  and  gradinii  heing  described  as 
follov.'s: 

l)('Liinning  I'nr  rJic  same  at  point  on  the  south- 
easternmost  (intlinc  of  Mt.  Alto,  said  point  of 
hci>-inning,  hcini:  <tistant  2-l.S-I-  feet  southwester- 
iv  from  tlic  intersection  formed  bv  the  southwest 
side  of  Powhatan  avenue  00.0  feet  wide  and 
said  sonTlieasternmo'st  ontline  of  ]\rt.  Alto;  the 
co-oi'dinates  of  said  jHnint  of  heginning,  based 
npon  the  system  nsed  by  the  City  of  Baltimore 
'ro}>ographical   Survey  C^ommission^  lieing  west 


ORDINANCES.  465 

ir)n)l.:)2  feet  and  north  7812.89  feet  and  run- 
ninii"  thence  and  bindini;  on  said  sontheastern- 
niost  ontline  of  Mt.  Alto  south  44°  29'  44" 
west  815.21  feet  to  intersect  the  soaithwest  side 
of  Carlisle  avenue  as  now  laid  out;  thence  east- 
(>rly  liv  a  line  curving  to  the  left  with  a  220.0 
foot  radius  the  distance  of  110. 50  feet,  which 
arc  is  sulitonded  by  a  chord  l)oarini>  north  82° 
40'  04"  east  109.40  feet;  thence  north  68°  16' 
14"  east  182.49  feet  to  intersect  the  northeast 
side  of  Longwood  street  as  ]>roposed  to  be 
()])ened,  and  thence  binding  on  the  northeast 
side  of  said  Lougwood  street  north  21°  48'  46" 
west  154.27  feet  to  the  place  of  beginning. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topographical   Survey  Commission. 

The  said  Street  as  directed  to  be  condemned 
IxMiig  delineated  and  ]>articularly  shown  on  a 
plat  which  was  filed  in  the  Office  of  the  Commis- 
sioners for  Opening  Streets  on  5th  day  of  Tan- 
uary,  in  the  year  1923,  and  is  now  on  file  in  the 
said  Office. 

Sectton  2.  And  he  it  further  ordained. 
That  the  proceedings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation, opening  and  grading  of  said  avenue, 
and  the  proceedings  and  rights  of  all  parties 
interested  or  affected  thereiby,  shall  be  regu- 
lated by,  and  l>e  in  accordance  with,  all  such  pro- 
visions of  Article  4  of  the  Public  Local  Laws  of 
IMaryland,  as  enacted  by  Chapter  123  of  the 
Acts  of  the  General  Assemhly  of  IMaryland  of 
the  year  1898  f commonly  known  as  the  "N'ew 
Charter  of  "Baltimore  City),  a.s  may  be  appli- 
cable thereto,  as  well  as  all  amendments  thereof. 
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and  also'  any  other  Acts  of  the  said  General  As- 
sinnbly  of  Marvhind  which  may  be  applicaUe 
thereto ;  and  also  in  accordance  with  any  and  all 
Ordinances  of  the  Mayor  and  City  Council  of 
Baltimore  now  in  force  and  applicaible  thereto. 

Approved  May  IS,  1U23. 

\YM.  F.  BROENING,  Mayor. 


l:\o.  901. 

All  ordinance  to  condemn  and  open  Fairmonnt  Ave- 
nue from  the  west  side  of  Hii^liland  Avenue  to  the 
east  side  of  Clinton  Street  in  accordance  with  a  plat 
thereof  filed  in  the  Otlice  of  the  Commissioners  for 
Openini;  Streets,  on  the  twenty-fifth  day  of  Febru- 
ary, 1J»1'1.  and  now  on  file  in  said  office. 

Sj'X'tiox  1.  Be  it  ordained  by  tlie  Mayor  ami 
(U'ty  Council  of  BaJtitnore,  That  the  Commis- 
sioners for  Opening  Streets  he,  and  they  are 
hereby  authorized  and  directed  to  condemn  and 
open  Fairmoiuit  avenne  Avith  a  width  of  70  feet 
from  the  west  side  of  Hiirhland  avenne  to  the 
east  side  of  Clinton  street,  the  land  hereby  di- 
rected to  be  condemned  for  said  street  being 
described  as  follows: 

Beginning  for  the  same  at  a  }>oint  formed  by 
the  intersection  of  the  west  side  of  Highland 
avenne  and  the  south  side  of  Fairmount  avenue, 
and  running  thence  westerly  binding  on  the 
south  side  of  said  Fairmount  avenue  and  con- 
tinuing same  course,  in  all  340.04  feet,  to  the 
east  side  of  Clinton  street ;  thence  northerly, 
binding  on  t]w  east  side  of  said  Clinton  street 
TO  feet  to  intersect  a  line  drawn  parallel  with 
and  distant  TO  f(^et  northerly  measured  at  right 
ang"l(\<  from   the  first   line   in   this  (h^scription  ; 
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theiuv  reversing  said  line  so  drawn  and  binding 
thereon  oasterlv  and  along;  the  north  side  of  said 
Fairmonnt  avenne,  in  all  'UO.Ol  feet,  to  the 
west  side  of  said  Highland  avenne;  thence 
' ontherly,  binding  on  the  west  side  of  said  High- 
hind  avenne,  7()  feet  to  the  place  of  beginning. 

The  conrses  in  the  alw>ve  description  are  all 
referred  to  the  trne  meridian  of  the  City  of  Bal- 
timore TopogTaphioal   Snr\'ey  Commission.. 

The  said  Street  as  directed  to  be  condemned 
being  delineated  and  particnlarly  shown  on  a 
])lat  which  was  hied  in  the  Office  of  the  Conmiis- 
sioners  for  0])ening  Streets  on  twenty-hfth  day 
of  Febrnary,  in  the  year  1i)21,  and  is  now  on 
hl(  in  the  said  Office. 

Section  2.  A)id  he  it  further  ordained, 
That  the  proceedings  of  said  Conmiissioners  for 
Opening  Strei^s,  with  reference  to  the  condem- 
nation and  opening  of  said  Fairmonnt  avenne, 
and  the  proceedings  and  rights  of  all  parties 
interested  or  affected  thereby,  shall  be  regu- 
lated by,  and  be  in  accordance  with,  all  snoh  pro- 
visions O'f  Article  4  of  the  Pnblic  Local  Laws  of 
IMaryland,  as  enacted  by  Chapter  123  of  the 
Acts  of  the  General  Assembly  of ^^faryland  of 
the  year  1S08  (commonly  known  as  the  ^ew 
Charter  of  Baltimore  City),  as  may  be  appli- 
cable thereto,  as  well  as  all  amendments  thereof, 
and  also  any  other  Acts  of  the  said  General  As- 
sembly of  ^raryland  which  may  be  applicable 
thereto ;  and  also  in  accordance  with  any  and  all 
Ordinances  of  the  ^fayor  and  Citv  Council  of 
Baltimore  now  in  force  and  applicable  thereito. 

Approved  May  IS,  1023. 

W:\l.  F.  BKOFlSriXG,  Ma  I/or. 
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No.  902. 

All  ordinance  to  condemn,  open,  widen  and  j^rade  Fish 
House  road,  from  the  northeast  side  of  Manokiu 
Street  to  the  west  side  of  Hanover  Street,  in  accord- 
ance with  a  phit  thi'reof  tiled  in  the  Ottice  of  the 
Commissioners  for  Openiii.i;  Streets,  on  tlie  1st  day 
of  February,  1928,  and  now  on  tile  in  said  office. 

Section  1.  Be  it  ordained  by  the  Mayor  and 
City  Council  of  Baltiniore,  That  the  Commis- 
sioners for  Opening  Streets  be,  and  they  are 
hereby  anthorized  and  directed  to  condeimi, 
open,  widen  and  grade  Fish  Honse  road,  from 
its  present  width  varying  from  32.0  feet  to  6G.0 
feet  to  a  width  varying  from  100.0  feet  to  240.0 
feet,  from  the  northeast  side  of  ^lanokin  street 
to  the  west  side  of  Hanover  street,  the  land  here- 
by directed  to  be  condemned  for  said  opening, 
widening  k  grading  being  described  as  follows : 

Beginning  for  the  same  at  a  point  formed  by 
the  intersection  of  the  northeast  side  of  Maiio- 
kin  street  as  now  laid  ont  66.0  feet  wide  and  the 
southeast  side  of  Kloman  street  as  now  laid  out 
06.0  feet  wide;  the  co-ordinates  of  said  point 
of  beginning,  based  upon  the  system  used  by  the 
City  of  Baltimore  Topographical  Survey  Com- 
mission, being  west  4228.90  feet  and  south 
12346.32  feet;  and  running  thence,  binding  on 
the  southeast  side  of  Kloman  street,  as  now  laid 
out,  south  25°  30'  W  west  1750.43  feet ;  thence 
by  a  line  curving  to  the  left  with  a  325.21  feet 
radius  the  distance  of  274.89  feet,  which  arc  is 
subtended  bv  a  chord  bearing  south  1°  17'  55" 
west  266.79' feet;  thence  south  22°  55'  00"  east 
120.04  feet;  thence  by  a  line  curving  to  the  left 
with  a  310.48  feet  radius  the  distance  of  298.30 
feet,  wliicli  arc  is  subteiuled  by  a  chord  Ivearing 
south  50°  27'  30"  east  286. !)3  feet ;  thence  south 
78°  00'  00"  east  1250.0  feet;  thence  bv  a  line 
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(curving"  tO)  tlu^  right  with  a  704.47  feet  radius 
the  distance  of  r)()-l-.25  feet,  whicli  arc  is  sub- 
tended hy  n  chord  l)eariiio-  south  57°  29'  40'' 
enst  41);J.'r)()  feet;  thence  south  ;5(>°  59'  20"  east 
('»().()  feet;  thence  hy  a  line  curving  to  tlie  left 
with  [I  145 5. oo  feet  radius  the  distance  of 
(144.  IS  feet,  wiiich  arc  is  subtended  by  a  chord 
hearing,  south  49°  40'  10"  east  038.94  feet; 
theuc(»  still  curving  to  the  left  by  a  curved  line 
with  a  412.48  feet  radius  the  distance  of  454.83 
feet,  which  arc  is  subtended  l>y  a  chord  bearing 
n(uth  S()°  03'  40"  east  432.13*  feet;  thence  by  a 
line  curving  to  the  right  with  a  488.11  feet 
radius  the  distance  of  2()().()0  feet,  which  arc  is 
snbtended  by  a  chord  bearing  north  70°  07'  10" 
east  2();}.32'feet;  thence  north  85°  46'  00"  east 
300.0  feet;  thence  by  a  line  curving  to  the  right 
with  a  1820.27  feet  radius  the  distance  of 
1121.7()  feet,  which  arc  is  subtended  by  a  clioTd 
l)caring  south  76°  34'  44"  east  1104.io  feet  to 
intersect  the  west  side  of  Hanover  street;  thence 
southerly  hinding  on  the  west  side  of  Hanover 
street  by  a  cnrved  line  with  a  radius  of  909.05 
feet,  which  arc  is  subtended  by  a  chord  bearing 
south  7°  16'  50"  east  129.94  feet  to  intersect 
a  line  drawn  parallel  with  and  distant  130.07 
feet  southwesterly  measured  on  a  radial  line 
from  the  twelfth  line  of  this  description ;  thence 
reversing  said  line  so  drawn  and  binding  there- 
on and  on  lines  parallel  w^itli  the  eleventh,  tenth, 
ninth,  eightli,  seventh,  sixth,  fifth,  fourth  and 
third  lines  of  the  description,  respectively,  the 
ten  following  courses  and  distances,  namely: 
w(^st(^rly  by  a  line  curving  to  the  left  with  a 
1720.27  feet  radius  the  distance  of  1140.91  feet, 
wliich  arc  is  subtended  bv  a  chord  bearing  north 
75°  14'  07"  west  1120.02  feet;  south  8^5°  46' 
00"  west  300.0  feet;  a  line  curving  to  the  left 
with  a  388.11  feet  radius  the  distance  of  211.98 
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t'('<'t,  which  arc  is  siil>tcii(h'(l  by  a  cliord  heaving 
south  70"  07'  J(r  west  :>01).;J4  feet ;  a  line  curv- 
ing t(>  the  right  with  a  .'>  1:^.48  feet  radius  the 
(listanco  of  5()r).0*J  feet,  which  arc  is  subtended 
hy  a  chord  l>eariini>'  south  8()°  03'  40"  west 
.");](). M)  feet  by  a  line  still  curving  to  the  rigiit 
with  a  1555.33  feet  radius  the  distance  of 
688. 4()  feet,  which  arc  is  subtended  by  a  chord 
hearing  north  49°  40'  10"  west  682.85  feet; 
north  3()°  5!)'  i^O"  west  60.0  feet;  a  line  curving 
to  the  right  with  a  ()04.47  feet  radius  the  dis- 
tance of  432.67  feet,  which  arc  is  subtended  by  a 
chord  bearing  north  57°  29'  40"  west  423;49 
feet;  north  78°  00'  00"  west  1250.00  feet;  a 
line  curving  to  the  right  with  a  410.28  feet 
radius  the  distance  of  31)4.43  feet,  which  arc  is 
sul)tended  by  a  chord  bearing  north  50°  27'  30" 
west  37l).42'feet;  north  22°  55'  00"  west  120.04 
feet ;  thence  by  a  line  curving  to  the  right  with  a 
567.12  feet  radius  the  distance  of  239.75  feet, 
wliich  arc  is  subtended  bv  a  chord  bearing  north 
10°  48'  \^y'  west  237.98  feet;  thence  by  a  line 
still  curving  to  the  right  with  a  308.12  feet 
radius  the  distance  of  130.25  feet,  which  arc  is 
subtended  by  a  chord  bearing  north  13°  24'  23" 
east  129.26  feet  to  intersect  a  line  drawn  par- 
allel with  and  distant  125.0  feet  northwesterly 
measured  at  right  angles  from  the  first  line  of 
this  desciription  ;  thcnc(^  reversing  said  line  so 
drawn  and  binding  thereon  north  25°  30'  50" 
east  1184.43  feet  to  intersect  the  northeast  side 
of  Kent  street ;  thence  binding  on  the  northeast 
side  of  Kent  street  north  64°  ^29'  10"  west  23.0 
feet  to  the  southeast  side  of  a  10.0  foot  alley 
tlu^'o  situate:  thence  binding  on  the  southeast 
side  of  said  alley  and  ])arallel  with  the  first  line 
of  this  dcscri])tion,  north  25°  30'  50"  east 
311.51  f(>et  to  intersect  the  westernmost  right 
of  way  line  of  the  Annapolis  Short  Line  Kail- 


ORDINANCES.  471 

Wijy ;  tlioiieo  binding'  on  said  right  of  way  line 
l)y  a  liiK^  (Mirving  to  the  h^ft  with  a  1875.75  feet 
radins  the  distance  of  2()8.21  feet,  which  arc  is 
snhten(h'd  by  a  chord  bearing  north  5°  :25'  85" 
east  2(i7.S5  feet  to  intersect  the  northeast  side 
of  Manokin  street  ()().0  feet  wide;  thence  bind- 
ing on  said  side  of  Manokin  street  sonth  01:°  29' 
10''  east  240.0  feet  to  tbe  phice  of  beginning. 

The  eonrses  in  the  aboA^e  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore I'opographicial   Survey  Commission. 

I'he  said  Street  as  directed  to  be  condemned 
being  delineated  and  particularly  shown  on  a 
plat  which  was  filed  in  the  Office  of  the  Commis- 
sioners for  Opening  Streets  on  1st  day  of  Feb- 
ruary, in  the  year  lt)28,  and  is  now  on  file  in 
the  said  Office. 

SECTfox  2.  And  he  it  further  ordained, 
lliat  tlie  proceedings  of  said  Conmiisisioners  for 
Opening;  Streets,  with  reference  to  the  condem- 
nation, opening,  widening  and  grading  of  said 
road,  and  the  proceedings  and  right  of  all  par- 
ties interested  or  affected  .thereby,  shall  be  regu- 
lated by,  and  be  in  accordance  with,  all  such  pro- 
visions of  Article  1-  of  the  Pul>lic  Local  Laws  of 
.^la.ryland,  as  enacted  by  Chapter  123  of  the 
Acts  of  the  General  Assembly  of  ^laryland  of 
the  year  ISDS  (commonly  known  as  the  E'ew 
Charter  of  Baltimore  City),  as  may  be  appli- 
cable thereto,  as  well  as  all  amendments  thereof, 
and  also  any  other  Acts  of  the  said  General  As- 
sembly of  ^Faryland  which  may  be  applicable 
tliereto ;  and  also  in  accordance  with  any  and  all 
Ordinances  of  the  Mayor  and  City  Council  of 
Baltimore  now  in  force  and  a]i]3licable  thereto. 

Approved  "AFay  LS,  1928. 

W:\r.  F.  EROF^TTXG,  Mai/or. 
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No.  90:3. 

All  ordin.'incc  to  coiulciiiii,  oitcii  mid  ^nido  Cliorry  llilK 
Uoiid  from  llic  sontliwosl  side  of  Vnroiiika  Av(MHu> 
to  the  southwest  sid<'  of  Fish  House  Uo;id,  in  ;ie- 
eoidMuce  with  ;i  phit  thereof  tiled  in  the  OHiee  of 
the  Coniinissioners  for  Oijenini;  Streets,  on  tlie  4tli 
day  of  .lannary,  V.yj'.i,  and  now  on  tile  in  said  othce. 

Skctiox  1.  Be  it  ordained  bij  the  Mayor  and 
(^itij  CouncU  of  Baltimore,  That  the  Commis- 
sioiiers  for  Opening  Streets  he,  and  they  are 
herelvy  authorized  and  directed  to  condemn, 
oi)en  and  grade  Cherry  Hill  road,  with  a  width 
of  80.0  feet  from  the  sonthwest  side  of  Varonika 
avenue  to  the  sonthwest  siide  of  Fish  House 
road,  the  hind  heic^lyy  directed  to  be  condennied 
for  said  ()})ening  and  grading  hcing  described  as 
follows : 

Beginning  for  the  same  at  a  point  on  the 
sonthwest  side  of  Varonika  avenne,  said  point 
of  beginning  being  distant  20.24  feet  southeast- 
erly from  the  point  formed  by  the  intersection 
of  the  southeast  side  of  Cherry  Hill  road  as  now 
laid  ont  and  the  southwest  side  of  Varonika 
avenue  as  now  laid  out,  the  co-ordinates  of  said 
point  of  beginning,  based  upon  the  system  used 
by  the  City  of  Baltimore  Topographical  Survey 
Commission,  lieing  west  o8T'3.0S  feet  and  sontb 
17080.8;)  feet  and'  running  thence  north  10°  40' 
00"  east  r)(S2.48  feet ;  thence  by  a  line  curving 
to  the  right  with  a  428.70  feet  radius  the  dis- 
tance of  185.81  feet,  which  arc  is  subtended  by 
a  chord  liearing  north  21)°  05'  0"  east  184.:]() 
feet;  thence  north  41°  80'  00"  east  240.0  feet; 
tluMice  bv  a  line  curving  to  the  left  with  a  55!l.8li 
feet  radius  the  distance  of  740.89  feet,  whicb 
arc  is  sulitended  by  a  chord  hearing  north  8°  15' 
00"  (>ast  092. (i4  f(>et ;  th(>nce  north  85°  00'  00" 
\v(>st  541.82  feet  to  intersect  the  southwest  side 
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of  said  Fish  House  road  as  proposed  to  be 
widened  lOO  feet;  tlienee  northwesterly  binding 
on  the  southwest  si(k>  of  said  Fish  House  road 
hy  a  line  cnrvinii  to  the  left  with  a  604.47  feet 
radius  the  distance  of  331.88  feet,  which  arc  is 
subtended  hv  a  chord  bearing  north  (52°  1(5'  1(5" 
west  327.73  feet;  thence  southeasterly  by  a  line 
curviing  to  the  right  with  a  2G1.22  feet  radius 
the  distance  of  1*.)(5.04  feet,  which  arc  is  sul> 
tended  by  a  chord  bearing  south  56°  30'  00"^ 
east  1111.47  feet  to  intersect  a  line  drawn  par- 
allel with  and  distant  80.0  feet  southwesterly 
measured  at  right  angles  from  the  fifth  line  of 
this  description;  thence  reversing  said  line  so 
drawn  and  binding  thereon  and  on  lines  parallel 
with  and  distant  80.0  feet  westerly  measured 
at  right  angles  from  the  foui*th,  third,  second 
and  first  lines  of  this  description,  respectively, 
the  five  followdng  courses  and  distances,  namely : 
south  37)°  00'  00"  east  65.5.0  feet,  by  a  line 
curving  to  the  right  with  a  479.39  feet  radius 
the  distance  of  (540.07  feet,  wdiich  arc  is  sub- 
tended bv  a  chord  bearing  south  3°  15'  00" 
west  593.'58  feet,  south  41°  30'  00"  west  240.0 
feet;  by  a  line  curving  to  the  left  with,  a  508.70 
feet  radius  the  distance  of  220.48  feet,  which 
arc  is  subtended  bv  a  chord  bearing  south  29° 
05'  00"  west  2 18.' 76  feet,  south  16°  40'  00" 
west  571.()7  feet  to  intersect  the  southwest  side 
of  Varonika  avenue ;  and  thence  binding  on  the 
southwest  side  of  Varonika  avenue  south  65° 
10'  00"  east  80.72  feet  to  the  place  of  l)eginning. 

The  courses  in  the  alx)ve  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topographical   Survey  Commission. 

The  said  road  as  directed  to  be  condemned 
lieing  delineated  and  particularly  shown  on  a 
plat  wdiich  was  filed  in  the  Office  of  the  Comniis- 
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sioiicis  lor  Ojiciiiiig  Streets  on  4th  day  of  Jan- 
luii'v,  in  rlic  year  11>2.'>,  and  is  now  on  tile  in  the 
•-aid    Otiicc. 

Skc'I'iox  •!.  And  he  it  furilicr  ordained. 
That  tlic  ])i'0('eedin«>s  of  said  Coniniissioners  for 
Opening-  Streets,  witli  reference  to  the  con- 
demnation, opening  and  griading  of  said  road, 
and  the  proceedings  and  rights  of  all  parties 
interested  or  affected  thereby,  shall  be  regn- 
hited  by,  and  hv  in  accordance  with,  all  sncli  pro- 
visions of  Article^  4  of  the  Public  Local  Laws  of 
Alaryland,  as  enacted  l)v  ('hapter  123  of  the 
Acts  of  the  General  .Vsseniblv  of  ^laryland  of 
the  year  1S9S  (commonly  known  as  the  ]^ew 
Charter  of  Baltimore  City),  a.s  may  be  appli- 
cable thereto,  as  well  as  all  amendments  thereof, 
and  also'  any  other  Acts  of  the  said  General  As- 
sembly of  Maryland  which  may  be  applicable 
thereto ;  and  also  in  accordance  with  any  and  all 
Ordinances  of  the  Mayor  and  City  Council  of 
Ijaltimore  now  in  force  and  a])plicable  thereto. 

Ap])rovcd  ^[ay  18,  1928. 

WM.  F.  ER0P:XTXG,  Matjor. 


No.  004. 

An  ordinance  to  condonni.  open  and  widen  Monteliollo 
Avenne.  from  the  northensternniost  side  of  P.elnionr 
Avenne.  to  the  sonthwesternniost  side  of  (Jorsnch 
Avenne.  in  accordance  with  a  phit  th<'reof  filed  in 
the  OHice  of  tlie  Coinmissionei's  for  Openin.u  Streets. 
(»ii  the  :50tli  day  of  Oclolier.  tl»2-J.  and  now  on  file  in 
said  office. 

Skctiox  1.      Br  if  ord'tined  hij  the  Vayor  and 
City  Co'iuicil  of  Bidtimore,  That  the  Commis- 
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sioiKTs  foi'  ()peiiiii<!,'  Sn'0(4s  l>e,  and  tlioy  are 
liereliv  niitlioriziMl  and  dirocied  to  ('(>iid(Mnii, 
open  and  widen  Moiitebello  avenno,  from  its 
present  width  \-jiryin<i'  from  -v>  feet  to  50  feet  to 
a  width  of  (Id  feet,  from  the  nortlieastemmost 
side  of  l>(dinont  avenne  to  the  sonthwesternmost 
side  of  Gorsnch  avenne,  the  land  hereby  directed 
to  he  eoiidomned  for  said  opening  and  widening" 
heing  deseribcd  as  foHows : 

I)eginning  for  the  same  at  a  ]>oant  formed  by 
the  intersection  of  the  northeasternmost  side  of 
lUdmont  avenne  <>(»  feet  wide  and  the  sonth- 
easternmost  side  of  ^[ontelxdlo  avenue  as  con- 
(k'nmed  and  opened  (*)(;  feet  wide;  the  co-ordi- 
nates of  said  point  O'f  beginning,  based  npon  the 
system  nsed  by  tbe  City  of  Baltimore  Topograph 
ical  Survey  Commissiion,  being  east  2741. 60  feet 
and  nortli  7854.85  feet  and  running  thence  bind- 
ing on  the  sO'Utheasternmost  side  of  said  Monte- 
hello  a\'enue  and  continuing  the  same  course 
north  38°  17'  12"  east  831.96  feet,  thence  north 
39°  03'  04'^  east  214.39  feet,  thence  north  38^ 
36'  10"  east  344.47  feet,  thence  north  37°  43'  05" 
east  1194.03  feet  to  the  sonthwesternmost  side 
of  Gorsnch  avenue  (^0  feet  wide,  thence  binding 
on  the  sonthwesternmost  side  of  said  Gorsnch 
avenue  north  51°  17'  10"  west  66  feet  to  inter- 
sect a  line  drawn  parallel  with  and  distant  60 
feet  northwesterly  from  the  fourth  line  in  this 
description,  thence  reversing  said  line  so  drawn 
and  binding  thereon  and  along  lines  parallel 
with  and  distant  66  feet  northwesterly  measured 
at  right  angles  from  the  third,  second  and  first 
lines  of  this  descriptioai,  respectively,  the  four 
following  courses  and  distances,  namely :  south 
37°  43'' 05"  west  1194.67  feet,  south '38°  36' 
10"  west  343.71  feet,  south  39°  03'  04"  west 
214.57  feet  and  south  38°  17'  12"  west  831.74 
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i'vQt  to  t}\v  iioi'tlioasternmost  side  of  said  Bel- 
mont iivcinie,  tluMiec  l>iii(liiii»"  on  the  iiorthea^^t- 
ciiiniost  side  of  said  IJeliiiont  avenue  sontli  51^' 
OS'  !>()''  cast  (Hi  feet  to  the  place  of  Ix^ginninii-. 

'I'h(^  conrses  in  the  alcove  deseription  are  all 
refci  led  to  the  ti'ne  meridian  of  the  City  of  Bal- 
timore  'r()poi>ra])hieal    Snrvev  Commif^sion. 

'V\\v  said  Street  as  directed  to  he  condemned 
liciiiii  (lelineat(Ml  and  particnlarly  shown  on  a 
phit  which  was  tih'd  in  the  Office  of  the  Commis- 
scioners  for  Opening  Streets  on  oOth  day  of 
()cto))er,  in  the  year  IH:^:^,  and  is  now  on  file  in 
the  said  OtHce. 

Section  2.  And  he  if  further  ordained, 
that  the  proccM^dings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation, opening  and  widening  of  said  avenne, 
and  the  proceedings  and  rights  of  all  parties 
interested  or  affected  thereby,  shall  be  regn- 
lated  hy,  and  lie  in  accordance  with,  all  snch  pro- 
visions of  Article  -1-  of  the  Pnblic  Local  Laws  of 
Maryland,  as  enacted  by  Chapter  123  of  the 
Acts  of  the  General  .Assembly  of  Maryland  of 
the  year  li^DS  (commonly  known  as  the  Xew 
Charter  of  Baltimore  City),  as  may  be  appli- 
cable thereto,  as  well  as  all  amendments  thereof, 
and  also'  any  other  Acts  of  the  said  General  As- 
send)ly  of  ^faryland  which  may  be  applicable 
thereto;  and  also  in  accordance  with  any  and  all 
Ordinances  of  the  ^layor  and  City  Conncil  of 
Baltimore^  now  in  force  and  applicable  thereto. 

A])proved  May  L^,  1023. 

WAl.  F.  BROEXmG,  Mayor. 
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All  ui'diuaiice  to  condemn,  open  and  jrrade  Mosber 
Street,  from  the  west  side  ot  Payson  Street  to 
Franklin  Road,  and  to  condemn,  widen  and  .urade 
Franklin  road  from  Moslier  Street  to  the  Western 
Mar.vhind  Tidewater  Railway,  in  aceordance  with  a 
plat  thereof  tiled  in  the  Otiice  of  the  Cominissioners 
for  ()i>eniiiir  Streets,  on  the  4th  day  of  November, 
V.)'2'2,  and  now  on  file  in  said  office. 

Section'  1.  Be  it  ordained  hi/  the  Mayor  and 
Citij  Council  of  Baltimore,  That  the  Commis- 
sioners for  Opening  Streets  be,  and  they  are 
hereby  authorized  and  directed  to  condemn, 
open  and  gTade  Mosher  street,  with  a  width  of 
(i()  feet,  from  the  west  side  of  Payson  street  to 
Franklin  road,  and  to  condemn,  widen  and 
grade  Franklin  road,  with  a  width  varying  from 
-to  feet  to  abont  183  feet,  from  ^losher  street  to 
the  Western  Maryland  Tidewater  Railway,  the 
land  hereby  directed  to  be  condemned  for  said 
opening,  widening  and  grading  being  described 
as  follows: 

Beginning  for  the  same  at  a  point  formed  by 
the  intersection  of  the  north  s.ide  of  Mosher 
street,  as  laid  down  on  the  General  Plan  of 
streets  for  the  Annex,  adopted  by  Ordinance 
Xo.  128,  approved  Decemlier  8,  1808,  and  the 
west  side  of  Payson  street,  as  now  laid  ont :  the 
co-ordinates  of  said  point  of  l^ginning,  based 
npon  the  system  nsed  bv  the  City  of  Baltimore 
Topographical  Snrvey  Commission,  being  west 
05.')4.72  feet  and  noi-th  .^45.55  feet:  and  rnn- 
ning  thence,  l>indini>'  on  the  north  side  of  said 
^fosher  street,  the  two  following  courses  and  dis- 
tances :  south  87°  8r  50''  west  450.78  f(M't :  and 
south  87°  21'  4.V'  west  4041.18  feet  to  intersect 
th(^  west  side  of  Poplar  Grove  street:  thence, 
binding  on  the  west  side  of  Poplar  Grove  street 
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north  2°  87'  00"  west  5.0  feet  to  intersect  the 
north  side  of  Mosher  street,  as  now  laid  out  be- 
tween Po'phir  Grove  street  and  the  Franklin 
road ;  thence,  binding  on  the  north  side  of  said 
MoshQv  street  sontli  .S7°  21'  45"  west  435.93 
feet;  tlionce  by  a  line  enrving'  toward  the  right 
with  a  radius  of  01.13  feet  the  distance  of  40.45 
feet,  wliicli  curve  is  subtended  by  a  chord  l>ear- 
ing  north  73°  40'  44"  west  39.72  feet;  thence 
by  a  straight  line  north  54°  43'  13"  west  29.34 
feet ;  thence  by  a  line  curving  toward  the  left 
with  a  radius  of  300  feet  the  distance  of  249.91 
foet,  which  curve  is  subtended  by  a  chord  bear- 
ing north  7'^°  35'  04"  west  242.74  feet;  thence 
by  a  straight  line  south  77°  33'  05"  west  59.15 
foet ;  thence  by  a  line  curving  toward  the  right 
with  a  radius  of  285.31  feet  the  distance  of 
100.47  feet :  Which  curve  is  subtended  by  a 
cliord  k^aring  south  88°  14'  32"  west  105.83 
feet;  thence  continuing  to  curve  to^vard  the 
riglit  with  a  radius  of  1527.72  feet  the  distance 
(rf  295.07  feet,  wbich  curve  is  subtended  by  a 
chord  bearing  north  75°  32'  00"  west  294.62 
feet-  to  intersect  a  line  drawn  parallel  with  and 
distant  2.75  feet  nortlieasterly  at  right  angles 
from  the  northeast  side  (^f  Franklin  road  as  now 
opened  41.25  feet  wide;  thence  reversing  said 
line  so  drawn  and  binding  thereon  north  70° 
00'  00"  west  22.31  feet  to  the  east  right  of  way 
line  of  the  Westeni  ^faryland  Tidewater  Kail- 
way ;  thence  binding  on  said  east  right  of  way 
lino  of  the  Western  Maryland  Tidewater  TJail- 
wav  south  9°  55'  00"  west  44.09  feet  to  the 
Fouthwest  side  of  Franklin  road  ;  thence  bind- 
iiiiz'  oil  tlie  southwest  side  of  the  Franklin  road 
the  two  following  courses  and  distances;  soutli 
70^  00'  00"  east  37.80  feet  and  south  52°  10' 
00"  east  52.42  f(H>t ;  thence  by  a  line  curving 
toward  the  rii>bt  with  a  radius  of  1378.96  feet 
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the  distance  of  SH.St)  feet,  which  curve  is  sul> 
tended  by  a  chord  l>earing-  south  50°  21'  42" 
east  80.83  feet;  thence  by  a  straight  line  south 
4S°  33'  24"  east  30  feet;  thence  by  a  line 
curving  toward  the  left  with  a  radius  of  371). 53 
feet  the  distance  of  304.13  feet,  which  curve  is 
sul)tended  by  a  chord  bearing  south  71°  30'  52" 
east  296.05  feet;  thence  continuing  to  curve  to- 
ward the  left  with  a  radius  of  73  feet  the  dis- 
tance of  34.26  feet,  which  curve  is  subtended 
by  a  chord  bearing  north  72°  05'  10"  east  33.94 
feet ;  thence  by  a  straight  line  north  58°  38'  30" 
east  18  feet;  thence  by  a  line  curving  toward  the 
right  with  a  radius  of  320  feet  the  distance  of 
57.29  feet,  which  cur^'e  is  subtended  l)v  a  chord 
l>earing  north  63°  46'  15"  east  57.22  feet; 
thence,  still  curving  toward  the  right  with  a  ra- 
dius of  112  feet  the  distance  of  119.06  feet, 
which  curve  is  subtended  by  a  chord  l>earing 
south  80°  25'  0"0  east  114.30  feet;  thence, 
still  curving  toward  the  right  with  a  radius  of 
64.52  feet,  the  distance  of  67.19  feet,  which 
curve  is  subtended  bv  a  chord  l>earing  south  19° 
53'  59"  east  64.19  "feet;  thence  by  a  straight 
line  south  9°  56'  03"  west  322.39  feet;  thence 
crossing  the  Franklin  road  south  80°  03'  57" 
east  40  feet:  thence  north  20°  14'  12"  east 
286.08  feet ;  thence  by  a  line  curving  toward  the 
left  with  a  radius  of  302.31  feet  the  distance  of 
120.58  feet  which  curve  is  subtended  by  a  chord 
bearino-  north  8°  48'  35"  east  119.78  feet;  the 
end  of  said  curved  line  l^ing  on  the  western- 
most side  of  a  brick  buildiuir  there  situate; 
thence  by  a  straight  line,  binding  on  said  brick 
building,  north  2°  37'  00"  west  22.93  feet  to  in- 
tersect a  line  drawn  parallel  with  and  distant  C^C^ 
feet  southerly,  measured  at  right  angles  from 
the  fourth  line  of  this  description  ;  thence  re- 
versing: said  line  so  drawn  and  bindina-  thereon 
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north  87°  21'  45"  east  435.73  feet  to  the  west 
siide  of  Poplar  Grove  street ;  thence  binding  on 
the  west  side  of  Poplar  Gro\'e  Street  south  2° 
37'  00"  east  5  feet  to  intersect  a  line  drawn 
parallel  with  and  distant  66  feet,  measured  at 
right  angles  from  the  second  line  of  this  de- 
scription ;  thence  reversing  said  line  so  drawn 
and  binding;  thereon  north  87°  21'  45"  east 
4041.08  feet  to  intersect  a  line  drawn  parallel 
with  and  distant  66  feet  southerly,  measured 
at  right  angles  from  the  first  line  of  this  de- 
scription ;  thence  re\'ersing  said  line  so  drawn 
and  binding  thereon  noTth  87°  33'  50"  east 
456.89  feet  to  the  west  side  of  Payson  street  and 
thence  binding  on  the  west  side  of  Payson  street 
north  2°  31)' 'oO"  west  66  feet  to  tlie  place  of 
beginning. 

The  courses  in  the  alwve  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topographioal  Survey  Commission. 

The  said  Street  as  directed  to  bo  condemned 
being  delineated  and  particularly  shown  on  a 
plat  which  was  filed  in  the  Office  of  the  Commis- 
sioners for  Opening  Streets  on  4th  day  of  'No- 
vember,  in  the  year  1922,  and  is  now  on  file  in 
the  said  Office. 

Section  2.  And  he  it  furtlier  ordained, 
That  the  proceedings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation, o]>ening,  widening  and  grading  of  said 
streets,  and  the  proceedings  and  rights  of  all  par- 
tics  intci'ested  oa*  aftected  thereby,  shall  he  regu- 
hitcd  Ivy,  Mild  l)c  in  accordance  with,  all  snch  pro- 
xisions  of  Article  4  of  tlie  Pnblic  Local  Laws  of 
Maryhnid,  as  enacted  by  Chapter  123  of  the 
Acts  of  the  Gerun-al  Assembly  of  Maryland  of 
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the  year  1898  (commonly  known  as  the  New 
Charter  pf  Baltimore  City),  as  may  be  appli- 
cable thereto,  as  well  as  all  amendments  thereof, 
and  also  any  other  Acts  of  the  said  General  As- 
seml)ly  of  ^farvland  which  may  be  applicable 
thereto;  and  also  in  accordance  with  any  and  all 
Ordinances  of  the  ^fayor  and  City  Conncil  of 
Baltimore  now  in  force  and  a])plical>le  thereto. 

Approved  May  18,  1923. 

W:\r.  F.  BROEXIXG,  Manor. 


Xo.  906. 

An  ordinance  to  condenui,  open,  widen  and  irrade  Har- 
ford Road,  from  the  Eastern  Koimaary  of  P>alli- 
niore  City  as  established  in  1SS8  to  the  northeast 
side  of  Ratavia  Avenue,  in  accordance  with  a  plat 
thereof  filed  in  the  Office  of  the  Connnissioners  for 
()l)enin.ir  Streets,  on  the  20th  day  of  Febrnary,  lO^.-J, 
and  now  on  file  in  said  olRce. 

Skcttox  1.  Be  it  ordained  hy  the  Mayor  and 
City  Council  of  Baltimore,  That  the  Commis- 
sioners for  Opening  Streets  l>e,  and  they  are 
hereby  anthorized  and  directed  to  condemn, 
open,  widen  and  grade  Harford  road,  from  Ms 
present  width  of  60.0  feet  to  a  width  of  80.0 
feet,  from  the  east(>ra  bonndary  of  BaltimorQ 
Citv  as  established  in  18^8  to  the  northeast  side 
of  Batavia  avenne,  the  land  hereby  directed  to 
be  condemned  foi'  said  opening,  widening  k 
grading  being  described  as  follows: 

Be^^inning  for  the  same  at  a  ]ioint  on  the 
eastern  bonndary  of  Baltimore  City,  as  estaly 
lished  in  1888,  where  it  is  intersected  by  the 
northwestenimost  side  of  Harford  road,  as  now 
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Opened   80.0   feet   wide,   west   of   said   eastern 
boundary,  the  co-ordinates  of  said  point  of  be- 
<>-inninfr,  based  upon  the  system  used  by  the  City 
of   Baltimore   TopogTaphieal    Survey   Commis- 
sion, being*  east  12041.19  feet  and  north  15243.- 
i)4  feet;  and  runnino-  thence  north  34°  10'  23" 
east    300.40   feet:    thence   north    35°    13'   50" 
east  693.58  feet ;  thence  by  a  line  curving  to  the 
right  with  a  000.43  feet  radius  the  distance  of 
261.60  feet,  which  arc  is  subtended  by  a  chord 
bearing  north   43°    33'   00"  east  260.62  feet; 
thence  by  a  straight  line  north  51°  52'  20"  east 
386.14  feet ;  thence  by  a  line  curving  to  the  left 
with  a  810.31  feet  radius  the  distance  of  354.27 
feet,  which  arc  is  subtended  by  a  chord  bearing 
north  39 P  20'  56"  east  351.43  feet;  thence  by  a 
straight  line  north  26°  49'  30"  east  865.31  feet; 
thence  by   a   line  curving  to  the  right  ^\dth   a 
1852.42  feet  radius  the  distance  of  209.07  feet, 
wliich  arc  is  subtended  by  a  chord  bearing  north 
29°    58'    20"    east    208^46    feet;    thence   by    a 
straight  line  north   33°   07'  01"  east   1293.74 
feet  to  intersect  the  northeast  side  of  Batavia 
a\'enue  produced  northwesterly ;  thence  revers- 
ing said  line  as  produced  and  binding  thereon 
south  56°  52'  59"  east  80.0  feet  to  intersect  a 
southeasterly  measured  at  right  angles  from  the 
eighth  line  of  this  description  ;  thence  by  straight 
lines  and  curved  lines  drawn  parallel  with  and 
distant  80.0  feet  southeasterly  measured  at  right 
angles    from    the   eighth,    seventh,   sixth,    fifth, 
foairth,    third,    second    and    first    lines    of   this 
description,    respectively,    the    eight    following 
courses  and  distances,  namely:  south  33°  07' 01" 
Avest  1293.74  feet;  thence  by  a  line  curving  to 
the  left  w,ith  a  1772.42  feet  radius  the  distance 
of   200.04   feet,   which    arc   is   subtended  by   a 
chord   bearing  soutli   2i)°   r,^'  20"  west   199.68 
feet ;  thence  bv  a  straight  line  south  26°  49'  30" 
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west  SOT). 31  feet;  tlieiice  bv  a  Hue  curviug  to 
the  right  with  a  890.31  feet  radius  the  distauce 
of  389.2.")  feet;  which  arc  is  subteuded  by  a 
chord  heariug  south  39^  20'  56"  west  380.12 
feet :  theuce  bv  a  straight  Hue  south  51°  52'  20" 
west  3>:h.14  feet:  theuce  bv  a  Hue  curviug  to 
the  left  with  a  '^20.43  feet  radius  the  distauce 
of  2 3 "^.42  feet,  which  arc  is  subteuded  bv  a 
chord  beariug  south  43'  33'  00"  west  237.47 
feet;  theuce  by  a  straight  Hue  south  35°  13'  50" 
v.Tst  693.00  feet :  theuce  south  34°  10'  23" 
west  415.43  feet  to  said  easteru  bouudary  of 
Baltimore  City :  theuce  biudiug  on  said  eastern 
bouudary  <if  Balriuioro  City  uorth  00^  2(>'  17" 
west  140.84  feet  to  the  place  of  l^egiuuiug. 

riip  courses  iu  the  i\ho\v  dc^criptiou  are  all 
referred  to  the  true  uieridiau  of  the  City  of  Bal- 
tiiuore   Topographical   Survey  Couimissiou. 

The  said  Street  as  directed  to  be  condemued 
IxMug  deliueated  aud  ])articularly  showu  ou  a 
plat  which  was  tiled  iu  the  Office  of  the  Couimis- 
siouers  for  Opeuiug  Streets  ou  20th  day  of  Fel> 
ruary,  iu  the  year  1923.  aud  is  uow  ou  file  iu 
the  said  Office. 

SErrrox  2.  Anfl  he  it  fiuiJier  ordained. 
That  the  proceedings  of  said  Commissioners  for 
Oprniug  Streets,  with  reference  to  the  condem- 
nation, opening,  widening  and  grading  of  said 
road,  and  the  prcx^eedings  aud  rights  of  all  par- 
ties interested  or  affected  thereby,  shall  be  regii- 
lated  by.  and  b^  in  accordance  with,  all  such  pro- 
visions of  Article  4  of  the  Public  Local  Laws  of 
^Farylaud,  as  enacted  by  Chapter  123  of  the 
Acts  "^f  the  General  As-iemblv  of  ^rarylaiul  of 
the  year  L^98  rconimonly  known  as  the  Xew 
Charter  of  Baltimore  City),  as  may  l)e  appli- 
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cable  thereto,  as  well  as  all  amendmeuts  thereof, 
and  also  any  other  Acts  of  the  said  General  As- 
sembly of  Maryland  which  may  be  applicable 
thereto ;  and  also  in  accordance  with  any  and  all 
Ordinances  of  the  Mayor  and  Oity  Conncil  of 
l>altimore  now  in  force  and  applicable  thereto. 

Approved  May  18,  11)2.3. 

\\^\.  F.  BEOEXING,  Mayor. 


Xo.  i)07. 

An  ordinance  to  condenni,  open  and  j^rade  Shirley 
Avenue,  from  the  sontliwesternmost  side  of  Parli 
lleijjlits  Avenue  to  the  nortbeasternuiost  side  of 
Keisterstown  Road,  in  accordance  witli  a  plat  there- 
of filed  in  the  Ottice  of  the  Conmiissioners  for  Open- 
in.ir  Streets,  on  the  loth  day  of  January,  lU2o,  and 
now  on  file  in  said  ofhce. 

Sk('TI()x  1.  Be  it  ordained  hij  the  Mayor  and 
City  Conncil  of  Baltimore,  That  the  Commis- 
sioners for  Opening  Streets  be.  and  they  are 
hereby  anthorized  and  directed  to  condenm, 
open  and  grade  Shirley  avenne  with  a  width  of 
50.0  feet,  from  the  sonthwesternmost  side  of 
Park  Heights  avenne  to  the  northeasternmost 
side  of  Keisterstown  road,  the  land  hereby  di- 
rected to  be  condemned  for  said  opening  and 
grading  hoing  described  as  follows : 

Beginning  for  the  same  at  a  point  on  the 
sonthwesternmost  side  of  Park  Heights  avenne, 
as  now  laid  out  74  feet  wide,  distant  451. ;>8  feet 
northwesterly  from  the  intersection  formed  by 
the  said  sonthwesternmost  side  of  Park  Heights 
av(Mine  and  tlu^  northw(\stei'nmost  side  of  Key- 
worth    avenue,    as   heretofore    opened;    the   co- 
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ui'iliiiates  of  said  poiut  of  beginning,  based  upon 
riie  system  used  by  the  City  of  Baltimore  Topo- 
graplLical  Survey  Commission,  being  west 
lS2i)'2A}0l  feet  and  north  lo-l:21».272  feet;  and 
running  thence  south  (50^  :24'  19"  west  390.4^ 
feet  to  tlie  northeasternmust  side  of  Keisters- 
town  road,  as  now  opened  80.0  feet  wide; 
thence  binding  on  the  said  northeasternmost 
side  of  K<?isterstown  road  north  30°  27'  54" 
west  50.01  leet  to  meet  a  line  drawn  parallel 
to  and  distant  50.0  feet  northwesterly  measured 
at  right  angles  from  the  lirst  line  of  this  de- 
scription; thence  reversing  said  line  so  drawn 
and  binding  thereon  north  (jO°  24'  19"  east 
391.14  feet  to  the  said  southwesterninost  side 
of  Park  Heights  avenue  thence  binding  on  said 
southwesternmost  side  of  Park  Heights  Ave. 
south  29 "  42'  45"  east  50.0  feet  to  the  place  of 
Ix^ginning. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topographical   Survey  Commission. 

The  said  Street  as  directed  to  be  condemned 
being  delineated  and  particularly  shown  on  a 
plat  which  was  filed  in  the  Office  of  the  Commis- 
sioners for  Opening  Streets  on  13th  day  of  Jan- 
nary,  in  the  year -1923,  and  is  now  on  tile  in 
the  said  Office. 

Sectiox  2.  And  he  it  fiuiher  ordained. 
That  the  proceedings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation, opening  and  grading  of  said  Shirley  ave- 
nue, and  the  jn'oceedings  and  rights  of  all  par- 
ties interested  or  aifected  thereby,  shall  be  regni- 
hited  by,  and  l;e  in  accordance  with,  all  such  pro- 
visions of  Article  4  of  the  Public  Local  Laws  of 
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Maryland,  as  enacted  by  Chapter  123  of  the 
Acts  of  the  General  Assembly  of  ^laryland  of 
the  year  1898  (commonly  known  as  the  Xew 
Cliarter  of  Baltimore  City),  as  may  be  appli- 
cable thereto,  as  well  as  all  amendments  thereof, 
and  also  any  other  Acts  of  the  said  General  As- 
sembly of  Maryland  which  may  be  applicable 
thereto ;  and  also  in  accordance  with  any  and  all 
Ordinances  of  the  ^layor  and  City  Conncil  of 
Baltimore  now  in  force  and  a])plicable  thereto. 

Approved  .May  18,  r.)2:]. 

\VM.  F.  BROEXTXC},  Mmjor. 


Xo.  008. 

An  oi'diiiaiieo  to  autliorize  tlic  Raltiiiiore  and  Ohio 
liaihoad  Company  to  constnict,  maintain  and  oper- 
ate a  sin.LjIe  railroad  acros.s  the  hed  of  Warner 
Street,  tlie  west  end  of  said  track  intersecting  the 
west  Imilding  line  of  Warner  Street  at  a  i)oint  'IV.) 
feet  south  of  Ostend  Street,  and  the  east  end  of 
said  traciv  intersecting  the  east  l)nilding  line  or 
AVarner  Street  at  a  point  UK)  feet  sontli  of  (he 
sonth   line  of  Ostend   Street. 

Skctiox  1.  Be  if  01(1(11)10(1  hi/  ihe  Mnj/or  (wl 
(^Uij  CoiDirll  of  Ihiliimove  that  the  Baltimore 
<ni(I  Ohio  Railroad  Company  be,  and  it  is  here- 
by anthoii/(Hl  to  coiistrnct,  maintain,  and  oper- 
ate^ a  sinii'le  railroad  track  described  as  follows: 
Beo'inninii  for  the  center  line  of  the  track  hereby 
anthorized  at  a  point  on  the  west  bnilding  line 
of  WarncM'  Street,  sonth  210  feet  from  the  sonth 
1,11  i  1(1  inii'  lino  of  Ostoiid  Street,  and  rnnning 
tluMice  eastwardly  across  Warner  Street  by 
ciirv(>  to  the  left  with  radins  of  388.07  feet, 
the  distance  of  58  feet,  thence  still  eastward  bv 
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a  straiglit  line  tangent  to  said  cnrve,  the  dis- 
tance of  12  feet  to  intersect  this  east  line  of 
Warner  Street,  at  a  point  190  feet  sonth  of  the 
sonth  hnildin^  line  of  Ostend  Street. 

Secttox  -2.  Aur]  he  it  further  ordained. 
That  the  ]\rayor  and  City  Oonneil  of  Baltimore 
shall,  at  all  times,  have  and  retain  the  power 
and  rio:ht  to  reasonably  regulate,  in  the  public 
interest,  the  exercise  of  the  right  herein  granted, 
and  that  the  said  right  shall  l>e  executed  and 
enjoyed  within  six  months  after  the  grant,  as 
provided  hy  Section  o7,  of  Article  -t,  of  the 
Code  of  Public  Local  Laws  of  Maryland,  enti- 
tled "City  of  Baltimore,"  SulvTitle  '"Charter," 
and  that  the  right  herein  granted  shall  be  held, 
exercised  and  enjoyed  for  the  period  of  twenty- 
five  years,  and  w.itli  the  further  right  to  said 
oTantee.  at  a  fair  revaluation,  includino:  in  such 
reval nation  the  value  derived  from  said  right, 
to  renewals  not  exceeding  in  the  aggTegate  twen- 
ty-five years:  that  upon  the  termination  of  said 
right  herein  granted  there  shall  be  a  fair  valua- 
tion of  the  plant  and  property  of  the  said 
grantee,  to  h.e  constructed  by  virtue  of  this  ordi- 
nance, which  shall  he  and  become  the  property 
of  the  City  of  Baltimore,  at  its  election,  on  its 
paying  said  grantee  said  valuation:  the  said 
jiayment  to  be  a  fair  and  e(]uitable  valuation  of 
the  same  as  property,  excluding  any  value  de- 
rived from  the  right  or  franchise  by  this  ordi- 
nance granted,  the  said  revaluation  and  valua- 
tion hereinbefore  provided  for  to  be  deter- 
mined upon  bv  two  arbitrators,  one  to  be  ap- 
pointed by  the  ^Fayor  of  the  City  of  Baltimore 
and  the  other  to  b^  appointed  by  the  grantee, 
its  representatives  or  assigiis,  who,  in  case  they 
shall  l>e  unable  to  agTce  li^tween  themselves, 
shall  appoint  a  third  arbitrator _,  and  the  decision 
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of  a  majority  of  said  arbitrators  shall  be  final 
and  binding  as  to  the  revahiation  and  valnation 
aforesaid;  provided,  that  if  the  said  two  arbitra- 
tors shall,  after  a  reasonalile  time,  fail  to  agree 
npon  an  umpire,  then  the  Alavor  shall  appoint 
such  nnipire. 

Section'  o.  AmJ  he  if  further  ordained, 
That  the  right  and  duty  are  hereby  expressly 
reserved  to  the  j\Iayor  and  City  Council  of  Bal- 
timore at  all  times  to  exercise  in  the  interest  of 
the  public,  full  municipal  superintendence,  reg- 
idation  and  control  in  respect  to  all  matters 
connected  with  the  grant  herein  contained  and 
not  inconsistent  with  the  terms  thereof,  and  that 
in  the  event  of  tlie  said  grantee,  its  successors 
or  assigns,  refusing,  neglecting  or  failing  to  com- 
ply with  any  of  the  terms  or  conditions  upon 
which  the  said  franchise  or  right  are  hereby 
granted,  said  franchise  or  right  shall  he  and 
become  wholly  null  and  void. 

Sfx'tiox  4.  And  he  if  further  ordained, 
That  the  said  grantee,  its  successoTS  and  assigns, 
shall,  at  its  own  expense,  in  laying  down,  from 
time  to  time,  its  said  raih'oad  tracks,  on  said 
street,  adjust  its  said  track  to  the  grade  of  such 
street,  as  the  same  is  now  ot  may  hereafter  he 
estahlished  by  law,  and  shall  at  its  own  expense 
keep  the  space  between  the  rails  of  said  track 
and  for  two  feet  on  either  side  thereof  in  thor- 
ough repair,  and  shall  at  its  own  expense  keep 
the  same  free  fi'om  snow  or  other  obstructions 
but  without  obstructing  the  other  portion  of  said 
st]'(^et  on  either  side  of  said  track,  and  shall 
l)ay  to  the  City  if  and  so  often  as  said  strec^t 
shall  b(^  paved  or  i"e])ave(l  by  the  flavor  and 
City  Council  of  Baltimore,  its  officers  and 
a2,'ents,    or    anv    other    officers    or    aaents    dulv 
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aiitho'i'ized  bv  law,  the  cost  of  pa\'ing  or  rcpax'- 
iiig'  the  spaee  between  tlie  rails  of  said  track 
and  for  two  feet  on  eitlier  side  thereof. 

The  said  Baltimore  and  Ohio  Railroad  Com- 
pany shall  also  pay  to  the  City  within  thirty 
days  after  written  notice  from  the  Highways 
Engineer  of  the  amount  dne,  the  cost  of  relocat- 
ing, strengthening  or  encasing  in  concrete,  all 
snJKsnrface  strnctnres  belonging  to  the  Mayor 
and  City  Con.ncil  of  Baltimore,  located  in  the 
street  beneath  the  space  between  the  rails  of 
said  track  and  for  two  feet  on  either  side  there- 
of, and  shall  also  pay  to  the  City,  within  thirty 
days  after  written  notice  from  the  Highways 
Engineer  of  the  amonnt  dne,  the  cost  of  relocat- 
ing any  snrface  strnctnres  belonging  to  the  City 
made  necessary  by  the  construction  of  said  track, 
the  jndgment  of  the  Highways  Engineer  as  to 
the  w(n*k  necessary  to  safeguard  said  siib-sur- 
face  structures  and  as  to  the  necessity  of  relo- 
cating any  surface  structures  to  he  final ;  and 
the  said  Baltimore  and  Oliio  Bailroad  Company 
shall  also  pay  to  the  City  within  thirty  days 
after  written  notice  from  the  Highways  Engi- 
ne(^i'  of  the  amonnt  due,  the  cost  of  such  addi- 
tional sewei  inlet  oi-  inlets  with  the  necessary 
connecting  pipe  or  pipes,  as  in  the  judgment 
of  the  Highways  Engineer  are  required  for  the 
purpose  of  pro];er  drainage  as  the  result  of  the 
construction  of  said  tracks. 

Secttox  T).  And  he  if  further  ordained. 
That  in  consideration  of  the  right  hereinbefore 
granted,  the  said  grantee  shall  pay  to  the  Mayor 
and  City  Council  of  Baltimore,  within  thirty 
days  after  the  passage  of  this  ordinance,  all 
expense  of  advertising,  and  the  snm  of  ^'Seventy 
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dollars  ($70.00)  and  a  like  sum  of  seventy  dol- 
lars ($70.00)  annnallv  thereafter." 

Skctio.x  C).  And  be  it  further  ordained, 
That  iioii-conipliance  at  any  time  or  times  by  the 
gM-aiitee,  its  snccossors  or  assigns,  with  any  of 
the  terms  of  the  grant  hereby  made,  shall  oper- 
ate as  a  forfeitnre  of  the  grant  hereby  made, 
which  shall  thereupon  be  and  become  void,  and 
that  nothing  short  of  an  ordinance  of  the  Mayor 
and  City  Council  of  Baltimore  shall  operate 
as  a  waiver  of  any  forfeiture  of  the  grant  here- 
hy  made. 

Skctiox  7.  And  l)e  it  furtlier  ordained, 
That  if  at  any  time  the  track  of  the  Baltimore 
and  Ohio  Railroad  Coinpany  shall  be  removed, 
or  if  the  track  hereby  authorized  shall  be  ac- 
quired hy  the  City  of  Baltimore  for  the  pur- 
pose^ of  establishing  a  municipal  trackage  sys- 
tem, or  for  any  other  purposes  of  the  munici- 
pality, then  this  ordinance  shall  be  void,  and  all 
the  franchises  and  rights  hereby  granted  shall 
cease  and  deteniiine  without  compensation  to 
the  grantee,  its  successors  or  assigns. 

Skcttox  S.  And  he  it  furtlier  ordained. 
That  the  track  hereby  authorized  shall  Ix^  con- 
stiucted  und(U'  the  supervision  of  and  to  the 
(>utir(  satisfaction  of  the  Highways  Engineer, 
aud  that  the  rails  to  be  used  in  the  said  con- 
st] uctiou  and  renewals  thereof,  from  time  to 
time,  shall  l)e  of  such  character  as  the  Highways 
Engineer  shall  determine.  The  grantee  here- 
under shall,  fi'om  time  to  time,  change  the  loca- 
tion of  the  track  hereby  authorized  to  b<?  con- 
struct(>d  wheuev(M-  in  the  judgment  of  the  High- 
ways  iMigiiK^er  the  puhlic  convenience*  may  re- 
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quire   it,    and   lie   shall    issue  a   written    (3rdei' 
therefoi'  approved  ]>v  the  Board  of  Estimates. 

Sectiox  i).  Anr]  he  it  further  ordained, 
That  the  Balt.imore  and  Ohio  liailroad  Com- 
pany shall  not  he  permitted  to  stand  a  car  or 
cars  on  the  track  herehv  authorized  to  be  con- 
structed. 

Skctiox  10.  And  he  it  further  ordained, 
rhat  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  :\ray  IS,  1023. 

WAl.  F.  BROEXTXG,  Maijor. 


Xo.  !)00. 

All  ordinniice  -r.-intinu:  to  the  T'liited  Railways  niul 
Electric  roinitaiiy  of  Baltimore,  its  sncce>;soi's  aiifl 
assiijus,  tile  riirlir  to  constrnct.  niaiiitaiii  and  oper- 
ate tracks,  cnrres  and  switches,  witli  the  necessary 
poles,  wires  and  overhead  construction,  as  follows: 
Sin.ijle  track  on  Small  wood  Street,  from  the  end  of 
the  existin.ir  track  (m  said  Small  wood  Street  north- 
wardly and  loadinir  into  private  property,  a  dis- 
tance of  about  one  hundred  (100)  feet:  sin.ule  track 
curve  around  the  southwest  corner  of  Calvert  and 
liedwood  streets  connectiuir  the  existing  easthound 
track  on  Redwood  street  with  the  existing  south- 
hound  track  on  Calvert  street:  double  traciv  curves 
around  the  southwest  corner  of  Wolfe  street  and 
Fairmount  avenue  connecting  the  existuig  tracks  on 
Wolfe  street  with  the  existing  tracks  on  Fairmount 
avenue:  single  track  curve  on  north  side  of  Fort 
avenue  between  the  bridge  over  the  Baltimore  and 
Ohio  Railroad  and  the  entrance  to  Fort  McHenry. 
as  follows:  TU'ginning  in  and  connecting  to  the  ex- 
isting eastbound  track  on  Fort  avenue  at  a  poinl 
about  one  liundr<'d  (100)  feet  west  of  tlie  entrancM' 
gate  to  Fort  ^rdlenry.  and  extending  thence  by  a 
curve,  crossing  the  westbound  track  and  extending 
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acrt)ss  llie  iiorlh  side  of  Fort  Mclleiiry  into  prop- 
erty owned  l»y  the  lialtiniore  and  Ohio  Uailroad 
Company  or  Mayor  and  City  Conncil,  and  continn- 
ini;  tlience  over  said  property  and  retnrniug  to  tlie 
bed  of  Fort  avenue  at  a  point  approximately  one 
.  liundred  and  forty  (14U)  feet  from  tlie  entrance  of 
Fort  Mcllenry,  and  continuing  tlience  by  a  curved 
line  across  the  north  side  of  Fort  avenue  to  con- 
nect with  the  existing  westbound  track ;  and  to  run 
on  aforesaid  tracks  and  connecting  tracks,  curves 
and  switches  cars  to  be  propelled  by  electricity  sup- 
plied by  overhead  wires  or  by  the  storage  system  or 
by  any  improved  s\  stem  which  may  be  approved  by 
the  Mayor  and  Highways  Engineer. 

Skction  1.  Be  it  ordained  by  tlie  Mayor  ami 
City  Council  of  Baltimore  that  the  riiited  Rail- 
ways ami  Electric  Coinpany  of  Baltimore,  its 
successors  and  ass-igns,  be  and  it  is  hereby  au- 
thorized and  enipoAvered  to  lay  down,  construct 
and  maintain  tracks  and  connecting  tracks, 
cur\-es  and  switches,  as  hereinafter  meiitioned, 
and  to  run  cars  and  to  operate  a  railway  thereon 
and  also  erect  and  maintain  the  necessary  poles, 
wires  and  overhead  construction  and  appurte- 
nances as  may  he  necessary  and  proper  for  said 
tracks  and  connecting  tracks,  curves  and 
switches,  namel}-:  single  track  on  Smallwood 
street,  from  the  end  of  the  existing  track  on 
said  Smallwood  street  northwardly  and  leading 
into  private  pro]ierty,  a  distance  of  about  one 
hundred  (100)  feet;  single  track  curve  around 
the  southwest  corner  of  C'alvert  and  Redwood 
streets  connecting  the  existing  eastbound  track 
on  Redwood  street  with  the  existing  southbound 
track  on  Calvert  street ;  double  track  curves 
around  the  southwest  corner  of  Wolfe  sti'cet  and 
Fa.irmount  avenue  connecting  the  existing  tracks 
on  Wolfe  street  with  the  existing  tracks  on 
Fairniount  avenue;  single  track  curve  on  north 
side  of  Fort  Avenue  between  the  bridge  over 
tli(>    jjaltiniore   and   Ohio   Railroad  and   the  en- 
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trance  to  Fort  ^IcHenry,  as  folloAVS  :  Beginning 
in  and  connecting  to  the  existing  eastbonnd 
track  on  Fort  a\'enne  at  a  point  about  one  hun- 
dred (100)  feet  west  of  the  entrance  gate  to 
Foi't  McHenrv,  and  extending  thence  by  a  curve, 
crossing  the  west  bound  track  and  extending 
across  the  north  side  of  Fort  McHenry  into  prop- 
erty owned  by  the  Baltimore  and  Ohio  Railroad 
Company  or  Mayor  and  City  Council,  and  con- 
tinuing thence  o\^er  said  property  and  returning 
to  the  bed  of  Fort  avenue  at  a  point  approxi- 
mately one  hundred  and  forty  (140)  feet  from 
the  entrance  of  Fort  McHenry,  and  continuing 
thence  by  a  curved  line  across  the  north  side  of 
Fort  Avenue  to  connect  with  the  existing;  west- 
bound track ;  and  the  said  company  is  herehy 
further  authorized  and  empowered  to  connect 
the  tracks  and  overhead  coaistruction  hcireby 
antliorized  by  all  necessary  appurtenances  with 
the  tracks  and  overhead  constructioii  already  in 
existence  at  said  locations,  and  to  make  neces- 
sary modifications  of  special  work  and  to  run  on 
the  aforesaid  tracks  cars  to  be  propelled  by 
electricity  supplied  by  overhead  wires  ot  by  the 
storage  system,  or  by  any  improved  system 
which  may  be  approved  by  the  Mayor  and  High- 
ways Engineer. 

SKCTrox  2.  And  he  li  further  ordained 
that  the  said  railway  tracks  shall  be  built  and 
renewed  from  time  to  time  under  the  super^'i- 
sion  and  subject  to  the  approval  of  the  High- 
ways Engineer,  and  the  rails  and  renewals  there- 
of from  time  to  time  shall  be  of  the  most  im- 
proved pattern  of  girder  rails  and  of  a  similar 
gauge  to  tracks  now  in  use  in  said  City,  and  to 
be  so  constructed  and  laid  down  as  not  to  ob- 
struct or  impede  the  free  flow  of  water  across 
said  streets,  or  down  the  gutters  thereof. 
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Section  3.  And  he  it  further  ordained 
that  the  said  grantee  its,  successors  or  assigns, 
shall  at  its  own  expense  in  laving  down  or  relay- 
ing down  from  time  to  time  the  railway  tracks 
hereby  authorized  on  said  streets  adjust  the  said 
tracks  tO'  the  grades  of  said  streets  as  the  same 
now  are  or  may  hereafter  be  established  by  law, 
and  shall  at  its  own  expense  keep  the  space  with- 
in each  of  said  tracks  and  for  two  feet  on  either 
side  thereof,  in  thorough  repair^  and  shall  at  its 
own  expense  kee]>  the  same  free  from  snow  or 
other  obstructions,  but  without  O'bstructing  the 
other  portions  of  said  streets  on  either  side  of 
said  tracks,  and  shall  pay  to  the  City  if  and  so 
often  as  said  streets  or  any  of  them  shall  bo 
paved  or  repa\-ed  by  the  ^layor  and  City  Coun- 
cil of  BakimoTe,  its  officers  and  agents,  or  any 
other  officers  or  agents,  duly  authorized  by  law, 
the  cost  of  pa^•ing  or  repaving  the  spaces  be- 
tween the  said  tracks  and  extending  for  two  feet 
on  either  side  thereof,  of  whatever  material  the 
same  may  be  constructed.  The  Ignited  Railways 
and  Electric  Company  of  Baltimore  sliall  also 
pay  to  the  City,  within  thirty  (30)  days  after 
written  notice  from  the  Highways  Engineer  of 
the  amount  due,  the  cost  of  relocating,  strength- 
ening or  otherwise  protecting  all  sub-surface 
structures  belonging  to  the  Mayor  and  City 
Council  of  Baltimore  located  in  the  street  be- 
neath the  space  between  the  rails  of  said  tracks 
and  for  two  feet  on  either  side  thereof,  and  shall 
also  pay  to  the  City  within  thirty  (30)  days 
after  written  notice  from  the  Highways  Engi- 
neer of  the  amount  due,  the  cost  of  relocating 
any  surface  structures  beloaiging  to  the  City 
made  necessary  by  the  construction  of  said 
iiiicks,  the  judgmeut  of  the  Highways  Engineer 
a])]n'oved  by  the  Board  of  Estimates  as  to  the 
work    necessarv   to  safeguard   said   sul>-surface 
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structures  and  as  to  the  necessity  of  relocating 
any  surface  structures  to  be  final ;  and  the  said 
The  United  Railways  and  Electric  Company  of 
BaltimoTC  shall  also  ])ay  to  the  Mayor  and  City 
Council  of  Baltimore  within  thirty  (30)  days 
after  written  notice  from  the  Hig'hways  Engi- 
neer of  the  amount  due,  the  cost  of  such  addi- 
tional sewer  inlet  or  inlets  with  the  necessary 
connecting:  pipe  or  pipes  as  in  the  judgment  of 
the  Highways  Engineer  are  required  for  the 
])urpose  of  proper  drainage  as  the  result  of  the 
construction  of  said  tracks.  The  said  work  of 
relocating  surface  structures,  and  relocating, 
strengtliening  or  otherwise  protecting  sub^sur- 
face  structures,  to  be  done  concurrently  with  the 
laying  of  said  tracks  and  before  the  restoration 
of  the  street  paA'ing. 


Sk(^'ii()X  4.  A  lid  he  it  farther  ordahied 
that  the  ^Mayor  and  City  Council  of  Baltimore 
shall  at  all  times  have  and  retain  the  power  and 
I'iglit  to  reasonal>ly  regulate,  in  the  public  inter- 
est, the  exercise  of  the  rights  herein  granted  and 
that  tlu'  said  rights  shall  be  exercised  and  en- 
joyed within  six  (G)  months  after  the  grant,  as 
provided  by  Section  37  of  Article  4  of  the  Code 
of  Public  Local  Laws  of  Maryland,  entitled 
"City  of  Baltimore,"  sub-title  ''Charter,"  and 
that  the  lights  herein  granted  shall  be  held,  ex- 
ercised and  enjoyed  for  the  period  of  twenty- 
five  (25)  years  and  with  the  further  right  to 
said  grantee,  at  a  fair  revaluation,  including  in 
such  revaluation  the  value  derived  from  said 
right,  to  renewals  not  exceeding  in  the  aggregate 
twenty-five  (25)  years;  that  upon  the  termina- 
tion of  said  rights  herein  granted  there  shall  be 
i\  fair  valuation  of  the  plant  and  property  of  said 
grantee,  to  be  constructed  by  virtue  of  this  Ordi- 
nance, which  shall  be  and  become  the  property 
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of  the  City  of  Baltimore,  at  its  election,  on  its 
];aying  said  grantee  said  valuation ;  that  said 
payment  is  to  be  at  a  fair  and  equitable  valua- 
tion of  the  same  as  property,  excluding  any 
value  derived  from  the  right  or  franchise  by 
this  Ordinance  granted;  the  said  revaluation 
and  valuation  hereinbefore  provided  for  to  be 
determined  upon  by  two  arbitrators,  one  to  be 
appointed  by  the  Mayor  of  the  City  of  Balti- 
more and  the  other  to  be  appointed  by  the  said 
grantee,  its  representatives  or  assigns,  who,  in 
case  they  shall  be  unable  to  agree  between  them- 
selves, shall  appoint  a  third  arbitrator  and  the 
decision  of  a  majority  of  said  arbitrators  shall 
l)e  final  and  binding  as  to  a  revaluation  or  valua- 
tion aforesaid ;  provided,  that  if  said  two  arbi- 
trators shall,  after  a  reasonable  time,  fail  to 
agree  upon  an  umpire,  then  the  Board  of  Esti- 
mates shall  appoint  such  umpire. 

Si;('Ti<).\  5.  AnrI  he  it  further  ordained 
that  the  right  and  duty  are  hereby  expressly 
re^(4*ved  to  the  ^Mayor  and  City  Council  of  Bal- 
timore at  all  times  to  exercise  in  the  interest  of 
the  public,  full  municipal  superintendence,  reg- 
ulation and  control  in  respect  to  all  matters 
connected  with  the  aforesaid  grant  and  not 
inconsistent  with  the  terms  thereof,  and  in  the 
event  of  the  said  grantee,  its  successors  or 
assigns,  refusing,  neglecting  or  failing  to  com- 
ply with  any  of  the  terms  or  conditions  upon 
Avhich  the  sa.id  franchises  or  rights  are  hereby 
granted,  said  franchises  or  rights  shall  be  and 
become  wholly  null  and  void. 

Si;( 'I'lox  T).  A  i}d  t)('  it  further  ovduined 
\\\\\\  iioii-coiiii^liancc  at  any  tinu^  or  times  by  the 
grantee,  its  successors  or  assigns,  with  any  of 
the  terms  of  the  grant  hereby  made,  shall  oper- 
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ate  as  a  forfeiture  of  the  grant  hereby  nuuh', 
which  shall  thereupon  he  and  become  void,  and 
that  nothiniz:  short  of  an  oi'diuaiice  of  the  Mayor 
and  City  Council  of  Baltimore  shall  operate 
as  a  waiver  of  any  forfeiture  of  the  grant  here- 
by made. 

Skction  7.  And  he  i(  furUier  ordained 
that  the  compensation  to  be  paid  by  the  Uni- 
ted Railways  and  Electric  Company  of  Bal- 
timore for  the  franchises  and  rights  hereby 
granted  shall  be  the  sum  of  One  Dollar  ($1.00) 
|,er  running  foot  the  number  of  feet  and  the 
total  anionnt  of  the  compensatioii  to  be  fixed 
by  the  Highways  Kngineer  after  the  measure- 
ment l)y  him  of  the  actual  number  of  feet  of 
track  laid  under  the  provisions  of  this  ordinance, 
and  all  expenses  of  advertising. 

Skctiox  8.  And  he  it  fiirtJier  ordained 
that  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  .May  18,  1923. 

WM.  F.  BROE^nNG,  Mayor. 


^o.  910. 


An  ordinance  jjjranting  permission  to  Pluninier  A, 
Tjiinis  to  erect  a  one-story  frame  porch  on  bis  prem- 
ises on  the  west  side  of  Montgomery  Avenue,  east  of 
Haddon  Avenue. 

Skction  1.  Be  it  ordained  hij  the  Mayor  and 
C'itji  Co\nieil  of  BaUiniore,  That  perniissioii  be 
and  the  same  is  hereby  granted  to  P'lummer  A. 
I  jams  to  erect  a  one-story  frame  porch  8  ft.  wide 
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and  12  ft.  long  on  his  premises  on  the  west  side 
of  Montgomery  avenue,  east  of  Haddon  avenue ; 
the  said  porch  to  be  enclosed  with  glass  and  to 
be  erected  within  8  feet  of  the  party  line  on  the 
east  side ;  and  to  be  erected  under  the  supervi- 
sion of  the  Inspector  of  Buildings  o±  Baltimore 
City  in  accordance  with  the  Building  Laws  of 
said  City. 

Si-.<:Tiox  '1.  And  be  it  farther  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  May  IS,  1923. 

WM.  F.  BE0E:N^I:N"G,  Mayor. 


Xo.  911. 

.\ii  ordinance  j;rautinj^  permission  to  The  Cautou  Co. 
of  Haltimore  to  erect  and  construct  a  four-story 
Iniildinjr  on  its  premises  25  South  Street,  and  re- 
lieving? the  said  Canton  Co.  of  Baltimore  from  com- 
pliance with  certain  requirements  of  the  Building 
Code  of  Baltimore  City. 

Sectiox  1.  Be  it  ordained  by  the  Mayor  and 
City  Council  of  Baltimore ,  That  permission  be 
and  the  same  is  hereby  granted  to  The  Canton 
Co.  of  Baltimore  to  erect  and  construct  a  four- 
story  building  on  its  premises  25  South  street. 

Skctiox  2.  And  be  it  further  ordained, 
That  in  the  constmction  of  said  building,  the 
said  Canton  Co.  of  Baltimore  is  hereby  author- 
ized and  permitted  to  construct  the  same  in  ac- 
cordance with  the  engineering  principles  and 
formulas  hereinafter  enumerated : 
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1.    Live  load,  100  lbs.  per  sq.  ft.  of  1st  floor. 

i^.    Live  load,  50  lbs.  per  sq.  ft.  of  upper  floors. 

:].  Kediictioii  of  live  load  on  members  earry- 
iiio  over  200  sq.  ft.  of  floor  10%. 

4-.  KcdiK'tioii  on  eolumns  and  footings  10% 
of  li\e  load  on  top  floor,  then  15%  on  next  floor, 
etc.,  to  50%  maximum  reduction. 

5.  Reinforced  concrete  in  building,  allowable 
stress  for  compression,  G50  lbs.  per  sq.  in. 

().  All  formulas  in  accordance  with  recom- 
mendations of  Joint  Committee  on  reijiforced 
concrete,  American  Society  of  Civil  Engineers. 

7.  Allo'waible  shear  in  concrete,  120  lbs.  per 
sc}.  in.  of  vertical  section  when  reinforced  by 
steel  stirrups  to  carry  two-thirds  of  this  in  ten- 
sion at  10000  lbs.  ])er  sq.  in. 

S.  Columns  reinforced  with  vertical  rods  not 
less  than  1%  not  more  than  4%  with  lateral  ties 
Vi''  in  diameter,  not  more  than  12"  apart.  Total 
safe  load  in  pounds,  500  AC  plus  7500  avs  for 
1-2-4  mix  and  025  Ac  plus  7500  avs  for  1-11/^-3 
mix,  in  which  Ac  equals  area  of  corici'ete  within 
hoops  and  avs  equals  cross  sectional  area  of  ver- 
tical steel,  both  given  in  square  inches. 

9.  Hooped  columns  with  longitudinal  rein- 
forcements of  not  less  than  1%  not  more  than 
V'( ,  Avith  circular  spirals  not  less  than  1%  of 
tli(  \()liime  of  the  concrete  and  spaced  not  more 
than  one-sixth  of  the  diameter  of  the  column 
apart  and  not  more  than  3  inches.  Total  safe 
load  in  pounds  850  Ac  plus  10,000  avs  for  1-2-4 
mix  and  1050  Ac  plus  10,000  avs  for  l-li/o-S 
mix. 
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10.  Jiodded  or  hooped  columns  to  be  sup- 
ported laterally  at  distances  not  to  exceed  fifteen 
times  their  least  dimensions. 

1  1.  Coaicrete  protection  around  reinforcing 
bars,  IV2''  ^^1*  girders,  beams,  piers  and  col- 
umns, and  1"  for  floor  slabs. 

1'2.  Mininnim  thickness  of  roof  slabs  three 
inches. 

But  in  all  other  respects,  the  construction  of 
said  building  shall  be  in  accordance  with  the 
provisions  of  the  Euildiuii,  Code  of  Baltimore 
City. 

Si;('ri().\  ;).  .1//^  he  a  further  ordained, 
Tliat  this  ordinance  shall  take  eiiect  from  the 
date  of  its  passage. 


A])i)r<)ved  May  18,  11)28. 

W.M.  F.  ER0ENI:N^G,  Majjor. 


'No.  012. 


An  ordiiumce  lirantiiii:  periuissioii  to  (Marciico  K. 
Malirer  to  erect  20  individiial  ,u:araj;es  in  the  rear  of 
his  premises  1401-10  W.  Mulberry  St. 

Whereas,  Ordinance  :^ro.  GOGl/o  of  1921  ]n-o- 
liihits  the  erection  of  a  public  garage  within  300 
feet  of  a  church  ;  therefore 

SiocTio.N  1.  Be  it  ordained  hi/  the  Mayor  wnd 
(U'ti/  Coaneil  of  Baltimore,  That  permission  be 
and  tlie  same  is  hereby  gTanted  to  Clarence  R. 
Malirer  to  ere<'t  20  individual  garages  in  the 
rear    of   his    premises    1401-19    W.    Mulberry 
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street ;  said  garages  to  be  of  concrete  block  con- 
struction and  to  be  erected  nnder  tbe  sn|)ervision 
of  tbe  Inspector  of  Bnildings  of  Baltimore  Citv 
in  accordance  with  the  Bnilding  LaAVS  of  said 
Citv,  and  especially  in  accordance  with  the  pro- 
visions of  Paragraphs  12  and  13  of  Section  47 
of  Ordinance  2so.  ir)5,  approved  Jnne  11),  IDOS, 
and  all  amendments  thereof. 

Sk<  i'lox  -1.  And  he  it  further  onhiiued, 
That  this  ordinance  shall  take  efFect  from  the 
date  of  its  passage. 

Approved  :\ray  18,  1023. 

W:\r.  F.  EEOEXIXG,  :\Iafior. 


Xo.  913. 


All  ordiiuinee  ,i2:i-aiitiii.2:  iieriiiissioii  to  St.  Edwards  K. 
C.  Church  to  construct  a  building  on  the  N.  E.  cor. 
of  Poplar  (ii'ove  St.  and  Lafayette  Ave, 

Sf.cttox  1.  Be  it  ordained  l)i/  the  Mayor  and 
('it  11  Couneit  of  Baltimore,  That  permission  be 
and  the  same  is  hereby  granted  to  St.  Edwards 
Iv.  C.  Chnrch  to  constrnct  a  bnilding  on  the 
northeast  corner  of  Poplar  Grove  St.  and  Lafay- 
ette Ave. 

Sectiox  2.  And  l)e  it  further  ordained. 
That  in  the  construction  of  said  bnilding  the 
said  St.  Edwards  R.  C.  Church  be  and  it  is 
hereby  anthorized  and  permitted  to  constrnct 
the  said  linilding  in  accordance  with  the  engi- 
neering principles  and  formnlas  bcreinatfter 
enumerated,  namelv : 
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1:2:4  Concrete — 

Direct  bearing,  ')()()  ]l>s.  per  ^q.  inch. 

Direct  l>earing'  on  2  x  loaded  area,  sOO  lbs. 

per  sq.  inch  on  contact  area. 
Fibre  stress  in  bending,  650  lbs.  per  sq.  inch. 
Fibre  stress  in  bending  at  snpports,  (>50  pins 

15%  per  sq.  inch  for  continnous  lK?anis. 
Punching  shear,  120  lbs.  per  sq.  inch. 
Shear  measnring  diagonal  tension,  10  lbs.  per 

sq.  inch,  no  stirrnps. 
Shear  measnring  diagonal   tension,   120   lbs. 

per  sq.  inch,  stirrnps  and  l)ent  bars. 

1:1^:3  Concrete — 

Direct  Ix^aring,  ()2d  per  sq.  inch. 

Direct  bearing  on  2  x  loaded  area,  1,000  lbs. 

per.  sq.  inch  on  contact  area. 
Fibre  stress  in  l>ending,  800  lbs.  per  sq.  inch. 
Fibre  stress  in  bending  at  snpports,  800  lbs. 

per  sq.  inch  phis  15^^   per  sq.  inch  for  con- 

tinnons  beams. 
Pnnching  shear,  150  lbs.  per  sq.  inch. 
Shear  measnring  diagonal  tension,  50  lbs.  per 

sq.  inch. 
Shear  measnring  diagonal  tension,   150  lbs. 

per  sq.  inch,  stirrnps  and  lx?nt  bars. 

Steel — 

Tensile  stress  in  reinforcing  bars,  16,000J  per 
sq.  inch. 

Compression  stress  on  bars  in  beams,  10,000Jj: 
per  sq.  inch. 

Fnit  direct  shear  on  bars,  10,000}t  ])er  sq. 
inch. 

Bond  stress,  ])lain  bars,  80j):,  deformed  bars, 
lOOJ  for  1  :2:4  mix,  and  100  and  120Jt  re- 
spectively for  1  :ll/^:'>  mix.  TTooks  to  add 
15%. 

^[odnlns  of  elasticity,  15  and  12  for  1:2:4 
nml  1  'AVj'^  mix,  respectively. 
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formulas : 

Beams — The  straight  line  fonimlas  for  Hex- 

ure. 
Coin  mils — P  eqnals  fe  (Ac  pins  n  As). 

Colnmns — 

Redded  Colnmns: 

Vertical  rods  not  less  than  1  nor  more  than 
4%. 

P  eqnals  500  Ac+7500  avs  for  1 :2  :-t. 

P  espials  625  Ac+7500  avs  for  1  ili/o  :3. 

(Strnctnral  Steel  Cols,  encased  in  con- 
crete. ) 

To  be  designed  stress  (1S,000— 70L/R  lbs. 
per  sq.  inch  in  direct  compression,  and  to 
l>e  covered  with  foiu*  inches  of  concrete 
reinforced  with  vertical  rods  and  hoop- 
ing. 

Steel  colnmns  covered  with  2"  plain  con- 
crete   iireproofing    not    reinforced    with 
vertical  rods  and  hooping  to  be  designed 
for  stress  (16000— 70L/R.) 
Hooped  Colnmns : 

\^rtical  rods  not  less  than  1%  nor  more 
than  4:7c. 

P  eqnals  850  Ac+ 10000  avs  for  1 :2  :4. 

P  eqnals  1050  Ac+ 10000  avs  for  1  lU^  :3. 

General  Assnmption  of  Design — 

For  single  spans,  span  eqnals  distance  center 

to  center  of  supports. 
For    continnons    or   restrained   beams,    span 

eqnals  clear  distance  lietween  snppoi-ts. 
Brackets  at  angle  of  45°  reduce  span  to  point 

where    their    depth    eqnals    1/3    of   beam 

depth,   brackets  to  he  designed   for   shear 

and  bending. 
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Tee  Beams — 

The  assumed  effective  width  of  tee  beams  sliail 
not  exceed  one-sixtli  the  span  length  on 
either  side  of  beam,  nor  shall  the  overhang 
on  either  side  at  the  web  exceed  six  times 
the  thickness  at  tlie  slab,  nor  shall  the  total 
effective  width  on  either  of  centers  of  beam 
exceed  three-eighths  of  the  distance  be- 
tween centers  of  the  adjoining  beams. 

Continuous  Beams  and  Slabs — 
•  M  equals  WL  divided  by  8 ;  WL  divided  by 
10 ;  WL  divided  by  12 ;  for  simple,  semi- 
continuous  and  continuous  members  respec- 
tively, where  W  equals  total  load. 

Tile  Fillers  used  in  slabs  to  be  covered  with 
two  inches  concrete. 

J^ut  in  all  other  respects  the  construction  of 
said  building  shall  be  in  accordance  with 
the  provisions  of  the  present  Building  Code 
of  Baltimore  City. 

Live  load^  all  floors,  50  lbs.  per  sq.  ft. 

Section  3.  And  he  it  further  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  May  IS,  192:3. 

WM.  F.  BROENIXG,  Maijor. 


'No.  914. 


All  ordiiijiiico  ijrantln.iij  porniission  to  Scheffonacker 
Piivato  (iaraj^es.  Inc.,  to  erect  two  series  of  garages 
on  its  premises  on  tlie  east  side  of  a  10  ft.  alley  in 
tlu'  r<'ar  of  \os.  '2l\'2')-'S.V.\:]  (Jnilford  Aveniic. 

Wheivas,  Ordinance  Xo.  (iOcy^  of  1921  i)ro- 
hihits  the  erection  of  a  ])ul)lic  garaiie  within  '*>0() 
feet  of  a  church  ;  therefore 


ORDTXAXCES.  505 

Sectiox  1.  Be  it  ordnined  hij  the  Mayor  and 
City  Council  of  Baltimore,  That  permission  be 
and  the  same  is  hereby  granted  to  Sehett'enacker 
Private  Garages,  Inc.,  to  erect  two  series  of  ga- 
rages on  its  premises  on  the  east  side  of  a  10  ft. 
alley  laid  ont  parallel  with  and  distant  100  ft. 
east  of  Gnilford  avenue,  in  the  rear  of  premises 
2325-2333  Gnilford  avenne ;  each  of  said  strnc- 
tlires  to  be  of  brick  with  slag  roof,  10  ft.  wide 
and  11)1/2  i^-  l^^iifc?  ^^11^^  ^1^^  work  to  he  done  under 
the  supervision  of  the  Inspector  of  Buildings  of 
Baltimore  City  in  accordance  with  the  Building 
Laws  of  said  City,  and  especially  in  accordance 
with  ParagTaphs  12  and  13  of  Section  47  of 
Ordinance  Xo.  155,  approved  June  19,  1908, 
aud  all  amendments  thereof. 

Sk(|-|(jx  2.  And  he  if  farther  ordained, 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  :\Iay  IS,  1923. 

WAF.  F.  BROEXTXG,  Mayor. 


Xo.  915. 

An  ordinance  iirantins  to  The  Maryland  Electric  Rail- 
ways Company,  its  successors  and  assi,2:ns.  tlie  right 
to  constnict.  maintain  and  operate  tracljs,  curves 
and  switches,  with  the  necessary  poles,  wires  and 
overhead  construction,  as  foHows  Doul^le  trades  on 
Montehello  Avenue,  as  now  opened  or  as  it  is  now 
in  process  of  being  acquired  and  opened  by  the  City, 
from  (lorsuch  Avenuee  in  a  northeasterly  direction  to 
Thirty-third  Street  Boulevard,  a  distance  of  aliout 
fourteen  hundred  and  tifty  (14."iO)  feet,  more  or  less, 
and  thence  across  Thirty-third  Street  Boulevard  aud 
coutiiming  along  :Mont<'bello  Avenue,  as  now  opened 
or  as  it  is  now  in  process  of  being  acquired  and 
opened  by  the  City,  in  a  northerly  direction  a  dis- 
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tance  of  nine  hundred  and  fifty  (950)  feet,  more 
or  less,  and  to  terminate  either  by  means  of  cross- 
overs or  goosenecl^s  on  tlie  street.  Also  the  right  to 
construct  double  track  connecting  curves  at  both 
the  northeast  and  northwest  corner  of  Gorsuch  and 
Montebello  Avenues,  these  curves  to  connect  existing 
tracks  on  Gorsuch  Avenue,  and  to  run  on  the  afore- 
said traclvs  and  connecting  tracks,  curves  and 
switches,  cars  to  be  propelled  by  electricity  supplied 
by  overhead  wires,  or  by  the  storage  system  or  by 
any  improved  system  which  may  be  approved  by  the 
Mayor  and  Highways  Engineer. 

Skctiox  1.  Be  it  ordained  by  the  Mayor  and 
City  Council  of  Baltimore  that  The  Maryland 
Electric  Railways  Company,  its  successors  and 
assigns,  be  and  it  is  hereby  authorized  and  em- 
powered to  lay  down,  construct  and  maintain 
tracks  and  connecting  tracks,  curves  and 
switches,  as  hereinafter  mentioned,  and  to  nin 
cars  and  to  operate  a  railway  thereon  and  also 
erect  and  maintain  the  necessary  poles,  wires 
and  overhead  construction  and  appurtenances 
as  may  be  necessary  and  proper  for  said  tracks 
and  connecting  tracks,  curves  and  switches, 
namely :  double  tracks  on  ]\Iontebello  avenue, 
as  now  o]>ened  or  as  it  is  now  in  process  of  being 
acquired  aiul  opened  by  the  City,  from  Gorsucli 
avcnne  in  a  northeasterly  direction  to  Thirty- 
third  street  Boulevard,  a  distance  of  about  four- 
teen hnndred  and  fifty  (14-50)  feet,  more  or 
less,  and  thence  across  Thirty-third  street  Boule- 
vard and  continuing  along  ^rontebello  avenue, 
as  now  opened  or  as  it  is  now  in  process  of  being 
ac(]nired  and  opened  by  the  City,  in  a  northerly 
direction  a  distance  of  nine  hundred  and  tifty 
(050)  feet,  more  or  less,  and  to  terminate  either 
by  means  of  crossovers  or  goosenecks  on  the 
street.  Also  the  right  to  construct  double  track 
coamecting  curves  at  Ivoth  \ho  northeast  and 
northwest  corners  of  Gorsuch  and  ^ConteMlo 
avenues,  these  curves  to  connect  existing  ti'acks 
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on  Gorsueh  avenue ;  and  the  said  Company  is 
lierebv  further  authorized  and  empowered  to 
connect  the  tracks  and  oA^erhead  construction 
hereby  authorized  by  all  necessary  appurte- 
nances with  the  tracks  and  overhead  construc- 
tion already  in  existence  at  said  locations,  and 
to  make  the  necessary  modifications  of  special 
work,  and  to  run  on  the  aforesaid  tracks  cars  to 
be  propelled  by  electricity  supplied  by  overhead 
wires  or  by  the  storage  system,  or  by  any  im- 
pro\'ed  system  which  may  be  approved  by  the 
flavor  and  Highways  Engineer. 

Sectiox  2.  And  be  it  further  ordained 
that  the  said  railway  tracks  shall  be  built  and 
renewed  from  time  to  time  under  the  supervi- 
sion and  subject  to  the  approval  of  the  High- 
ways Engineer,  and  the  rails  and  renewals  there- 
of from  time  to  time  shall  be  of  the  most  im- 
proved pattern  of  girder  rails  and  of  a  similar 
gauge  to  tracks  now  in  use  in  said  City,  and  to 
be  so  constructed  and  laid  down  as  not  to  oly- 
struct  or  impede  the  free  flow  of  w^ater  across 
said  streets,  or  down  the  gutters  thereof. 

Sectiox  3.  And  he  it  further  ordained 
that  the  said  grantee,  its  successors  or  assigns, 
shall  at  its  own  expense  in  laying  down  or  relay- 
ing down  from  time  to  time  the  railway  tracks 
hereby  authorized  on  said  streets  adjust  the  said 
tracks  to  the  grades  of  said  streets  as  the  same 
now  are  or  may  hereafter  be  established  by  law, 
and  shall  at  its  own  expense  keep  the  space  with- 
in each  of  said  tracks  and  for  two  feet  on  eithei* 
side  thereof,  in  thorough  repair,  and  shall  at  its 
own  expense  keep  the  same  free  from  snow  or 
other  obstructions,  but  without  obstructing  the 
other  portions  of  said  streets  on  either  side  of 
said  tracks,  and,  shall  pay  to  the  City  if  and  so 
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often  as  said  streets  or  any  of  them  shall  be 
paved  or  repaved  by  the  flavor  and  City  Coun- 
cil of  Baltimore,  its  officers  and  agents,  or  any 
(;rher  officers  or  agents,  duly  authorized  by  law, 
the  cost  of  paving  or  repaving  the  spaces  be- 
tween the  said  tracks  and  extending  for  two  feet 
on  either  side  thereof,  of  whatever  material  the 
same  may  be  constructed.  The  Maryland 
I^]lectric  Railways  Company  shall  also  pay  to 
the  (^ity,  within  thirty  (30)  days  after  written 
notice  from  the  Highways  Engineer  of  the 
nmonnt  due,  the  cost  of  relocating,  scrength- 
ening  or  otherwise  protecting  all  sub-surface 
structures  belonging  to  the  flavor  and  City 
Council  of  Baltimore  located  in  the  street  be- 
neath the  space  between  the  rails  of  said  tracks 
and  for  two  feet  on  either  side  thereof,  and  shall 
also  pay  to  the  City  within  thirty  (30)  days 
after  written  notice  from  the  Highways  Engi- 
neer of  the  amount  due,  the  cost  of  relocating 
luiy  surface  structures  belonging  to  the  City 
made  necessary  by  the  construction  of  said 
tracks,  the  judgment  of  the  Higjiways  Engineer 
approved  by  the  Board  of  Estimates  as  to  the 
work  necessary  to  safeguard  said  sub-surface 
structures  and  as  to  the  necessity  of  relocating 
any  surface  structures  to  l>e  final ;  and  the  said 
The  Maryland  Electric  Railways  Company 
shall  also  ])ay  to  the  Mayor  and  City  Council  of 
I>altimore  within  thirty  (30)  days  after 
written  notice  from  the  Highways  Engineer 
of  the  amount  due,  the  cost  of  such  additional 
>'vwvv  iulet  or  inlets  with  the  necessary  con- 
iK'-ctiug  pipe  or  pi])(>s  as  iu  the  judgineiit  of 
tlic  Highways  Kngineer  are  i^Mpiired  for  tlic 
pui'pose  of  prop(M'  drainage  as  rlie  n^sult  of  the 
cousti'nctiou  of  said  tracks.  The  said  work  of 
relocating  surface  structures,  and  relocating, 
strengthening  or   otherwise   protecting  sul>-sur- 
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face  structures,  to  be  done  concurrently  with  the 
hiving-  of  said  tracks  and  l>efore  the  restoration 
of  the  street  paving-. 

Skciiox  k  Anrl  he  it  further  ordained 
that  the  Mayor  and  City  Council  of  Baltimore 
sliall  at  all  times  liave  and  retain  the  ]K3wer  and 
right  to  reasonal>ly  regulate,  in  the  public  inter- 
est, the  exercise  of  the  rights  herein  gTanted  and 
that  the  said  rights  shall  be  exercised  and  en- 
joyed within  six  ((>)  months  after  the  grant,  as 
provided  by  Section  87  of  Article  4  of  the  Ccxle 
of  I/uhlic  Local  Laws  of  Maryland,  entitled 
"City  of  Baltimore,"  sub-title  "Charter,"  and 
that  the  rights  herein  granted  shall  be  held,  ex- 
ercised and  enjoyed  for  the  period  of  twenty- 
five  (2.5)  years  and  Avith  the  further  right  to 
said  grantee,  at  a  fair  revaluation,  including  in 
such  revaluation  the  value  derived  from  said 
right,  to  renewals  not  exceeding  in  the  aggregate 
twenty-hve  (25)  years;  that  upon  the  termina- 
tion of  said  rights  herein  granted  there  shall  be 
a  fair  valuation  of  the  plant  and  propei-ty  of  said 
grantee,  to  be  constructed  by  virtue  of  this  Ordi- 
nance, which  shall  Ix^  and  l>ecome  the  property 
of  the  City  of  Baltimore,  at  its  election,  on  its 
l)aying  said  grantee  said  valuation;  that  said 
payment  is  to  be  at  a  fair  and  equitable  valua- 
tion of  the  same  as  property,  excluding  any 
value  derived  from  the  right  or  franchise  by 
this  Ordinance  granted ;  the  said  revaluation 
and  valuation  hereinbefore  provided  for  to  be 
determined  upon  by  two  arbitrators,  one  to  be 
appointed  by  the  flavor  of  the  City  of  Balti- 
more and  the  other  to  be  appointed  by  the  said 
grantee,  its  representatives  or  assigns,  who,  in 
case  they  shall  be  unable  to  agree  between  them- 
selves, shall  appoint  a  third  arbitrator  and  the 
decision  of  a  majority  of  said  arbitrators  shall 
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be  tiiial  and  binding  as  to  a  revaluation  or  valua- 
tion aforesaid:  provided,  that  if  said  two  arbi- 
trators shall,  after  a  reasonable  time,  fail  to 
agiee  upon  an  umpire,  then  the  Board  of  Esti- 
mates shall  appoint  such  umpire. 

Sixriox  !').  AikI  he  It  further  ordained 
that  the  riglit  and  duty  are  hereby  expressly 
reserved  to  the  ALayor  and  City  Council  of  Bal- 
timore at  all  times  to  exercise  in  the  interest  of 
the  public,  full  municipal  superintendence,  reg- 
uhition  and  control  in  respect  to  all  matters 
connected  with  the  aforesaid  grants  and  not 
inconsistent  with  the  terms  thereof,  and  in  the 
event  of  the  said  grantee,  its  successors  or 
assigns,  refusing,  neglecting  or  failing  to  com- 
ply with  any  of  the  terms  or  conditions  upon 
which  the  said  franchises  and  rights  are  hereby 
granted,  said  franchises  and  rights  shall  be  and 
become  wholly  null  and  void. 

Sk(  j'lox  0.  And  be  it  further  orduin-ed 
that  non-compliance  at  any  time  or  times  by  the 
grantee,  its  successors  or  assigns,  wdth  any  of 
the  terms  of  the  grant  hereby  made,  shall  oper- 
ate as  a  forfeiture  of  the  grant  hereby  made, 
which  shall  thereupon  be  and  become  void,  and 
that  nothing  short  of  an  ordinance  of  the  Mayor 
and  City  Council  of  Baltimore  shall  operate 
as  a  waiver  of  any  forfeiture  of  the  grant  here- 
by made. 

Section  7.  And  be  it  further  ordained 
that  the  compensation  to  be  paid  by  The  Mary- 
hnid  Electric  Bailways  Company  for  the  fran- 
chises and  right  hereby  granted  shall  be  the  sum 
of  one  hundred  dollars  ($100.00)  and  all  ex- 
pense's of  advertising. 
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Sj'.ctiox  S.  A)ui  he  if  further  ordain>ed 
that  this  ordinance  shall  take  eifect  from  the 
(hite  of  its  passage. 

Approved  May  IS,   \\)2:\. 

WM.  F.  BROEM.XG,  Mayor. 


So.  1)10. 


An  ordinance  to  condemn,  open  and  j?rade  (TW.vnn'<« 
Falls  Parkway,  from  Pennsylvania  avenue  t(t 
(iwynn's  Falls  Parkway  as  now  condemned,  in  ac- 
cordance with  a  plat  thereof  filed  in  the  Office  of 
the  Commissioners  for  Opening  Streets,  on  the  5th 
day  of  January.  ]l>2o.  and  now  on  file  in  said  office, 

Sk(  Tiox  1.  Be  it  ordained  hi/  the  Mayor  and 
City  Council  of  Baltimore,  That  the  Commis- 
sioners for  Opening  Streets  l>e,  and  they  are 
hereby  authorized  and  directed  to  condemn, 
open  and  grade  Gwynn's  Falls  Parkway,  with  a. 
width  of  120,0  feet  from  Pennsylvania  avenue 
to  Gwynn's  Falls  Parkway  as  now  condemned, 
the  land  hereby  directed  to  Ix?  condemned  for 
said  opening  and  grading  being  described  as 
follows : 

Beginning  for  the  same  at  a  point  formed  by 
the  intersection  of  the  southeast  side  of  Mon- 
dawmin  avenue  as  now  laid  out  120.0  feet  wide 
and  the  southwest  side  of  Pennsylvania  avenue 
as  now  laid  out  95.0  feet  wide;  the  co-ordinates 
of  said  point  of  beginning,  based  upon  the  sys- 
tem used  by  the  City  of  Baltimore  Topograph- 
ical Survey  Commission,  being  west  9860.02 
feet  and  north  6922.50  feet,  and  running  thence 
south  47°  25'  14"  west  230:61  feet;  thence  by 
a  line  curving  to  the  right  with  a  1075.07  feet 
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radius  the  distance  of  HUG. 32  feet,  which  arc 
is  siditciided  bv  a  chord  bearing  south  79°  17' 
r)7''  west  1  \']~).~>'\  feet;  thence  by  a  line  curving 
tu  the  k'ft  with  a  1388.53  feet  radius  the  dis- 
tance of  10i)8.(>3  feet,  which  arc  is  subtended 
by  a  chord  k'aring  south  88°  30'  -10"  Avest 
1070.1!)  feet;  thence  south  05°  50'  -iO"  west 
200.0  feet ;  thence  by  a  line  curving  to  the  right 
with  a  3125.3()  feet  radius  the  distance  of 
1172.71)  feet,  which  arc  is  subtended  by  a  chord 
bearing  south  7(3°  35'  40"  west  11G5J)1  feet; 
thence  south  87°  20'  40"  west  155.0  feet  to 
intcjs(H't  the  soutlieast  side  of  Gwynn's  Falls 
Parkwtiy  as  now  condemned,  thence  northeast- 
erly binding  on  the  southeast  side  of  said 
(Jwyun's  Falh  Paikway  by  a  curved  line  with  a 
radius  of  100.0  feet  tlie  distance  of  2.60  feet, 
which  arc  is  subtended  by  a  chord  bearing  north 
33'^  Vy  00"  cast  2.5i)  feet;  thence  northeasterly 
continuing  to  bind  oai  the  southeast  side  of  said 
(Jwynn's  Fiills  Parkway  by  a  line  curving  to  the 
left  witli  a  17()'>.18  feet  radius  the  distance  of 
<)74.31  feet,  which  arc  is  subteinhKl  by  a  chord 
l>earing  north  73°  35'  3(»"  east  071.08  feet  to 
intersect  a  curved  line  with  a  3005.36  feet  ra- 
dius, drawn  parallel  with  and  distant  120.0  feet 
northwesterly  measured  at  right  angles  from  the 
fiftb  line  of  this  descripticm ;  thence  reversing 
said  line  so  drawn  and  binding  thereon  and 
along  lines  parallel  Avith  and  distant  120  feet 
northwest(  rly  measured  at  right  angles  from  the 
fourth,  third,  secoml  and  tirst  lines  of  this  d(^- 
scription,  respectively,  the  tive  following  courses 
and  distances,  namely;  by  a  line  curving  to  the 
left  with  a  3005. 3()  feet  radius  the  distance  of 
(12 7. OS  foot,  which  arc  is  subtended  bv  a  chord 
Ix'aring  nortli  71°  40'  19"  east  625.04  feet; 
thence  north  ()5°  50'  40"  east  200.0  feet;  tlience 
by  a  line  curving  to  the  right  with  a   1508.53 
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feet  radius  the  distance  of  llOo.^T  feet,  wliieli 
arc  is  subtended  hy  a  chord  bearing  north  SS° 
;K)'  40"  east  1162.68  feet ;  thence  by  a  line  curv- 
ing to  the  left  with  a  955.07  feet  radius  the  dis- 
tance of  1062.78  feet,  which  arc  is  subtended  bv 
a  chord  l>earing  north  71)°  17'  57"  east  1008.78 
feet;  thence  north  47°  25'  14"  east  220.70  feet 
to  intersect  the  southwest  side  of  Pennsylvania 
avenue  as  now^  laid  out  05.0  feet  wide;  and 
thence  binding  on  the  southwest  side  of  said 
Pennsylvania  avenue  south  43°  00'  34"  east 
120.0  feet  to  the  place  of  beginning. 

The  courses  in  the  alxive  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topographical   Survey  Commission. 

The  said  Street  as  directed  to  be  condemned 
licing  delineated  and  particularly  shown  on  a 
plat  which  was  filed  in  the  Office  of  the  Commis- 
sioiiers  for  Opening  Streets  on  5th  day  of  Jan- 
uary, in  the  year  1023,  and  is  now  on  tile  in  the 
said  Office. 

SfXTiox  2.  Atid  he  it  further  ordained. 
That  the  proceedings  of  said  Commissioners  for 
Opening  Streets,  with  reference  to  the  condem- 
nation, opening  and  grading  of  said  Parkway, 
and  the  proceedings  and  rights  of  all  parties 
interested  or  affected  thereby,  shall  be  regu- 
Intcd  by,  and  be  in  accordance  with,  all  such  pro- 
visions of  Article  4  of  the  Public  Local  Laws  of 
^laryland,  as  enacted  by  Chapter  123  of  the 
Acts  of  the  General  Assembly  of  Maryland  of 
the  year  1808  (commonly  known  as  the  ]^ew 
Charter  of  Baltimore  City),  as  may  be  appli- 
cable thereto,  as  well  as  all  amendments  thereof, 
and  also  any  other  Acts  of  the  said  General  As- 
sembly of  Maryland  which  may  be  applicable 
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thereto;  and  also  in  accordance  with  any  and  all 
Ordinances  of  the  flavor  and  Oity  Conncil  of 
Baltimore  now  in  force  and  applicaWe  thereio. 

Approved  May  18,  1923. 

WM.  F.  BKOENING,  Mayor. 


No.  9161/2. 

An  ordinance  to  condemn  and  widen  Kate  Avenne  at 
Harrison  Avenue,  in  accordance  with  a  i)lat  tliereof 
filed  in  tlie  Office  of  tlie  Commissioners  for  Opening 
Streets,  on  the  11th  day  of  December,  1922,  and  now 
on  file  in  said  office. 

Sfx'tion  1.  Be  if  ordained  by  the  Mayor  and 
Cify  Comiril  of  Baltimore,  that  the  Commis- 
sioners for  Opening;-  Streets  l>e,  and  tliey  are 
hereby  authorized  and  directed  to  condemn  and 
widen  Kate  avenue  at  Garrison  avenue  with  a 
width  of  (lO  feet,  the  hind  hereliy  directed  to  he 
condemned  for  said  widening  beina:  (h'scribed 
as  foHows: 

IV;^'inning  for  the  ^^ame  at  a  point  formed  hy 
the  iiiterse<*tion  of  the  south  side  of  Kate  avenue, 
(){).()  feet  wide,  and  the  northeast  side  of  Garri- 
son avenue,  (>0.0  feet  wdde,  tlie  co-ordinates  of 
said  point  of  beginiiin";,  based  upon  the  system 
used  by  the  City  of  Baltimore  Topo<i'raphical 
Sui-vey  (^)inmission,  beiiiii'  west  19342.72  feet 
and  uoi'th  13641.45  feet:  and  runninii'  thence 
lundiuii:  on  the  northeast  side  of  said  Garrison 
avenue  sonth  27°  37'  00"  east  17.74  feet; 
thence  at  right  angles  to  said  Garrison  avenne 
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north  •f)2°  23'  00"  east  40.0  fvvt  to  the  soutli 
side  of  said  Kate  avenue;  thence  binding  on  the 
south  side  of  said  Kate  avenue  south  S(3°  IS' 
20"  west  48.76  feet  to  the  place  of  beginning. 

The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  Cit\'  of  Bal- 
timore Topographical  Survey  Commission. 

The  said  Street  as  directed  to  be  oondemned 
being  d(4ineated  and  particularly  vshown  o-n  a 
]>lat  which  was  filed  in  the  Office  of  the  Conmiis- 
sioners  for  Opening  Streets  on  the  11th  day  of 
December  in  the  year  1022,  and  is  now  on  Hie 
in  the  said  Office. 

Section  2.  And  be  ii  further  ordained, 
That  the  proceedings  of  said  Ooinmissioners  for 
Opening  Streets,  with  refereiice  to  the  coaidem- 
uatioii  and  widening  of  said  avenue,  and  the  ])'ro- 
cccdiugs  aud  rights  of  all  p'arties  interested  or 
airc('f(Ml  thereby  shall  be  regulated  by,  aud  h(>  in 
accordance  with,  all  such  provisions  of  Ai'ticlc  1 
of  th(^  Public  Local  Laws  of  .AFaryhnid,  as  cii 
aclcd  hy  Chapter  12'>  of  the  Acts  of  the  (Iciicrnl 
Ass(^nil)ly  of  Maryland  of  the  year  1808  (coiii- 
iiioiily  known  as  the  Xew  Charter  of  Baltinioro 
Cit\),  as  may  Ire  a}i]dical)le  thereto',  as  well  as 
all  auKMiduKMits  thcr(n)f,  aud  also  any  other  Acts 
of  \\\v  said  Ccnei'al  Assembly  of  AFarylaiul 
\\'hi('li  may  \\v  apjdicable  thereto';  aud  also  in 
accordance  with  auv  and  all  ordina.nces  of  the 
Mayor  and  City  Council  of  Baltimore  now  in 
force  and  applicable  thereto. 

Approved  May  IS,   1023. 

WM.  F.  BEOENIXG,  Maiiov. 


OIG  OKDIXANCES. 

No.  917. 

An  ordinance  to  condemn  and  close  Frederick  Street, 
from  tlio  northernmost  side  of  Fayette  Street  to  the 
southernmost  side  of  Lexini,'ton  Street,  in  accord- 
ance with  a  plat  thereof  filed  in  the  Ottice  of  the 
Connnissioiiers  for  Opening  Streets,  on  the  15th  day 
of  December,  1922,  and  now  on  file  in  said  office. 

Skctio.x  1.  Be  it  ordained  htj  ihe  Mayor  and 
Citi/  Coiuieil  of  llaUimore,  that  the  Commis- 
sioners for  Opening  Streets  be,  and  they  are 
liereby  anthorized  and  directed  to  condenni  and 
close  Frederick  street,  with  a  width  varying* 
from  47  feet  to  50  feet,  from  the  northernmost 
side  of  Fayette  street  to  the  sotithernmost  side 
of  Lexington  street,  the  land  hereby  directed  to 
be  condemned  for  said  closing  being  described  as 
follows: 

IJeginning  for  the  same  at  a  point  formed  by 
the  intersection  of  the  northernmost  side  of 
Fayette  street  and  the  westernmost  side  of  Fred- 
erick street,  as  now  opened ;  and  rnnnina  thence 
northerly  and  binding  on  the  w^esternmost  side 
of  Frederick  street  204  feet  more  or  less  to  the 
sonthernmost  side  of  Lexington  street,  as  now 
opened ;  thence  northeasterly  and  binding  on 
the  soiithernmost  side  of  Lexington  street  50 
feet  more  or  less  to  the  easternmost  side  of  Fred- 
erick street ;  thence  sontherly  and  binding  on 
the  easternmost  side  of  Frederick  street  223  feet 
more  or  less  to  the  northernmost  side  of  Fayette 
street ;  thence  northwesterly  and  binding  on  the 
northernmost  side  of  Fayette  street  47  feet  more 
or  less  to  the  place  of  beginning. 

The  said  Street  as  directed  to  b(»  condemned 
being  delineated  and  particularly  shown  on  a 
]ilat  which  was  filed  in  the  Offic-e  of  the  Commis- 
sioners for  Opening  Streets  on  15th  day  of  De- 
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eembor,  in  the  year  1922,  and  is  now  on  file  in 
the  said  Ottice. 

Sectiox  2.  A)}d  he  it  furtlier  ordained. 
That  tlie  proceedings  of  said  Commissioners  for 
Opening,  Streets,  with  reference  to  the  condem- 
nation and  closing  of  said  street,  and  the  pro 
ceedings  and  rights  of  all  parties  interested  or 
affected  thereby  shall  be  regnlated  by,  and  be  in 
accordance  with,  all  such  ])rovisions  of  Article  -t 
of  the  Pnblic  Local  Laws  of  Maryland,  as  en- 
acted by  Chapter  123  of  the  Acts  of  the  General 
Assembly  of  Maryland  of  the  year  189S  (com- 
monly known  as  the  Xew  Charter  of  Baltimore 
City),  as  ma.y  be  applicable  thereto,  as  well  as 
all  amendments  thereof,  and  also  any  other  Acts 
of  the  said  General  Assembly  of  Maryland 
which  may  be  applicable  thereto;  and  also  in 
accordance  with  any  and  all  ordinances  of  the 
^layor  and  City  Council  of  Baltimore  now  in 
force  and  applicable  thereto. 

Approved  :\lay  18,  1923. 

\\^\.  F.  BROEXIXG,  Mayor, 


Xo.  918. 

All  ordinance  to  Condemn.  Open  and  Widen  Frederick 
Street  on  the  East  side  from  Lexington  Street  to  a 
point  distant  49.80  feet  Nortliwesterly  tliereof  from 
its  present  widtli  varying  from  32.25  feet  to  41.70 
feet  to  a  widtli  varying  from  32.2.")  feet  to  53.70 
feet  in  accordance  with  a  plat  thereof  filed  in  the 
Office  of  the  rommissioners  for  Opening  Streets  on 
the  28th  day  of  Jnne.  1022,  and  now  on  file  in  said 
office. 

Sectiox  1.     Be  it  ordained  hjj  the  Mai/or  and 
City   Council   of  Baltimore  that  the   Commis- 
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sioiiers  for  Opening  Streets  l>e,  and  they  are 
lierelvv  antliorized  and  directed  to  ('<)nde.nin, 
oi)en  ami  widen  Frederick  Street  on  the  east 
side  thci'eof  tVoni  the  northernmost  sitU>  of  Lex- 
iiii>ton  Str(>et  to  a  point  distant  ID. SO  feet  north- 
westerly thereof  from  its  present  width  varying 
from  o^.:^.")  feet  to  41.70  feet  to  a  width  varying 
from  ']'2.-2')  feet  to  .").'>. 70  feet,  the  land  hereby 
directed  to  he  condemned  for  said  o|)('niiig  hciug 
described  as  follows: 

Heginning  for  the  same  at  a  [xiint  formed  by 
the  intersection  of  the  northernmost  side  of 
Lexington  Street  and  the  easternmost  si(h^  of 
Frederick  Street^  as  now  opened,  the  co-ordi- 
nates of  tlie  said  point  of  b<>ginning,  as  based 
npon  the  syst(*m  nsed  by  the  City  of  l)altimor(^ 
Topograpliical  Snr\-ey  Cominissioai,  being  east 
2101.48  feet  and  sonth  2210.7i>  feet,  and  rnn- 
ning  thence  jiortheastcrly,  binding  on  the  north- 
ei'nmost  side  of  Lexington  Street  12.4,")  feet ; 
tlienee  northw-esterly  49.80  feet  to  intersect  the 
easternmost  side  of  Frederick  Street,  as  no\\' 
opened ;  thence  southeasterly,  binding  on  the 
said  easternniost  side  of  Frederick  Street,  21.."),*) 
i'cot  to  an  angle  or  heiul ;  thence  sontlieasterly, 
still  binding,  on  the  easternmost  side  of  Fred- 
erick Street,  28.3;")  feet  to  the  place  of  beginning. 
The  courses  in  the  above  description  jire  all 
r(^ferred  to  the  true  meridian  of  the  City  (vf  Bal- 
timore Topograpliical  Snrx'cv  Connnissi(ni,  the 
said  street  as  directed  to  be  condemned,  opened 
and  widened  being  delineated  and  particularly 
shown  on  a  plat  which  was  filed  in  the  office  of 
the  Commissioners  for  Opening  Strei'ts  on  the 
28th  day  of  Jnne,  in  the  year  11)22,  and  is  now 
on  fde  in  the  said  office. 
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Secttox  2.  A7id  he  it  further  ordained, 
that  tli(^  proceedings  of  said  Commissioners  for 
Opening-  Streets,  with  reference  to  the  condem- 
nation, opening  and  widening  of  said  Street 
and  the  proceedings  and  rights  of  all  parties 
interested  or  aii'ected  thereby,  shall  be  regn- 
l.it(Ml  hy,  and  be  in  accordance  with,  all  snch  pro- 
visions of  Article  4  of  the  Pnblic  Local  Laws  of 
Afarvland,  as  enacted  bv  Chapter  123  of  the 
Acts  of  the  General  Assembly  of  ^laryland  of 
the  year  1SJ)8  (commonly  known  as  the  ^ew 
Charter  of  Baltimore  City),  as  may  bo  appli- 
cable thereto,  as  well  as  all  amendments  thereof, 
and  also  any  other  Acts  of  the  said  General  As- 
sembly of  ^lar viand  which  may  be  applicable 
thereto ;  and  also  in  accordance  with  any  and  all 
Ordinances  of  the  ^Eayor  and  Oity  Council  of 
(jaltimoie  now  in  force  and  applicaible  thereto. 

Approved  :\fay  18,  1923. 

WM.  F.  EliOEXlXG,  Maiior. 


Xo.  019. 

An  ordinance  to  condemn,  open,  and  widen  Lexington 

Street  on  tlie  Xoith  side  from  Gay  Street  to  Fred- 
erick Street,  from  its  present  width  varyin.ij:  froom 
71. 0.')  feet  to  71.0s  feet  to  a  width  varyin2:from  irM.SS 
feet  to  11.').01  feet,  in  accordance  with  a  phit  thereof 
filed  in  the  Office  of  the  C'onnnissioners  for  Openini; 
Streets  on  the  28th  day  of  June,  1922,  and  now  on 
file  in  said  office. 


Section  1.  Be  it  ordained,  hij  the  Mayor  and 
City  Council  of  Baltimore,  that  the  Commis- 
sioners for  Opening  Streets  be,  and  they  are 
hereby  anthorized  and  directed  to  condemn, 
open  and  widen  Lexington  Street  on  the  north 
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side  thereaf  from  the  easternmost  side  of  Gay 
Street  to  the  westernmost  side  of  Frederick 
Street,  from  its  present  width  varying  from 
71.05  feet  to  71.08  feet  to  a  width  varying  from 
115.88  feet  to  115.91  feet,  the  land  hereby  di- 
rected to  be  condemned  for  said  opening  being 
described  as  follows: 

Beginning  for  the  same  at  a  point  formed  by 
the  intersection  of  the  easternmost  side  of  Gay 
Street  and  the  northernmost  side  of  Lexington 
Street  as  now  opened,  the  co-ordinates  of  the 
said  point  of  beginning,  as  based  upon  the  sys- 
tem used  by  the  City  of  Baltimore  Topographi- 
cal Snrvev  Commission,  l>ein«  east  11)00.00  feet 
and  sonth  2240.59  feet,  and  running  thence 
northwesterly,  binding  on  the  easternmost  side 
of  Gay  Street  44.83  feet;  thence  northeasterly 
101.00  feet  to  intersect  the  westernmost  side  of 
Frederick  Street ;  thence  southeasterly,  binding 
on  the  said  westernmost  side  of  Frederick  Street 
44.83  feet  to  the  northernmost  side  of  Lexing-ton 
Street  as  now  opened ;  thence  southwesterly 
binding  on  the  said  northernmost  side  of  Lexing- 
ton Street  1(51.38  feet  to  the  place  of  beginning. 
The  courses  in  the  above  description  are  all 
referred  to  the  true  meridian  of  the  City  of  Bal- 
timore Topographical  Survey  Connnission,  the 
said  street  as  directed  to  be  condemned,  opened 
and  widened  being  delineated  and  particularly 
shown  on  a  plat  which  was  filed  in  the  office  of 
the  Commissioners  for  Opening  Streets  on  the 
28tli  day  of  June,  in  the  year  1922,  and  is  now 
on  hie  in  the  said  office. 

SKcriox  2.  A  )id  he  It  fiuUicr  ordu'Dwd , 
that  tli(^  jU'oceedings  of  said  Commissioners  for 
Opening;  Streets,  with  reference  to  the  coindem- 
nation,   opening  aud    widening  of  said   street, 
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and  the  proccediiiii's  and  rights  of  all  parties 
interested  or  affected  therebv^  shall  l)e  regu- 
lated l)v,  and  he  in  accordance  with,  all  such  pro- 
visions of  Article  -1-  of  the  Public  Local  Laws  of 
Ahirvland,  as  enacted  hv  Chapter  12.'>  of  the 
Acts  of  the  General  Assend>lv  of  ^Lir viand  of 
the  year  1S98  (commonly  known  as  the  Xew 
Charter  of  Baltimore  City),  as  may  be  appli- 
cable thereto,  as  well  as  all  amendments  thereof, 
and  also  any  other  Acts  of  the  said  General  As- 
sembly of  ^faryland  which  may  be  applicable 
thereto ;  and  also  in  accordance  with  any  and  all 
Ordinances  of  the  IMayor  and  City  Council  of 
Baltimore  now  in  force  and  applicable  thereto. 

Approved  ^Nfay  is.  I02o. 

\\M.  F.  EROEXTXG,  Mat/or. 


Xo.  020. 

An  ordinance  to  Condenin.  Open  and  Widen  Fayette 
Street  on  the  South  side  from  Oay  Street  to  the 
Fallsway  from  its  present  width  varyin.?  from  oT.Oo 
feet  to  4r».Tr>  feet  to  a  width  varying  from  72.42  feet 
to  lor).43  feet,  in  accordance  with  a  plat  thereof 
filed  in  the  Office  of  the  Commissioners  for  0[>enin.:r 
Streets  on  the  28th  day  of  June.  1022.  and  now  on 
file  in  said  office, 

Secttox  1.  Bp  it  onJainer]  hji  the  Mni/or  nnrJ 
^^itij  Con)u{]  of  BdJtimore.  that  the  Commis- 
sioners for  Opening  Streets  l>e,  and  they  are 
hereby  authorized  and  directed  to  condemn, 
open  and  widen  Fayette  Street  on  the  south  side 
from  the  eas-t  side  of  Gay  Street  to  the  west  side 
of  the  Fallswav,  from  its  present  width  varying 
from  37.0.")  feet  to  45.75  feet  to  a  Avidth  varying 
from  72.42  feet  to  105.43  feet,  the  land  hereby 
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directed  to  be  eoiideiiiiied  for  said  opening  being 
described  as  follows: 

Beginning  for  the  same  at  a  point  formed  by 
the  intersection  of  the  southernmost  side  of 
Fayette  Street  and  the  easternmost  side  of  Gay 
Street  as.  now  opened,  the  coordinates  of  the 
said  point  of  beginning,  as  based  npon  the  sys- 
tem nsed  by  the  City  of  Baltimore  Topograph- 
ical Survey  C'onmiission,  being  east  lU^^O.So 
fee-t  and  south  255.'}. 71)  feet,  and  ruiming  thence 
sontheasterly,  binding  on  the  easternmost  side 
of  (iay  Street  ()(>.()()  feet;  thence  northeasterly, 
parallel  with  Fayette  Street  21^3.70  feet  to  inter- 
sect ihc  easternmost  side  of  Frederick  Street; 
theiu'e  northwesterly,  binding  oai  the  eastern- 
most side  of  Frederick  Street  13.22  feet,  thence 
iiortheasterly  parallel  with  Fayette  Street  142.- 
50  feet ;  thence  sontheasterly,  parallel  with  Fred- 
erick Street  l-t  feet;  thence  northeasterly,  par- 
allel with  Fayette  Street  22.50  feet;  thence 
northwesterly,  parallel  with  Frederick  Street 
.']().  17  feet;  thence  northeasterly,  paralhd  with 
Fayette  Street  177.06  feet,  to  intersect  the  east- 
ernmost side  of  Harrison  Street;  thence  north- 
Avesterly,  binding  on  the  said  easternmost  side  of 
Harrison  Street  0.37  feet,  to  intersect  the  ]^arti- 
tion  wall  there  situate,  which  wall  is  described 
in  an  agreement  recorded  among  the  Land  llec- 
ords  of  Baltimore  City  in  Liber  S.  C.  L.  :}0:}7, 
Folio  59 ;  thence  northeasterly,  binding  on  the 
said  partition  wall  135.92  feet  to  intersect  t\w 
westernmost  side  of  the  Fallsway ;  thence  north- 
westerly, binding  on  the  said  westernmost  side 
of  the  Fallsway  27.00  feet  to  the  southernmost 
side  of  Fayette  Street,  as  now  opened ;  thence 
southwesterly,  binding  on  the  said  southernmost 
side  of  Fayette  Street,  and  continuing  the  same 
course,  in  all  191.31  feet,  to  intersect  the  west- 
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oi'iiniost  side  of  Harrison  Street;  thenee  uortli- 
\v(\<tcrlv,  l)iiuliiii>-  on  tlie  said  westernmost  sidc^ 
(if  Ilan-ison  Street  tl.l)4  fe(>t,  to  the  sonthernniost 
side  of  P^iyette  Street,  as  now  opened;  thenee 
s(;uthw(>sterly,  hindinif  on  the  said  sontlierninost 
side  of  Fayette  Street -t"^ > 2. 14  feet  to  the  place  of 
beginning.  The  eonrses  in  the  ahove  description 
are  all  referi'ed  to  tlie  trnc^  meridijin  of  the  City 
of  Baltimore 'ropogi'apliical  Snr\'ey  (\)nnijissi()ii, 
the  said  street  as  directed  to  he  condemned, 
opened  and  widened  heing  delineated  and  par- 
tienlatd\-  shown  on  a  plat  which  was  filed  in  the 
Oifice  of  tlie  (Nnnmissioners  foi'  Opening  Streets 
oil  the  28tli  day  of  dime,  in  the  yeai-  \\)'2'2,  and 
is  now  on  file  in  the  said  office, 

Skci'iox  -2.  And  he  if  futlhcr  ordnined, 
thai  the  |a'oceedings  of  said  Commissioners  for 
Oj.cning  Streets,  with  reference  to  the  condeni- 
natioii,  o}>ening  and  widc^iing  of  said  Street 
and  tlie  proc(H^dings  and  rights  of  all  parties 
inter(\ste(l  or  'affected  thereby^  shall  be  regn- 
lated  by,  and  be  in  aceordance  with,  all  snch  pro- 
visions of  Article  4  of  the  Public  Local  Laws  of 
.Maryland,  as  enacted  hy  Chapter  12o  of  the 
Acts  of  the  General  Assemldy  of  ^rarvland  of 
the  year  180S  (commonly  known  as  the  Xew 
(^liarter  of  Baltimore  (^ity),  a,s  may  be  appli- 
cable thereto,  as  well  as  all  amendmeaifs  thereof, 
and  also'  any  other  Acts  of  the  said  General  As- 
sembly of  ]\raryland  which  may  be  applicab1(^ 
thereto;  and  also  in  accordance  with  any  and  all 
Ordinances  of  the  ^Tayor  and  City  Council  (d* 
Baltimore  now  in  force  and  applicable  thereto. 

Appro^'ed  :\ray  IS,  192.^>. 

W]\[.  F.  BROEXIXG,  Manor. 
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Xo.  921. 

All  ttrdiiiMiiee  .uraiitiii.u'  iMin-iuissloii  to  Frank  Coiiistock 
to  install  a  .'-barrel  irasoliiie  tank  and  ininip  on  liis 
premises  700  Hanover  Street. 

Wlicroas,  Oidinaiicc  Xo'.  ()0()l/)  of  11)21  ])ro- 
liihits  the  installation  of  a  gasoline  tank  within 
:>()0  feet  of  a  chureh ;  therefore 

Sk("im().\  1.  Be  it  ordained  hij  tlie  Maijor  and 
Citi/  (\)iine'd  of  Bidtimore,  That  permission  Ix^ 
and  the  same  is  herebv  "'ranted  to  Frank  Com- 
stoek  to  install  a  r)-barrel  i>;asoline  tank  and 
pnmp  on  liis  premises  700  HanO'ver  street :  the 
said  tank  and  pnmp  to  be  installed  under  the 
sn]>ervision  of  the  Inspector  of  Buildings  of 
Baltimore  City  in  accordance  with  the  laws  and 
ordinances  of  said  City. 

Section  2.  And  he  if  further  ordained, 
That  this  ordinance  shall  take  c^ftect  from  the 
date  of  its  passage. 

Approved  :\ray  10,  192:^. 

Wi\r.  F.  BKOENTXCx,  Mayor. 


Xo.  922. 

An  ordinance  establishing  a  zone  plan,  dividing  the 
City  of  Baltimore  into  districts,  regulating  and 
limiting  the  height  and  bulk  of  buildings  here- 
after erected  and  regulating  and  determining  the 
area  and  depth  of  yards,  courts  and  other  open 
spaces,  the  number  of  families  that  may  be  housed 
per  acre  of  land,  regulating  and  restricting  the 
uses  of  land  and  buildings,  the  location  of  trades, 
industries  and  dwellings,  the  location  of  buildings 
designed  for  specified  uses,  establishing  the  boun- 
daries of  districts  and  regulating  street  names  for 
the  said  purposes,  and  prescribing  a  penalty  for 
the  violation  of  any  of  the  provisions  of  this  ordi- 
nance. 

Whereas  by  its  charter,   the   City   of  Balti- 
more has  and  may  exercise  within  the  limits  of 
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tlio  City  of  Baltimore  all  of  the  power  com- 
monly known  as  the  police  power  to  the  same 
extenr  as  the  state  has  or  could  exercise  said 
power  within  said  limits;  and 

Whereas  under  the  welfare  clause  of  the  City 
Charter  the  Mayor  and  City  Council  of  Balti- 
more may  pass  such  ordinances  as  they  may 
deem  expedient  in  maintaining  the  peace,  good 
government,  health  and  welfare  of  the  City  of 
Baltimore ;  and 

Whereas  it  is  deemed  necessary  in  order  to 
})rotect  and  i)roniote  the  public  health,  safety, 
comfort,  convenience,  prosperity  and  general 
welfare,  to  establish  a  general  zone  plan  which 
will  insure  a  fair  and  adequate  division  of 
light  and  air  among  buildings,  protect  the  resi- 
dence districts,  prevent  congestion,  lessen  the 
fire  hazard,  increase  industrial  and  commercial 
efficiency,  conserve  property  values  and  direct 
the  building  of  the  city  in  accord  with  a  com- 
prehensive plan  for  the  use  and  development 
of  all  parts  of  the  city ; 

Now,  therefore,  be  it  ordained  by  the  ^layor 
and  City  Council  of  Baltimore : 

AKTICLE  I— DEFINITIONS. 

Section  1.  Definitions,  (^ertain  words  in 
this  ordinance  are  defined  for  the  purpose  here- 
of as  follows : 

(a)  All  words  used  in  the  present  tense  shall 
include  the  future.  All  words  used  in  the  plu- 
ral number  shall  include  the  singular  number. 
All  words  in  the  singular  number  shall  include 
the  plural  number.     The  word  ''lot"   includes 
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the  word  ''plot.''  The  word  "building"  iiichulcs 
the  word  "striu'tiiiv,"  The  word  ''occupied" 
includes  the  words  "designed  or  intended  to  be 
occnpied."  The  word  "nsed"  includes  the 
words  "arranged,  intended  or  designed  to  be 
nsed."  The  word  "'shaH"  is  always  mandatory 
and  not  directory. 

(b)  Lot.  A  lot  is  a  parcel  of  land  occupied 
by  one  buihling  and  the  accessory  buildings  or 
nses  cnstoniarily  or  necessarily  incident  to  it, 
including  snch  open  spaces  as  are  recinired  by 
ihis  ordinance  and  such  ()})en  spaces  as  are  ar- 
ranged and  (k'signed  to  be  nsed  in  connection 
with  such  building. 

(c)  Street.  The  term  "street"  shall  apply 
to  any  public  thoroughfare  or  private  way  thirty 
feet  or  oxer  in  width. 

((I)  Alley.  The  term  ";dley''  shall  apply 
t<)  wwy  pri\'ate  w;iy  or  public  ihoroughfare  less 
lli;iii   tliii'ly  i'(jv\  in  width. 

(e)  Ileiglil  of  nuildiiig.  'I'he  lieighj  of  a 
liiiildiiig  is  the  Ncilieal  distauce  measured  in  (he 
ciise  (»r  Hat  I'ool's  from  tlu^  meau  curb  level  to 
the  lex'el  of  the  highest  poiut  of  the  i"oof  beams 
adjaeeni  lo  the  sti-eet  wall,  and  in  the  case  (vf 
pit('he(l  ro<)\'s  iVoiii  the  mean  cui'b  level  to  the 
meau  liiglil  le\('l  of  the  r(K)f.  Where  no  roof 
luiini.s  exist  or  thei-e  are  structures  wholly  or 
pnrily  aboN'e  the  I'oof,  the  height  shall  be  nieas- 
ui'cd  iVoiii  the  mean  curb  level  to  the  iev?l  ot 
I  he  highest  point  of  the  building,  ^^'llere  the 
Willis  of  n  biiildiiig  do  not  adjoin  a  street  then 
the  height  of  a  building  shall  be  measured  from 
the  a\('i-age  elevation  of  the  ground  adjoining 
the  walls  instead  of  from  the  curb. 
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(f)  Building-.  An  edifice,  strnctnre  or  eon- 
struction  of  any  kind  located  on  the  ground. 

(g)  Width  of  the  Street.  The  mean  of  the 
distances  between  the  sides  thereof  within  a 
block. 

(h)  Corner  Lot.  A  lot  of  which  at  least  two 
adjacent  sides  abnt  for  their  full  length  upon  a 
street. 

(i)  Interior  Lot.  A  lot  other  than  a  corner 
lot. 

(j)  Through  Lot.  An  interior  lot  having 
frontage  on  two  streets. 

(k)  De|)tli  of  Lot.  The  dimension  meas- 
ured from  the  front  of  the  lot  to  the  extreme 
rear  line  of  the  lot.  In  case  of  irregularly 
sha])ed  lots  the  mean  (h'])th  shall  be  takeji. 

(1)  V;ird.  The  clear  unoccupied  s})ace  other 
llian  ;i  court  on  the  sjuik^  lot  with  a  building. 

(m)  Front  Voi'd.  A  clear  unoccupied  space 
on  the  same  lot  with  a  1>uilding  and  situated 
between  the  front  line  of  the  building  not  in- 
cluding steps  and  unenclosed  porches,  and  the 
front  line  of  the  lot. 

(n)  Eear  Yard.  A  clear  unoccupied  space 
on  the  same  lot  with  a  building"  and  situated 
between  the  rear  line  of  the  building  not  in- 
chuliug  ste|)s  and  unenclosed  porches  and  the 
rear  line  of  the  lot. 

(o)  Side  Yard.  'Jdie  yard  between  the  side 
line  of  a  building  and  the  side  line  of  the  lot 
and  which  extends  from  the  front  line  of  the 
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lot  or  from  the  front  vard  to  the  rear  line  of 
tile  lot  or  to  the  rear  yard. 

(p)  Court.  A  court  is  a  clear  niKK'cuj)ied 
s})ace  surrounded  hy  not  less  than  three  walls 
of  a  huildinii'  or  hy  two  walls  of  a  building  an(^ 
a  lot  line  or  hy  two  walls  of  a  huilding"  and  a 
yard  or  yards.  A  court  not  extending  to  the 
street,  front,  sid(^  or  rear  yard  is  an  enclosed 
court.  A  court  extending  to  the  street,  front, 
side  or  rear  yard  is  an  open  court. 

( p}) )  Apartment  Garage.  A  series  of  pri- 
\'ate  garages  under  one  roof. 

((])  Private  (oarage.  A  garage  with  a  ca- 
])acitv  of  not  more  than  thi-ee  motor  driven  ve- 
hicles. 

(r)  Secondary  Kooms.  Secondary  rooms 
shall  include  kitchens,  pantries,  bath  rooms, 
toilets  and  store  ro<mis  used  only  as  such  and 
othei-  similar  rooms,  hut  shall  not  include  liv- 
ing rooms,  dining  rooms  and  bed  rooms. 

(rr)  The  term  dwelling  shall  include  apart- 
ment houses. 

(s)  Mu.ltiple  Dwelling.  A  dwelling  occu- 
])ied  otherwise  than  as  a  one-familv  dwellina'  or 
two-family  dwelling. 

(t)  Now.  '*>s^)w"  shall  mean  at  the  time  of 
the  ])assag(^  of  this  ordinance. 

(u)  IFeretofore.  ''Heretofore''  shall  mean 
prior  to  the  time  of  the  passage  of  this  ordi- 
nance. 

(v)  Ilereaftc^r.  "Hereafter"  shall  mean 
after  the  time  of  the  passage  of  this  ordinance. 
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ARTICLE  II.— USE  DISTRICTS. 

Sec.  2.     Use  Districts. 

For  the  purpose  of  regulating  and  restrict- 
ing the  location  of  trades,  industries  and  dwell- 
ings and  the  location  of  land  and  buildings 
designed  for  specified  uses,  the  City  of  Balti- 
more is  hereby  divided  into  fonr  classes  of  dis- 
tricts : 

(a)  Residence  Districts 

(b)  First  Commercial  Districts 

(c)  Second  Commercial  Districts 

(d)  Industrial   Districts 

as  shown  on  the  use  district  map  which  accom- 
panies this  ordinance  and  is  hereby  declared 
to  be  part  of  this  ordinance.  The  use  districts 
designated  on  said  map  are  hereby  established. 
The  use  district  map  designations  and  map 
designation  rules  which  accompany  said  use 
district  map  are  hereby  declared  to  be  part 
thereof,  ^o  building  shall  be  erected  or  used 
and  no  land  shall  be  used  for  any  purpose  other 
than  a  purpose  permitted  in  the  use  district  in 
w^hich  such  building  or  land  is  located. 

Sec.  3.     Residence  Districts. 

(a)  In  a  residence  district  no  building  or 
land  shall  be  used  and  no  building  shall  be 
erected  which  is  arranged,  intended  or  designed 
to  be  used  except  for  one  or  more  of  the  follow- 
:ng  specified  uses: 

(1)  Dwellings. 

(2)  Lodging   or    boarding   houses,    dormito- 
ries or  convents. 
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(3)  Hotels  which  have  more  than  twenty 
sleeping  rooms. 

(4)  Cluhs,  except  clubs  the  chief  activity  of 
which  is  a  service  customarily  carried 
on  as  a  business. 

(5)  Churches. 

(6)  Libraries  or  public  museums. 

(7)  Municipal  recreational  uses. 

(8)  Eailroad  rights  of  way. 

(9)  Farming,  gardening,  nurseries  or  green 
houses. 

(10)  Apartment  garages,  without  repair  fa- 
cilities or  gasoline  filling  stations,  each 
apartment  of  which  shall  have  not  over 
two  private  motor  cars,  may  only  be 
erected  in  alleys  or  on  the  rear  of  lot. 
After  posting  and  advertising,  if  no 
protest  is  filed  the  Zoning  Commis- 
sioner may  issue  a  permit  for  same,  but 
if.  any  protest  is  filed  the  Board  of  Zon- 
ing Appeals  shall  decide  whether  said 
garage  shall  be  permitted. 

(b)  In  a  residence  district  no  building  or 
land  shall  be  used  for  any  use  other  than  a  use 
above  specified  for  which  buildings  may  be 
erected  and  for  the  accessory  uses  customarily 
incident  thereto.  The  term  ^'accessory  use" 
shall  not  include  a  business  not  customarily  or 
necessarily  incident  to  the  use  of  a  building 
pemiitted  in  a  residence  district,  nor  shall  it 
include  any  building  or  use  not  located  on  the 
same  lot  with  the  building  or  use  to  which  it  is 
accessory,  nor  shall  it  include  window  display 
or  large  signs.  A  garage  for  more  than  three 
motor  vehicles  or  a  stable  for  more  than  three 
horses  or  cows  shall  not  be  deemed  an  accessory 
use,  but  this  provision  in  regard  to  stables  shall 
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not  apply  to  any  parcel  of  land  of  live  acres  or 
more  in  area,  used  as  a  market  garden,  farm 
or  country  place.  In  an  accessory  garage  not 
more  than  one  connnercial  vehicle  may  Ix'  stored 
therein. 

Si:r.  4:.     First  Commercial  Districts. 

(a)  In  a  lirst  commercial  district  no  build- 
ing or  land  shall  l^e  used  and  no  building  shall 
l^e  erected  which  is  arranged,  intended  or  de- 
signed to  be  used  for  any  of  the  following  speci- 
lied  trades,  industries  or  uses : 

( 1 )  Blacksmith  shop  or  horseshoeing  shop. 

(2)  Milk  bottling  or  distributing  station. 

(3)  Carpet  or  bag  cleaning  establishment. 

(4)  Coal  yard  or  lumber  yard. 

(5)  Amusement  park. 

(6)  Laundries  employing  more  than  live  em- 
ployees or  bakeries  employing  more 
than  five  employees. 

(7)  Motor  vehicle  repair  shop  in  which 
structural  repairs  or  alterations  are 
made. 

(8)  Any  trade,  industry  or  use  prohibited 
in  second  commercial  districts. 

(b)  In  a  first  commercial  district  no  build- 
ing or  land  shall  be  used  and  no  building  shall 
be  erected  which  is  arranged,  intended  or  de- 
signed to  be  used  for  any  trade,  industry  or 
use  that  is  noxious  or  offensive  by  reason  of  the 
emission  of  odor,  dust,  smoke,  gas,  fumes,  vibra- 
tion or  noise,  but  street-car  barns,  yards  or 
loops,  trouble  stations  and  bus  garages,  elec- 
tric sub-stations,  telephone  exchanges,  filling- 
stations  for  the  sale  of  oil  at  retail  or  garages 
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with  incidental  repair  facilities  shall  not  be  ex- 
cluded. 

(c)  In  a  first  connnercial  district  that  is 
Iwated  within  a  "C,"  ^'D/'  ^'E''  or  ^T"  area 
district  no  building  or  land  shall  be  used  and 
no  building  shall  be  erected  which  is  arranged, 
intended  or  designed  to  be  used  for  any  kind 
of  manufacturing  except  that  printing  estab- 
lishments, laundries  employing  not  over  five 
employees,  bakeries  employing  not  over  five 
employees,  and  any  store  or  shop  for  custom 
work  or  for  the  making  of  articles  the  major 
portion  of  which  are  to  be  sold  at  retail  on  the 
premises,  shall  not  be  deemed  manufacturing. 

(d)  In  a  first  commercial  district  that  is 
located  within  an  '^A"  or  ''B"  area  district  no 
building  or  land  shall  be  used,  and  no  building 
shall  be  erected  which  is  arranged,  intended  or 
designed  to  be  used  for  any  kind  of  manu- 
facturing except  that  any  kind  of  manufactur- 
ing not  above  prohibited  in  this  section  may  be 
carried  on  provided  that  not  more  than  fifty  per 
cent,  of  the  total  floor  space  on  the  gTound 
floor  of  the  building  is  so  used;  and  provided 
further,  that  such  fifty  per  cent,  shall  be  the 
rear  portion  of  such  ground  floor. 

Sec.  5.     Second  Commercial  Districts. 

(a)  In  a  second  commercial  district  no 
building  or  land  shall  be  used  and  no  building 
shall  be  erected  which  is  arranged,  intended  or 
designed  to  be  used  for  any  of  the  following 
specified  trades,  industries  or  uses : 

(1)  Assaying. 

(2)  Abbatoirs. 
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(3)  Acetylene  gns  nianiifaetnre. 

(4)  Acid  manufacture. 

(5)  Ammonia  mannfactnre. 

(6)  Asphalt  mannfactni'e  or  refining. 

(7)  Arsenal. 

(8)  Bag-cleaning   establishment. 

(9)  Blast  furnace. 

(10)  Bleaching  powder  mannfactnre. 

(11)  Boiler  making  or  works. 

(12)  Bottle  factory. 

(13)  Brewing  or  distilling  of  liquors. 

(14)  Brickyard  or  kiln. 

(15)  Candle  manufacture. 

(16)  Celluloid  manufacture  or  storage. 

(17)  Charcoal  pulverizing. 

(18)  Chlorine  manufacture. 

(19)  Coke  ovens. 

(20)  Cotton  ginning. 

(21)  Cotton  wadding  laps  or  bats  manufac- 
ture. 

(22)  Crematories  except  in  cemeteries. 

(23)  Creosote  treatment  or  manufacture. 

(24)  Disinfectants  manufacture. 

(25)  Distilling  of  coal,  wood  or  bones. 

(26)  Dyestuff  manufacture. 

(27)  Emery  cloth  manufacture. 

(28)  Exterminator    or    insect    poison    manu- 
facture. 

(29)  Fat  rendering. 

(30)  Fertilizer  manufacture. 

(31  )  Fireworks  or  explosive  manufacture  or 
storage. 

(32)  Fish  packing  or  storage. 

(33)  Fish  smoking  or  curing. 

(34)  Flour,  grist  or  grain  mills  or  elevators. 

(35)  Power  forge  plant. 

(36)  Foundry. 
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()57)  Gas  (illuminating  or  heating)  manufac- 
ture. 

(38)  Glass  faotory. 

(39)  Glue,  size  or  gelatine  manufacture. 

(40)  GunpoAvder  manufacture  or  storage. 

(41)  Hair  factory. 

( 12 )  Incineration  or  reduction  of  garbage, 
oii'al,  dead  animals  or  refuse  other  than 
garbage,  oflPal  or  refuse  accumulated  on 
the  premises  and  disposed  of  without 
otfensive  odor. 

(43)  Iron,  steel,  brass  or  copper  works  or 
foundries. 

(44)  Junk  (scrap  paper,  metals,  bottles, 
rags,  rubber,  etc.)  yard  or  storage. 

(45)  Lamp  black  manufacture. 

(40)  Lime,  cement,  or  plaster  of  paris  manu- 
facture. 

(47)  Match  manufacture. 

(48)  Oilcloth  or  linoleum  manufacture. 

(49)  Ore  dumps  or  elevators. 

(50)  Ore  reduction. 

(51)  Paint,  oil,  varnish,  shellac  or  turpen- 
pentine  manufacture. 

(52)  Paper  or  pulp  manufacture. 

(53)  Planing  mill. 

(54)  Potash  works. 

(55)  Pyroxylene  plastic  manufacture. 

(5())  Paw  hides  or  skins  storage,  curing  or 
tanning. 

(57)  Pefining  or  storage  of  petroleum  or  its 
derivatives  in  excess  of  one  thousand 
gallons. 

(58)  lioller  mill. 

(59)  Ixoiindhouse. 

( ()0 )  Rubber,  cautchouc  oi"  gutta  percha  manu- 
facture or  treatment. 
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(()!)    Tviibbor    inaiuifaetiire    from    eriule    ma- 
terial. 
(62)    Salt  works. 
(08)    Sandpaper  niainifaeture. 
(04)   Sauerkraut  mamifaeture. 
(65)    Shipyard. 

(OG)    Shoe  blacking  manufactnre. 
(()7)    Sewage  disposal  plant. 
(08)   Sheet  metal  works. 

(69)  Shoddy  manufacture  or   wool  scouring. 

(70)  Smelting. 

(71)  Soap  manufacture. 

(72)  Soda    or   washing    compound    manufac- 
ture. 

(73)  Starch,    ghicose    or    dextrine    manufac- 
ture. 

(74)  Stock  yards. 

(75)  Stone  crusher. 

(76)  Stone  quarry. 

(77)  Stove  polish  manufacture. 

(78)  Sugar  refining. 

(79)  Sulphurous,  sulphuric,  nitric  or  hydro- 
chloric acid  manufacture. 

(80)  Tallow,  grease  or  lard  manufacture  or 
refining. 

(81)  Tannery. 

(82)  Tar  distillation  or  manufacture. 

(88)    Tar  roofing  or  waterproofing  manufac- 
ture. 

(84)  Terra  cotta  manufacture. 

(85)  Vinegar  manufacture. 

(86)  Wool  pulling. 

(87)  Yeast  plant. 

(b)    In    a     second    commercial  district    no 

building  or  land  shall  be  used  and  no  building 

shall  be  erected  which  is  arranged,  intended  or 

designed  to  be  used  for  an^^  trade,  industry  or 


58G  OIJDTXAXCES. 

use  that  is  noxious  or  offeiisivo  by  reason  of  tlie 
emission  of  odor,  dust,  smoke,  gas,  fnmes,  vi- 
l)ration  or  noise,  bnt  street-car  barns,  yards  or 
loops,  trouble  stations  and  bus  garages,  elec- 
tric snb-stations,  gas  holder  stations  and  public 
utility  distribution  shops,  telephone  exchanges 
or  places  of  amusement  shall  not  be  excluded; 
and  provided  further,  that  no  use  that  is  per- 
mitted in  a  first  commercial  district  shall  be 
excluded  from  a  second  commercial  district. 

Sec.  0.     Industrial  Districts. 

In  an  industrial  district  any  building  or  land 
may  l>e  used  for  any  purpose  which  is  not  pro- 
hibited within  the  city  limits  by  the  Building 
Code  or  other  ordinances. 

Sec.  7.     Use  District  Exceptions. 

(a)  The  Board  of  Zoning  Appeals  may,  in 
appropriate  cases,  after  public  notice  and  hear- 
ing and  subject  to  appropriate  conditions  and 
safeguards,  determine  ami  vary  the  application 
of  the  use  district  regulations  herein  estab- 
lished in  harmony  with  their  general  purpose 
and  intent  as  follows : 

(b)  Permit  the  extension  of  an  existing 
building  and  the  use  thereof  now  existing  or 
permit  the  erection  of  an  additional  building 
upon  a  lot  now  occupied  by  a  commercial  or  in- 
dustrial establishment  or  upon  a  lot  adjacent 
tliei'cto  even  though  now  used  for  a  confonning 
use,  and  which  additional  building  is  to  be  part 
of  such  establisliment. 

((')  Pci'tnit  the  extension  of  an  existing  or 
projtoscd  l)Uil(liiig  into  a  more  restricted  district 
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Tinder  sneh  conditions  as  will  safViiiiard  the  char- 
acter of  the  more  restrictcnl  district. 

(d)  Permit  in  a  residence  district  schools, 
colleii'es,  |)liilanthro])ic  or  eleemosynary  uses  or 
institnti(nis  other  than  penal  or  correctional  in- 
stitutions, tire  houses,  jiolice  stations,  electric 
sub-stations,  telephone  exchanges,  railroad  pas- 
senger stations,  hospitals  and  sanitariums  or 
any  building  or  use  in  keeping  with  the  uses  ex- 
pressly enumerated  in  Section  3  of  this  article 
as  the  purposes  for  which  buildings  or  land  may 
be  used  in  a  residence  district. 

(e)  Grant  in  undeyeloped  sections  of  the  city, 
upon  such  conditions  as  the  board  may  specify 
permits  for  not  more  than  tw^o  years  for  struc- 
tures and  uses  in  contravention  of  the  require- 
ments of  this  article. 

(f )  Permit  in  a  use  district  any  use  in  gen- 
eral keeping  with  the  uses  authorized  in  such 
district. 

(g)  Permit  the  location  in  any  use  district 
of: 

(1)  Ayiation  fields. 

(2)  Crematories. 

(3)  Sewage  disposal  plants. 

(4)  Refuse  dumps. 

(5)  Amusement  parks. 

(6)  Public  utility  plants. 

(h)  Permit  in  any  use  district  any  use  pro- 
vided the  petitioner  files  the  consents  duly  ac- 
knowledged of  the  owners  of  eighty  per  cent,  of 
the  land  deemed  by  the  Board  of  Zoning  Ap- 
peals to  be  immediately  affected  by  the  proposed 
use. 
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(i)  Form  it  in  a  residence  district  or  in  a  first 
commercial  district  tlie  location,  on  any  lot  hav- 
ing an  area  of  not  less  than  five  acres  or  bound- 
ed on  at  least  three  sides  bv  streets  not  less  than 
fifty  feet  in  width,  of  any  nse  authorized  in  a 
second  commercial  district  with  height  and  area 
regulations  appropriate  to  such  use,  provided 
that  such  use,  height  or  area  in  such  location  is 
so  conditioned,  as  in  the  judgment  of  the  said 
Board  of  Zoning  Appeals,  to  safeguard  ade- 
quately the  appropriate  use  of  neighl)oring  prop- 
erty. 

(j)  Permit  in  a  residential  district  the  erec- 
tion of  one  or  more  garages  without  repair  facil- 
ities and  to  contain  not  more  than  two  auto- 
mobiles each. 

Sec.  8.      ^on-conforming  Uses. 

(a)  Any  use  of  land  or  building  now  exist- 
ing and  not  confonning  to  the  regulations  of  the 
use  district  in  which  it  is  maintained,  may  be 
continued  therein.  A  non-confoniiing  use  shall 
not  be  extended  except  as  authorized  by  the  pre- 
ceding section,  but  the  extension  of  the  use  to 
any  portion  of  a  building,  which  portion  is  now 
arrang(>d,  intended  or  designed  for  such  non-con- 
forming use,  shall  not  be  deemed  the  extension 
of  a  non-conforming  use.  Any  building  which, 
is  now  vacant  and  which  is  arranged,  intended 
or  designed  to  be  us(>d  for  a  non-conforming  use, 
may  1k^  used  for  such  non-confonning  use  ])ro- 
vided  however,  that  if  the  last  purpose  for  which 
tlic  building  was  used  was  a  conforming  use,  it 
sliiill  hei-ejifter  be  used  only  for  a  use  permitted 
in  the  district  wIkm'c  the  l)uilding  is  situated, 
except  as  aut lioi'i/cd  in  the  ])i'ece(ling  section. 
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(b)  Xo  oxistiiiii  l)iii](liii<;'  arrniio'ed,  iiitonded 
or  desi<i'ned  for  or  devoted  to  a  use  not  per- 
mitted by  this  article  in  the  district  in  which 
snch  use  is  located,  shall  be  enlarged,  extended, 
reconstructed,  or  structurally  altered  unless  such 
use  is  changed  to  a  use  permitted  in  the  district 
in  which  such  building  is  located,  except  as  pro- 
vided in  the  preceding  section  and  in  paragraph 
(c)  of  this  section. 

(c)  Any  non-conforming  use  now  existing 
may  be  changed  and  any  existing  building  ar- 
ranged, intended  or  designed  for  or  devoted 
to  a  non-conforming  use  may  be  reconstructed 
or  structurally  altered  and  a  non-conforming 
use  therein  changed,  subject  to  the  following 
regulations : 

(1)  The  structural  alterations  made  from 
time  to  time  in  such  a  building  shall  not,  during 
its  life,  exceed  in  cost  sixty  per  cent,  of  the  as- 
sessed value  at  the  time  of  the  passage  of  this 
ordinance. 

(2)  Xo  non-conforming  use  shall  be  extend- 
ed by  displacing  a  confonuing  use  except  as  pro- 
vided in  the  preceding  section. 

( 8 )  In  a  residence  district  no  use  peiinitted 
in  a  residence  district  shall  be  changed  to  any 
use  prohibited  in  a  residence  district,  except  as 
provided  in  the  preceding  section. 

(4)  In  a  residence  district,  or  first  commer- 
cial district  no  use  of  a  building  or  land,  unless 
such  building  or  land  is  devoted  to  one  of  the 
uses  that  is  prohibited  in  a  first  commercial  dis- 
trict, shall  be  changed  to  any  of  such  uses,  ex- 
cept as  provided  in  the  preceding  section. 
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(5)  In  a  rosidciico  district,  first  commercial 
district,  or  second  commercial  district  no  nse  of 
a  biiildino;  or  part  thereof  and  no  use  of  land, 
nnless  sncli  bnilding  or  land  is  devoted  to  one  of 
the  nses  that  is  prohibited  in  a  second  commer- 
cial district,  shall-  be  changed  to  any  of  such 
nses,  except  as  provided  in  the  preceding  sec- 
tion. 

(d)  A  nor -conforming  nse  after  being 
changed  to  a  conforming  nse  may  not  thereafter 
be  changed  back  to  any  non-conforming  nse. 

ARTICLE  III— HEIGHT  DISTEICTS. 

Sec.  9.     Height  Districts. 

(a)  For  the  pnrpose  of  regnlating  and  lim- 
iting the  height  and  bnlk  of  bnildings  hereafter 
erected  in  tlie  City  of  Baltimore,  this  city  is 
hereby  divided  into  five  height  districts : 

(1)  2%  times  districts, 

(2)  2  times  districts, 

(3)  lYl  times  districts, 

(4)  1  times  districts, 

(5)  40  foot  districts, 

as  shown  on  the  height  district  map  which  ac- 
companies tliis  ordinance  and  is  hereby  dechired 
to  be  part  of  tliis  ordinance.  The  lieight  dis- 
tricts designated  on  said  map  are  hereby  estab- 
lished. The  heiglit  district  map  designations 
and  map  designation  rnles  wliich  accompany 
snch  height  district  map  are  hereby  declared  to 
be  part  tliereof.  Xo  bnilding  or  part  of  a  bnihl- 
ing  sliall  be  erected  exccjit  in  conformity  witli 
tlie  regnlations  herein  prescribed  for  the  height 
district  ill  wliicli  sncli  bnihliiig  is  located. 
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(b)  111  a  two  and  oiic-lialf  times  district  no 
building  shall  be  erected  to  a  height  in  excess  of 
two  and  one-half  times  the  width  of  the  street, 
but  for  each  one  foot  that  the  building  or  a  por- 
tion of  it  sets  back  from  the  street  line  five  fcM^t 
shall  be  added  to  the  height  limit  of  such  build- 
ing or  such  portion  thereof. 

(c)  In  a  two  times  district  no  building  shall 
be  erected  to  a  height  in  excess  of  twice  the 
width  of  the  street  but  for  each  one  foot  that  the 
building  or  a  portion  of  it  sets  back  from  the 
street  line,  four  feet  shall  be  added  to  the  height 
limit  of  such  building  or  such  portion  thereof. 

(d)  In  a  one  and  one-half  times  district  no 
building  shall  be  erected  to  a  height  in  excess 
of  one  and  one-half  times  the  width  of  the  street 
but  for  each  one  foot  that  the  building  or  a  por- 
tion of  it  sets  back  from  the  street  line  three  feet 
shall  be  added  to  the  height  limit  of  such  build- 
ing or  such  portion  thereof. 

(e)  111  a  one  times  district  no  building  shall 
be  erected  to  a  height  in  excess  of  the  width  of 
the  street. 

(f)  In  a  forty  foot  height  district  no  build- 
ing shall  be  erected  to  a  height  in  excess  of  forty 
feet. 

Sec.  10.     Height  District  Exceptions. 

(a)  On  streets  less  than  fifty  feet  in  wddth 
the  same  height  regulations  shall  be  applied  as 
on  streets  fifty  feet  in  width  except  for  the  reg- 
ulations in  paragraph  (f),  section  9,  of  this  arti- 
cle. On  streets  more  than  one  hundred  feet  in 
width  the  same  height  regulations  shall  be  ap- 
plied as  on  streets  one  hundred  feet  in  width. 
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(b)  In  a  two  times  hci^j^ht  district  no  dwelling 
shall  l>e  erected  to  a  height  in  excess  of  one  hnn- 
dred  and  thirty-five  feet. 

(c)  In  a  one  and  one-half  times  height  dis- 
trict no  dwelling  shall  be  erected  to  a  height  in 
excess  of  nine  stories  nor  exceed  one  hnndred 
and  fiA'e  feet. 


(d)  In  a  one  times  height  district  no  dwelling 
shall  be  erected  to  a  height  in  excess  of  six 
stories  nor  exceed  seventv-five  feet. 


(e)  Xothing  in  paragraphs  (b),  (c)  and  (d) 
of  this  section  shall  prevent  the  erection  of 
hotels  which  confomi  with  the  maximnm  height 
regnlations  in  the  several  height  districts  and 
for  pnrposes  of  application  of  paragraphs  (b), 
(c)  and  (d)  of  this  section  hotels  shall  not  be 
considered  as  dwellings. 

(f )  Along  a  narrower  street  near  its  inter- 
section Avith  a  wider  street  any  biiilding  or  any 
part  of  any  bnilding  fronting  on  the  narrower 
street  within  one  hnndred  and  fifty  feet  meas- 
nred  at  right  angles  to  the  side  of  the  wider 
street  shall  be  governed  by  the  height  regula- 
tions provided  for  the  wider  street. 

(g)  A  corner  bnilding  on  such  intersecting 
streets  referred  to  in  paragraph  (f)  of  this  sec- 
tion shall  be  governed  by  the  height  regulations 
lu'ovided  for  the  wider  street  for  a  distance  of 
one  hundred  and  fifty  feet  measured  at  right 
angles  to  the  side  of  the  wider  street. 

(h)  For  interior  lots  the  height  regulations 
shall  ext(Mid  for  a  distance^  of  one  hundred  and 
fifty  fe<^t  from  th(^  respective  street  frontages. 
If  the  block  is  over  three  hundred  feet  in  depth 
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the  height  reiiulations  for  lots  or  portions  of  lots 
over  one  hundred  and  fifty  feet  from  either 
frontage  shall  be  the  mean  of  the  height  limits 
of  the  two  frontages.  If  the  block  is  less  than 
three  hundred  feet  in  depth  or  contains  one  or 
more  through  lots,  and  if,  under  the  provisions 
of  this  article  the  height  regulations  of  the  two 
frontages  of  such  through  lots  differ,  then  in 
such  cases  the  regulation  allowing  the  greater 
height  shall  apply  for  a  distance  of  one  hundred 
and  fifty  feet  from  the  street  frontage  to  which 
such  greater  height  regulation  is  applicable. 

(i)  In  a  two  and  one-half  times  height  dis- 
trict, above  the  height  limit  at  any  level  for  any 
part  of  a  building,  donners  carrying  up  the 
facade  to  a  height  not  greater  than  five  times 
the  distance  from  the  nearest  corner  of  the  build- 
ing to  the  nearest  dormer  or  the  distance  be- 
tween dormers  at  that  level,  may  Ix?  erected, 
provided  the  frontage  length  of  <lonners  on  any 
given  street  be  not  greater  than  fifty  per  cent, 
of  the  length  of  such  street  frontage  of  such  part 
of  the  building. 

(j)  In  a  two  times  height  district,  above  the 
height  limit  at  any  level  for  any  part  of  a  build- 
ing, donners  carrying  up  the  facade  to  a  height 
not  greater  than  four  times  the  distance  from 
the  nearest  corner  of  the  building  to  the  nearest 
dormer  or  the  distance  between  donners  at  that 
level  may  be  erected,  provided  the  frontage 
length  of  donners  on  any  given  street  be  not 
greater  than  fifty  per  cent,  of  the  length  of  such 
street  frontage  of  such  part  of  the  building. 

(k)  In  a  one  and  one-half  times  height  dis- 
trict, above  the  height  limit  at  any  level  for  any 
part  of  a   building,  doi-mers   carrying  up   the 
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facade  to  a  height  not  greater  than  three  times 
the  distance  from  the  nearest  corner  of  the 
building  to  tlie  nearest  dormer  or  the  distance 
between  dormers  at  that  level  may  ha  erected, 
})rovided  the  frontage  length  of  dormers  on  any 
given  street  be  not  greater  than  fifty  per  cent, 
of  the  length  of  such  street  frontage  of  such  part 
of  the  building. 

( 1 )  Where  not  more  than  fifty  feet  of  a  street 
frontage  would  othenvise  be  subjected  to  a 
height  limit  lower  than  that  allowed  immedi- 
ately beyond  both  ends  of  such  frontage  the 
height  limit  on  such  frontage  shall  be  equal  to 
the  lesser  of  such  greater  height  limits. 


(m)    In  an  industrial  use  district  no  dwelling 
all  hereafter 
than  fortv  feet. 


shall  hereafter  be  erected  to  a  height  greater 


Sec.  11.  The  ])rovisions  of  this  article  shall 
not  apply  to  the  erection  of  the  following: 

(a)  Chimneys,  flues,  grain  elevators,  venti- 
lators, radio  towers,  steeples,  stacks,  fire  escapes 
04-  gas  holders. 

(b)  Water  towers  or  tanks  other  than  those 
located  on  the  roof  of  a  building, 

(c)  Bulkheads,  elevator  enclosures,  moni- 
tors, jient  houses,  cooling  towers,  stage  towers, 
skylights  or  water  tanks  occupying  in  the  ag- 
gregate less  than  twenty-five  per  cent,  of  the 
area  of  the  roof  on  which  they  are  located. 

(d)  Parapet  walls  or  cornices  solely  for  or- 
nament and  Avithout  windows  extending  alx)ve 
the  height  limit  not  more  than  five  per  cent, 
of  such  height  limit,  but  such  parapet  wall  or 
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cornice  may,  in  any  case,  be  at  least  five  feet 
above  sncli  height  limit. 

(e)  JMonnments,  towers,  spires,  domes,  cu- 
polas, belfries,  minarets  or  pinnacles  fen*  orna- 
mental purposes  and  not  used  for  human  occu- 
pancy ;  provided,  however,  that  watchmen  and 
their  families  or  caretakers  and  their  families 
may  be  permitted  to  dwell  therein. 

(f)  Schools,  colleges,  convents,  hospitals- 
sanitariums,  libraries  and  public  buildings  in  a 
forty-foot  district  or  in  a  one  times  height  dis- 
trict, provided  that  such  buildings  or  portions 
thereof  exceeding  the  height  limit  of  the  dis- 
trict be  set  back  from  all  lot  lines  a  distance 
equal  to  one-half  the  height  of  such  building  or 
portion  thereof. 

(g)  In  hrst  commercial,  second  commercial 
and  industrial  use  districts  and  on  public  build- 
ings in  residence  use  districts,  towers  occupy- 
ing in  the  aggregate  not  over  twenty-five  per 
cent,  of  the  area  of  the  building  on  which  they 
are  located  and  not  over  fifty  per  cent,  of  the 
length  of  the  street  frontage  of  the  building. 

(h)  The  Board  of  Zoning  Appeals  may, 
after  public  notice  and  hearing  and  subject  to 
such  conditions  and  safeguards  as  the  board 
may  prescribe,  permit  the  erection  of  a  por- 
tion of  a  building  covering  not  more  than  twen- 
ty-five per  cent,  of  the  ground  area  of  the 
building  to  a  height  in  excess  of  the  limits  pre- 
scribed in  the  preceding  sections. 

(i)  The  Board  of  Zoning  Appeals  may,  after 
public  notice  and  hearing,  permit  the  erection 
of  an  addition  to  an  existing  building  to  the 
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same  height  as  such  existing  building  where 
such  addition  is  essential  to  the  completion  of 
the  existing  building  as  planned. 

ARTICLE  TV— AREA  DISTRICTS. 

Sec.  12.     For  the  puri)Ose  of  regulating  and 
determining  the  area  of  yards,  courts  and  other 
open  spaces  for  buildings  hereafter  erected,  the 
City  of  Baltimore  is  hereby  divided  into   six 
classes  of  area  districts,  A,  B,  C,  D,  E  and  F, 
as  shown  on  the  area  district  map  which  accom- 
panies this  ordinance  and  is  hereby  declared  to 
be  part  of  this  ordinance.     The  area  districts 
designated  on  said  map  are  hereby  established. 
The   area  district   map  designations   and  map 
designation  rules  which  accompany   said   area 
district  map  are  hereby  declared  to  be  a  part 
thereof.      No  building  or  part   of   a   building 
shall  be  erected  except  in  conformity  with  the 
regulations  herein  prescribed  for  the  area  dis- 
trict in  which  said  building  is  located.     Unless 
otherAvise  expressly  provided,  the  term  ^'front 
yard,'^  ^^rear  yard,"  ''side  yard,"  "open  court" 
or  "enclosed  court"   when   used   in  this  article 
shall  be  deemed  to  refer  only  to  a  frojit  yard, 
rear  yard,   side  yard,   open   court   or   enclosed 
court  required  by  this  article.     No  lot  shall  be 
so  reduced  or  diminished  that  the  yards,  courts 
or  open  spaces  shall  be  smaller  than  prescribed 
in  this  article. 

Sec.  13.     "A"  Area  Districts. 

(a)  In  an  "A"  area  district  no  dwelling 
hereafter  erected  other  than  a  hotel,  shall  oc- 
cupy more  than  seventy  per  cent,  of  the  area 
of  an  interior  lot  nor  more  than  eighty-five  per 
cent,  of  the  area  of  a  corner  lot. 
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(b)  In  an  "^A"  area  district  iiiniKMliatcly 
behind  every  dwellini>-  other  than  a  hotel  herc^ 
after  erected  on  an  interior  lot  tliere  sliall  be  a 
rear  yard  extending'  across  the  entire  width  of 
the  lot,  at  every  point  open  and  niiobstructed 
from  the  gronnd  to  the  sky.  The  depth  of  said 
yard  shall  be  at  least  one-third  the  height  of 
the  bnilding,  but  never  less  than  twenty  feet. 
For  through  lots  no  rear  yard  need  be  pro- 
vided. 

(c)  In  an  "^A"  area  district  no  side  yard  is 
required  for  dwellings  hereafter  erected  except 
that  should  any  such  open  space  be  used  for 
light  and  air  by  the  placing  of  windows  or  doors 
on  it,  said  space  shall  be  considered  a  side  yard 
and  shall  be  open  and  iinobstrncted  from  bot- 
tom to  sky  and  at  both  ends  and  be  of  the  width 
ht^rein  called  for. 

(d)  The  width  of  the  side  yard  referred  to 
iu  paragraph  (c)  of  this  section  sliall  be  meas- 
ured at  right  angles  from  the  lot  line  or  from 
the  median  line  of  an  abutting  alley,  if  there 
be  one,  to  the  nearest  line  of  the  dwelling,  and 
shall  be  at  least  the  widths  herein  specified. 

(e)  If  such  side  yard  as  referred  to  in  para- 
graphs (c)  and  (d)  of  this  section  is  used  to 
light  or  ventilate  secondary  rooms,  the  mini- 
mum width  for  a  side  yard  shall  be  three  feet, 
where  the  building  does  not  exceed  three  stories 
in  height,  and  shall  be  increased  one-half  foot 
in  width  for  each  additional  story.  Additional 
and  secondary  windows  in  living  rooms,  dining- 
rooms  and  bed  rooms  may  open  on  such  yards. 

(f )  If  such  side  yard  as  referred  to  in  para- 
graphs (c),  (d)  and  (e)  of  this  section  is  used 
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to  lig'ht  or  ventilate  living'  rooms,  dining  rooms 
or  bed  rooms,  the  minimnm  width  for  a  side 
yard  shall  be  three  feet,  and  shall  be  increased 
one  foot  in  width  for  each  additional  story  the 
building  is  over  one  story  in  height. 

(g)  In  an  "A"  area  district,  in  the  case  of 
hotels,  or  dwellings,  where  there  are  shops  or 
stores  or  public  rooms  on  the  lower  floors,  courts 
may  start  with  the  floor  level  of  the  lowest 
story  containing  bed  rooms  or  private  living 
rooms. 

(h)  In  an  'M"  area  district,  any  open  space 
in  a  dwelling  other  than  a  hotel  entirely 
surrounded  by  the  building,  or  by  the  building 
and  lot  lines,  shall  be  classed  as  an  enclosed 
court,  and  shall  not  be  less  in  area  nor  width, 
at  its  narrowest  point,  than  herein  prescril>ed 
for  the  number  of  stories  the  court  is  in  depth 
from  the  top  down. 

Permissible  for  Lujhting     Pernvissihle  for  See- 
Any  Room.  ondary  Rooms  Only. 


Area, 

Width, 

Area, 

Widt 

>ries. 

Sq.  Ft. 

Feet. 

Sq.  Ft. 

Fee 

1 

100 

6 

100 

5 

2 

150 

6% 

125 

6 

3 

250 

7% 

175 

7 

4 

400 

9 

250 

8 

5 

600 

11 

350 

9 

6 

850 

131/2 

475 

10 

7 

1150 

16% 

625 

11 

8 

1500 

20 

800 

12 

9 

1000 

24 

1000 

13 

10 

2350 

28% 

1225 

14 

11 

2850 

33% 

1475 

15 

12         3400  39  1750  16 
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(i)  The  widths  of  all  courts  adjoining  a  lot 
line  shall  be  measured  to  the  lot  line  and  not  to 
an  opposite  building.  All  such  courts  shall  be 
open  and  unobstructed  at  all  points  from  the 
bottom  to  the  sky. 

(j)  Anv  recess,  in  which  windows  are  placed 
to  light  and  ventilate  rooms  in  a  wall  adjoining 
a  street,  alley,  front  yard,  rear  yard  or  side 
yard,  the  depth  of  Avhich  is  greater  than  its 
Avidth,  and  every  recess  where  windows  are 
placed  on  opposite  sides,  shall  be  classed  as  an 
open  court,  and  shall  have  minimum  widths 
not  less  than  herein  prescribed  for  the  number 
of  stories  the  court  is  in  depth  from  the  top 
down. 

Permi.'iMhlp  for  Any  Boom. 


Stories. 

Width  in  Feet. 

1 

5 

2 

6 

3 

7 

4 

8 

5 

9 

6 

10 

7 

11 

8 

12 

9 

13 

All  such  courts  shall  l^  open  and  unobstructed 
at  all  parts  from  the  lx>ttom  to  the  sky. 

Si:c.  14.     -T/'  Area  Districts. 

(a)  In  a  "B"  area  district  no  dwelling  here- 
after erected  other  than  a  hotel,  shall  occupy 
more  than  <>()  per  cent,  of  the  area  of  an  in- 
terior lot  nor  more  than  seventy-live  per  cent, 
of  the  area  of  a  corner  lot. 
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(1))  Til  a  ''E"  area  district,  for  any  bnilJiiig 
licrcafter  erected,  tlie  regulations  governing 
yards  and  courts  shall  be  the  same  as  those 
specified  in  Section  i.">,  Paragraphs  (b),  (c), 
(d),  (e),  (f),  (g),  (h),  (i)  and  (j)  for  ^A" 
an^a  ditricts. 

(c)  111  a  "B"  area  district,  no  dwelling  other 
than  a  hotel  shnll  hereafter  be  erected  or  altered 
to  accoinniodate  or  make  provision  for  more  than 
eighty  fjimilies  on  any  acre  of  land,  nor  more 
tluiii  -A  proportional  niini])er  of  families  on  a 
fractional  ])art  of  any  acre  of  land.  The  iiiaxi- 
inuin  number  of  families  which  may  hereafter 
be  housed  on  any  parcel  of  land,  shjill  not  ex- 
ceed the  integral  number  obtained  by  multiply- 
ing the  acreage  of  such  parcel,  exclusive  of  the 
area  within  street  lines,  by  eighty. 

(d)  In  a  ^'B''  area  district,  on  a  street  front- 
age on  either  side  of  a  -street  between  two  inter- 
secting streets  where  ninety  per  cent,  or  more 
of  such  frontage  between  two  intersecting 
streets,  but  excluding  the  frontage  along  the 
side  line  of  a  corner  lot,  is  now  improved  with 
buildings  for  which  front  yards  are  provided, 
the  depth  of  front  yards  of  the  buildings  now 
existing  shall  be  the  depth  of  front  yards  re- 
quired for  future  buildings.  For  the  purpose 
of  determining  the  percentage  of  the  frontage 
that  is  improved  or  occupied  with  buildings  for 
which  front  yards  are  provided,  the  frontage 
of  so  much  of  the  open  space  adjacent  to  a 
building  lor  which  a  front  yard  is  provided  as 
IS  used  in  coiinection  with  such  building,  shall 
be  incduded.  Elinor  irregularities  in  dejiths  of 
front  yai'ds  of  existing  buildings  may  1h»  dis- 
regarded by  the  i>oard  of  Zoning  A])peals  in 
defining  and   api)lying  this  front  yard  regula- 
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tioii  or  said  IJonrd  uvav,  when  in  its  opinion,  the 
i»enernl  purpose  and  intent  of  this  paragraph 
will  l>e  better  ser\ed  therel)y,  determine  tliat 
tlic  average  depth  of  fr(^nt  yards  of  buildings 
now  existing  either  for  sneli  entire  frontage  or 
l\>r  any  part  thereof,  shall  be  the  required  front 
yard  depth  for  that  bloek  or  for  eitlier  side 
thereof. 

8ec,  15.      "C"  Area  iJistriets. 

(a)  in  a  "C"  area  district  no  building  here- 
after crectcMl  and  used  in  any  part  for  residence 
juirposes,  other  than  a  hotel,  shall  occupy  more 
than  sixty  per  cent,  of  the  area  of  an  interior 
lot  nor  more  than  seventy-tive  per  cent,  of  the 
area  of  a  corner  lot. 

(b)  In  a  ^"C"  area  district  multiple  dwell- 
ings, three  stories  or  less  in  height,  sliall  have 
their  side  walls  removed  at  least  five  feet  from 
their  side  lot  lines.  For  buildings  more  than 
three  stories  high,  for  each  additional  story  or 
twelve  feet  in  height  above  forty  feet,  this  side 
yard  shall  be  increased  one  foot  in  width. 

(c)  In  a  "C  area  district  the  size  of  courts 
in  least  dimension  and  area  and  the  depth  of 
rear  yards  shall  be  increased  ten  per  cent,  over 
the  regulations  prescribed  in  "A"  area  districts. 

(d)  In  a  *'C''  area  district  for  any  building- 
hereafter  erected  and  used  in  any  part  for  resi- 
dence ])urposes,  other  than  a  hotel,  the  numlxn* 
of  families  housed  per  acre,  shall  be  tlu^  same  as 
provided  for  in  "B"  area  districts. 

(e)  In  a  "C"  area  district,  when^  now  there 
are  no  existing  buildings  on  a  street  frontage  be- 
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tweeii  two  iiitersoetiii^'  streets,  or  on  streets  that 
may  l)e  laid  ont  liereafter,  buildings  shall  here- 
after be  erected  to  conform  to  a  front  yard  re- 
qnirement  as  follows:  (1)  On  a  street  fifty  feet 
or  less  in  w^idth  where  the  average  or  nsnal  depth 
of  the  lots  is  not  over  one  hundred  feet,  for  all 
buildings  hereafter  erected  there  shall  be  pro- 
vided front  yards  of  not  less  than  twenty  feet, 
provided,  however,  that  for  evei-^^  five  feet  which 
the  street  is  increased  in  width,  the  required 
depth  of  front  yards  may  be  reduced  one  foot, 
but  in  no  case  shall  the  front  yard  be  less  than 
ten  feet  in  depth;  (2)  where  the  average  or 
usual  depth  of  the  lots  is  more  than  one  hun- 
dred feet  but  not  over  one  hundred  and  twenty- 
five  feet,  the  required  depth  of  front  yards  shall 
be  increased  five  feet  over  and  above  the  depth 
of  the  front  yards  required  for  lots  one  hundred 
feet  or  less  in  depth;  (8)  where  the  average  or 
usual  depth  of  the  lots  is  over  one  hundred  and 
twenty-five  feet,  the  required  depth  of  front 
yards  shall  be  increased  ten  feet  over  and  above 
the  required  depth  of  front  yards  for  lots  not 
over  one  hundred  feet  in  depth.  The  average  or 
usual  depth  of  the  lots  for  either  side  of  any 
street  between  two  intersecting  streets  or  for 
any  block  frontage  shall  be  computed  for  such 
block  frontage  and  such  average  or  usual  de})th 
used  in  determining  front  yard  requirements 
for  that  l)]ock. 

(f)  Tn  a  ''C"  area  district,  on  a  street  front- 
age on  eitlu^r  side  of  a  street  between  two  inter- 
secting str(^ets  where  now  fifty  per  cent,  or  more 
of  such  frontage  between  two  intersecting 
streets,  but  excluding  the  frontage  along  the  side 
line  of  a  corner  lot,  is  improved  with  buildings 
for  which  front  yards  are  pi'ovidcd  or  where  all 
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the  buildings  tliou^li  ocen])yiiio:  less  than  fifty 
per  cent.,  but  more  than  twenty  per  cent,  of  such 
frontage,  are  provided  with  front  yards,  the 
depth  of  front  yards  of  the  buildings  now  exist- 
ing shall  be  the  depth  of  front  yards  required 
for  future  buildings.  For  the  purpose  of  deter- 
mining the  percentage  of  the  frontage  that  is  im- 
proved, or  occupied,  with  buildings  for  which 
front  yards  are  provided,  the  frontage  of  so 
much  of  the  open  space  adjacent  to  a  building 
for  which  a  front  yard  is  provided  as  is  used  in 
connection  with  such  building,  shall  be  in- 
cluded, llinor  irregularities  in  depths  of  front 
yards  of  existing  buildings  may  be  disregarded 
by  the  Board  of  Zoning  Appeals  in  defining  and 
applying  this  front  yard  regulation  or  said 
Board  may,  when  in  its  opinion,  the  general 
purpose  and  intent  of  this  paragraph  will  be 
better  served  thereby,  detennine  that  the  aver- 
age- depth  of  front  yards  of  buildings  now  exist- 
ing, either  for  such  entire  frontage  or  for  any 
part  thereof,  shall  be  the  required  front  yard 
depth  for  that  block  or  for  either  side  thereof. 

(g)  In  a  ''C"  area  district,  on  a  street  front- 
age on  either  side  of  a  street  between  two  inter- 
secting streets,  but  excluding  the  frontage  along 
the  side  line  of  a  corner  lot,  where  now  not  more 
than  twenty  per  cent,  of  such  frontage  is  im- 
proved with  buildings  for  which  no  front  yards 
are  provided  and  where  the  provisions  of  para- 
graph (f)  of  this  section  do  not  create  a  front 
yard  requirement,  the  depth  of  front  yard  re- 
quired shall  be  twenty  per  cent,  of  the  average 
or  usual  depth  of  the  lots  having  their  front 
lines  along  such  street  frontage,  but  such  re- 
quired depth  of  front  yard  need  not  be  more 
than  thirty  feet. 
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(lij  Xo  yard  shall  be  required  along  the 
side    line   of   a.   corner   lot   where   the   rear   of 

siicli  lot  adjoins  a  street  frontage  along  which 
no  front  yard  is  reqnired  bv  this  ordinance  or 
where  the  rear  of  snch  lot  adjoins  the  rear  of 
another  corner  lot  or  is  opposite  the  rear  of  a 
corner  lot  on  the  o])])osite  side  of  an  alley. 

(i)  Whenever  the  provisions  of  this  ordi- 
nance nniy  reqnire  front  yards  on  both  of  the 
aluitting  streets  of  a  corner  lot  the  front  of  such 
a  lot  shall  be  the  side  which  abuts  the  street  on 
which  is  required  the  greatest  front  yard  depth. 
I'he  side  line  of  such  a  corner  lot  shall  be  the 
side  which  abuts  on  the  street  for  which  is  re- 
quired the  lessor  front  yard  depth  and  on  such 
side  line  of  such  corner  lot  the  depth  of  front 
yard  required  shall  be  not  more  than  one-half 
the  depth  of  front  yard  recpiired  on  that  street 
by  paragraphs  (e),  (f )  and  (g)  of  this  section. 
Whenever  front  yards  of  equal  depth  are  re- 
cpiired  on  the  front  and  side  of  a  corner  lot,  the 
owner  of  such  a  lot  may  choose  wdiich  shall  be 
deemed  the  front  of  his  lot.  For  the  front  of 
the  lot  so  determined  a  front  yard  shall  be  re- 
(juired  which  conforms  with  the  depth  required 
in  paragra})hs  (e),  (f )  and  (g)  of  this  section. 
On  the  side  liiu^  of  such  corner  lot  the  de})th  of 
the  front  yard  required  in  paragraphs  (e),  (f) 
and  (g)  of  this  section  shall  be  one-half  the 
depth  of  front  yard  recpiired  on  the  abutting 
street.  W^here  this  ordinance  does  not  establish 
in  a  s])eeific  case  the  front  of  a  corner  lot,  the 
Hoard  of  Zoning  A])peals  may,  afttu'  public 
notice  and  hearing,  determine  which  is  the  front 
of  a  cornet-  lot  for  the  a j)j>licati(»n  of  the  front 
yard    icMpiirenKMits. 


OKDIXAXCES.  T););) 

( j)  WluMievor  any  parcel  of  land  is  of  riucli 
I't'sM'ictcd  area  tlnit  it  cannot  Im'  ap|)r()})riatel_v 
iinj)rov('(l  without  rcMhicinii  the  rocpiircd  (l("})tli 
of  front  yard  established  by  this  section,  the 
Hoard  of  Zoning-  Ai)j)eals  may,  on  api)lication, 
after  ])ublic  notice  and  h(Mirin<>-,  authorize  the 
construction  of  a  biiildini>-  on  s\ich  parcel  of 
land  with  the  rcnpiired  de})th  of  front  yard  re- 
duced to  an  extent  necessary  to  secure  an  appro- 
priate improvement  thereof. 

Sec.  IG.      "J3''  area  Districts. 

(a  )  In  a  ''D"  area  district,  no  Imilding  here- 
after erected  shall  occui)y  more  than  fifty  per 
cent,  of  the  area  of  an  interior  lot  nor  more  than 
sixty-five  per  cent,  of  the  area  of  a  corner  lot. 

(b)  In  a  ''!)"  area  district  midtiple  dwell- 
ings, three  stories  or  less  in  height  shall  have 
their  side  walls  reinoved  at  least  five  feet  from 
their  side  lot  lines.  For  Imildings  over  three 
stories  high  for  each  additional  story  or  ten  feet 
above  forty  feet,  this  side  yard  shall  be  in- 
creased two  feet  in  width. 

((')  In  a  ''!)"  area  district  the  size  of  courts 
in  h^ast  dimension  and  area  and  the  depth  of 
I'ear  yards  shall  be  increased  tAVCMity  j)er  cent, 
over  the  regu  hit  ions  jtrescribed  in  '*A"  area  dis- 
tricts. 

(d)  In  a  '*!)''  area  district,  no  dwelling  shall 
hereafter  be  erected  or  altered  to  accommodate 
or  make  provision  for  more  than  forty  fanulies 
on  any  acre  of  land  nor  more  than  a  propor- 
tional nund)er  of  families  on  a  fractional  ])art  of 
any  acre  of  land.  The  maximum  nund)er  of 
families  which  may  hereafter  be  housed  on  any 
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parcel  of  land  shall  not  cxcecMl  the  integral  num- 
ber obtained  by  nmltiplyin^  the  aerea»»e  of  sneh 
parcel,  exclusive  of  the  area  within  street  lines, 
bv  forty. 

(e)  In  a  ''D"  area  district  all  front  yards 
shall  conform  to  the  regulations  prescribed  for 
front  yards  in  "C'  area  districts,  in  paragraphs 
(e),  (*f ),  (g),  (h),  (i)  and  ( j  )  of  Section  15. 

Sec.  it.     "'E"  area  Districts. 

(a)  In  an  ''E"  area  district,  no  building 
hereafter  erected  shall  occupy  more  than  thirty 
per  cent,  of  the  area  of  an  interior  lot  nor  more 
than  forty  per  cent,  of  the  area  of  a  corner  lot, 
except  as  provided  in  paragraph  (n),  section  19. 

(b)  In  an  ''E''  area  district  and  in  a  resi- 
dence use  district  on  a  lot  occupied  by  a  semi- 
detached dwelling  there  shall  be  at  least  one  side 
yard  not  less  than  fifteen  feet  wide  and  on  a  lot 
occupied  by  a  detached  dwelling  there  shall  be 
two  side  yards,  each  of  which  shall  be  not  less 
than  ten  feet  wide. 

(c )  In  an  "E/'  area  district  the  size  of  courts 
in  least  dimension  and  area  and  the  depth  of 
i-ear  yaids  shall  be  increased  thirty  per  cent, 
over  the  regulations  prescribed  in  ''A"  area  dis- 
tricts. 

(d)  In  an  "E''  area  district,  no  dwelling  shall 
hereafter  be  erected  or  altered  to  accommodate 
ov  make  ])rovision  for  more  than  sixteen  families 
on  any  aci-e  (d*  land,  noi-  more  than  a  proj)or- 
tional  number  of  families  on  a  fractional  part 
of  anv  acre  of  land.  The  nniximum  nundx^r  of 
families  which  mav  heicafter  be  housed  on  anv 
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parcel  of  land  sliall  not  oxceod  the  int(\irral  num- 
ber ol>taine(l  bv  iniilri])l_vinii-  the  acrea^'e  of  siieh 
parcel,  exclusive  of  the  area  within  street  lines, 
bv  sixteen. 

(e)  In  an  ''E"  area  district  where  now  there 
are  no  existing  bnildings  on  a  street  frontage 
between  two  intersecting  streets,  or  on  streets 
that  may  \ye  laid  out  hereafter,  buildings  shall 
hereafter  be  erected  to  conform  to  a  front  yard 
requirement  as  follows:  (1)  On  a  street  "fifty 
feet  or  less  in  width  where  the  average  or  usual 
depth  of  the  lots  is  not  over  one  hundred  feet, 
for  all  buildings  hereafter  erected  there  shall  be 
provided  front  yards  of  not  less  than  tw^enty- 
five  feet  in  depth,  provided,  however,  that  for 
every  five  feet  which  the  street  is  increased  in 
width,  the  required  depth  of  front  yards  may 
be  reduced  one  foot,  but  in  no  case  shall  the 
front  yard  be  less  than  ten  feet  in  depth;  (2) 
where  the  average  or  usual  depth  of  the  lots  is 
more  than  one  hundred  feet  but  not  over  one 
hundred  and  twenty-five  feet,  the  required  depth 
of  front  yards  shall  l^e  increased  five  feet  over 
and  above  the  depth  of  the  front  yards  re- 
quired for  lots  one  hundred  feet  or  less  in 
depth ;  ( 3  )  where  the  average  or  usual  depth 
of  the  lots  is  over  one  hundred  and  twenty -five 
feet,  the  required  depth  of  front  yards  sliall 
be  increased  ten  feet  over  and  above  the  re- 
quired depth  of  front  yards  for  lots  not  over 
one  hundred  feet  in  depth.  The  average  or 
usual  depth  of  the  lots  for  either  side  of  any 
street  between  two  intersecting  streets  or  for 
any  block,  frontage  shall  \)e  computed  for  such 
block  frontage  and  such  average  or  usual  depth 
used  in  determining  front  yard  requirements 
for  that  block. 
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(f  j  In  ail  "E"  area  district  all  front  yards 
except  those  reciuired  by  Paragraph  (e)  of  this 
section,  shall  conform  to  the  regulations  pre- 
scrilnnl  for  front  vards  in  ''C"  area  districts  in 
l^aragraphs  (f),  (g),  (h),  (i)  and  (j)  of  Sec- 
tion 15. 

Skc.  18.     ''F"  Area  Districts. 

(a)  Tn  an  ''F"  area  district  no  building 
hereafter  erected  shall  occupy  more  than  twen- 
ty-five per  cent,  of  the  area  of  an  interior  lot 
nor  more  than  thirty  per  cent,  of  the  area  of  a 
corner  lot,  except  as  i)r()vided  in  paragraph 
(n),  Section  19. 

(b)  In  an  "F"  area  district  and  in  a  resi- 
dence use  district  on  a  lot  occupied  by  a  semi- 
detached dwelling  there  shall  be  at  least  one 
side  yard  not  less  than  fifteen  feet  wide,  and 
on  a  lot  occupied  by  a  detached  dwelling  there 
shall  be  two  side  yards,  each  of  which  shall  be 
not  less  than  ten  feet  wide. 

(c)  In  an  'T"  area  district  the  size  of  courts 
in  least  dimension  and  area  and  the  depth  of 
rear  yards  shall  hn  increased  forty  per  cent,  over 
the  regulations  prescrik^d  in  ''A"  area  dis- 
tricts. 

(d)  In  an  "F"  area  district  no  dwelling  shall 
hereafter  be  erected  or  altered  to  accommcxiate 
or  make  provision  for  more  than  six  families  on 
any  acre  of  land,  nor  more  than  a  proportional 
number  of  families  on  a  fractional  part  of  any 
acre  of  land.  The  maximum  number  of  fami- 
lies which  may  hereaftc^r  l>e  housed  on  nny 
parcel  of  land  shall  not  exceed  the  integral 
number  obtained  by  multiplying  the  acreage  of 
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sncli  parcel,  exclusive  of  the  area  witliiii  street 
lilies,  bv  six. 

(e)  In  an  'T"  area  district  all  fn.nt  yards 
shall  conform  to  the  reiiulatioiis  prescribed  for 
front  yards  in  E  area  districts  in  paraii'raphs 
(e)  and  (f).  Section  IT. 

Sec.  19.  General  Eegnlations  for  Area  Dis- 
tricts. 

(a)  Tiear  yards  (conipiitation  of  depth  ).  In 
computing'  the  depth  of  a  rear  yard  abutting 
on  an  alley  the  measnrement  may  inclnde  one- 
half  the  width  of  snch  alley. 

(b)  Rear  yards  (reduction  in  size).  On  a 
lot  less  than  one  hundred  feet  deep  the  depth 
of  a  rear  yard  required  in  the  preceding  sec- 
tions of  this  article  may  be  reduced  one  per 
cent,  for  each  one  foot  such  lot  is  less  than  one 
hundred  feet  in  depth,  provided  that  such  re- 
duction in  no  case  shall  exceed  one-half  the 
required  depth,  and  provided  that  no  rear  yard 
where  required  shall  be  less  in  depth  than  one- 
third  the  height  of  the  building. 

(c)  Building  area  limitations  (where  ap- 
plied). The  limits  of  building  area  in  this  arti- 
cle shall  apply  at  the  mean  curb  level  in  the 
case  of  a  building  used  wholly  or  in  part  for 
residence,  provided,  however,  that  this  regula- 
tion shall  not  apply  to  hotels  in  ^^A"  and  ^'B" 
area  districts. 

(d)  In  ^^D"  area  districts,  in  computing  the 
percentage  of  the  area  of  the  lot  that  may  be 
occupied,  any  part  of  the  area  of  any  corner  lot 
in  excess  of  10,000  square  feet  shall  be  con- 
sidered an  interior  lot. 
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(e)  In  ^'B,"  "C,"  .., 
districts,  accessory  buildings  may  occupy  ten 
per  cent,  of  the  lot  area,  in  addition  to  the 
luiilding  area  limitations,  up  to  a  height  of 
fifteen  feet  measured  from  the  ground  fl(X>r  of 
sucli  buildings,  provided  that  not  more  than 
fifty  per  cent,  of  the  required  area  of  a  rear 
yard  is  occupied  by  such  accessory  buildings. 

(f )  Chimneys  and  flues  may  be  erected  with- 
in a  rear  yard,  provided  they  do  not  exceed  five 
square  feet  in  the  aggregate  and  do  not  obstruct 
ventilation. 

(g)  An  open  or  lattice  enclosed  iron  hre 
escape,  a  fireproof  outside  stairway  or  solid 
floored  balcony  or  a  fire  tower  may  project  not 
more  than  four  feet  into  a  rear  yard  or  an 
enclosed  court,  except  that  an  open  or  lattice 
enclosed  iron  fire  escape  may  project  not  more 
than  eight  feet  into  a  rear  yard  or  into  an 
enclosed  court  when  it  does  not  occupy  more 
than  twenty  per  cent,  of  the  area  of  such  en- 
closed court. 

(h)  The  area  required  in  a  court  or  yard  at 
any  given  level  shall  be  open  from  such  level 
to  the  sky  unobstructed,  except  for  the  ordi- 
nary projections  of  skylights  and  parapets  above 
the  bottom  of  such  court  or  yard  and  except  for 
the  ordinary  projections  of  window  sills,  belt 
courses,  cornices  and  other  ornamental  features 
to  the  extent  of  not  more  than  six  inches,  pro- 
vided that  voider  cornices  on  the  street  front 
may  turn  the  corner  and  project  their  full 
width  into  a  side  yard  or  outer  court  for  a  dis- 
tance of  five  feet  back  from  the  front  wall  of 
the  building.  Tn  "E"  and  "F''  area  districts 
a  building  detached  on   all   sides  may  have  a 
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cornice   or    eaves    project    not    more    than    two 
feet  six  inches  into  a  side  yard. 

(i)  A  corner  of  a  yard  or  conrt  may  \m  cut 
off  between  the  walls  of  the  same  building  pro- 
vided that  the  length  of  the  wall  of  such  cut  oil" 
does  not  exceed  seven  feet. 

(j)  An  ort'-set  to  a  conrt  or  yard  may  be 
considered  as  a  part  of  snch  court  or  vard  pro- 
vided that  it  is  no  deeper  in  any  part  than  it  is 
wide  on  the  open  side,  and  that  snch  open  side 
l)c  in  no  case  less  than  six  feet  wide. 

(k)  If  a  room  in  which  persons  live,  sleep, 
work  or  congregate  receives  its  light  and  air  in 
whole  or  in  part  directly  from  an  open  space 
on  the  same  lot  with  the  building,  there  shall 
be  at  least  one  enclosed  conrt,  open  court,  side 
yard  or  rear  yard  npon  Avhich  a  window  or  ven- 
tilating skylight  opens  from  such  room.  Such 
enclosed  court,  open  court  or  side  yard  shall  be 
at  least  of  the  area  and  dimensions  herein  pre- 
scribed for  the  area  district  in  which  it  is 
located.  The  unoccupied  space  within  the  lot 
in  front  of  every  part  of  such  window  shall  be 
not  less  than  three  feet  measured  at  right  an- 
gles thereto  unless  adjacent  for  its  full  width  to 
a  street  or  alley  at  least  six  feet  wide.  Courts, 
yards  and  other  open  spaces,  if  provided  in  ad- 
dition to  those  required  by  this  section,  need 
not  be  of  the  area  and  dimensions  herein  pre- 
scribed. The  provisions  of  this  section  shall 
not  he  deemed  to  apply  to  courts  or  shafts  for 
barthrooms,  toilet  compartments,  hallways  or 
stairways. 

(1)  In  ''C"  and  "W  area  districts  unen- 
closed porches  not  more  than  one  story  in  height 


i')V)'2  ()KM)I,\AXCES. 

shall  Ixj  allowed  to  project  not  more  tliaii  five 
feet  into  the  front  yard. 

(ni)  In  ''E"  and  ''F"  area  districts  unen- 
closed porches  not  more  than  one  story  in  height 
shall  be  allowed  to  project  not  more  than  ten 
feet  into  the  front  yard. 

(n)  In  a  first  commercial  use  district  that 
is  within  an  '^E"  area  district  any  building 
hereafter  erected  may  occupy  not  more  than 
sixty  per  cent,  of  the  area  of  an  interior  lot 
nor  more  than  seventy-five  per  cent,  of  the  area 
of  a  corner  lot.  In  a  first  commercial  use  dis- 
trict that  is  within  an  'T"  area  district  any 
building  hereafter  erected  may  occupy  not  more 
than  fifty  per  cent,  of  the  area  of  an  interior  lot 
nor  more  than  sixty-five  per  cent,  of  the  area  of 
a  comer  lot. 

(o)  ^N^othing  in  this  ordinance  pertaining  to 
the  number  of  families  per  acre  is  intended  to 
prohibit  the  erection  of  a  single  family  dwell- 
ing on  any  parcel  of  land  whose  separate  iden- 
tity was  determined  at  the  time  of  the  passage 
of  this  ordinance. 

(p)  Wherever  for  a  land  subdivision  there 
are  front  yards,  set  backs  or  building  lines 
greater  than  those  required  by  this  ordinance, 
established  back  of  the  street  line  by  plats,  deeds 
or  covenants  now  recorded  in  a  court  of  record, 
the  front  yards,  set  backs  or  building  lines  thus 
established  shall  be  deemed  to  be  the  front  yard 
requirements  of  this  ordinance  for  such  tract 
of  land. 

(q)  J^othing  herein  contained  shall  be 
deemed  to  prevent  the  erection  of  a  private  gar- 
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a2:e  for  not  more  than  one  car  on  any  lot  which 
is  now  improved  or  (x'cnpied  by  any  of  the 
buildings  or  nsos  permitted  in  a  residence  dis- 
trict. 

ARTICLE    V— GEXERAL    AND    ADMIN- 
ISTRATIVE. 
Sec.  20. 

(a)  In  interpretinii"  and  applying  the  pro- 
visions of  this  ordinance,  they  shall  be  held  to 
be  the  minimum  requirements  adopted  for  the 
promotion  of  the  public  health,  safety,  com- 
fort, convenience,  prosperity  and  general  wel- 
fare. It  is  not  intended  by  this  ordinance  to 
repeal,  abrogate,  annul  or  in  any  way  to  im- 
pair or  interfere  with  any  existing  provision  of 
law  or  ordinance  or  any  rules  or  regulations 
previously  adopted  or  issued  or  which  shall  be 
adopted  or  issued  pursuant  to  law^  relating  to 
the  use  of  buildings  or  premises ;  provided, 
however,  that  where  this  ordinance  imposes 
greater  restrictions  upon  the  use  of  buildings 
or  premises  or  upon  height  of  buildings  or  re- 
quires larger  yards,  courts  or  other  open  spaces 
than  are  imposed  or  required  by  such  existing 
provision  of  law  or  ordinance  or  such  rules  or 
regulations,  the  provisions  of  this  ordinance 
shall  control,  and  provided  that  the  require- 
ments of  Chapter  42,  Laws  of  Maryland  1904, 
relating  to  the  area  near  the  Washington  Monu- 
ment shall  not  be  affected  by  the  height  provi- 
sions in  this  ordinance.  Nothing  herein  con- 
tained is  intended  or  shall  be  construed  to  affect 
or  abrogate  any  building  permit  which  may 
have  been  g-ranted  or  issued  prior  to  the  pas- 
sage of  this  ordinance,  but  as  to  such  permits. 
Section  26  of  Article  5  of  this  Ordinance  shall 
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apply    iiotwitlistaiidiiig-    any    provision    of    this 
Ordinance  to  the  contrary. 

(b)  The  boundaries  between  districts  are  un- 
less otherwise  indicated,  the  center  lines  of 
streets  or  alleys  or  lot  lines  as  shown  on  the  use, 
heii^ht  and  area  district  maps,  except  that  along 
certain  streets  the  district  boundary  lines  shall 
be  lines  drawn  parallel  to  and  distant  a  certain 
number  of  feet  back  from  the  building  lines  as 
shown  on  the  use  district  map. 

Sec.  21.     Enforcement. 

(a)  This  ordinance  shall  be  enforced  by  the 
Inspector  of  Buildings,  who,  for  this  purpose, 
is  hereby  designated  and  hereinafter  referred 
to  as  the  Zoning  Commissioner.  He  shall  issue 
no  permit  for  the  construction  or  alteration  of 
any  building  or  part  thereof  unless  the  plans, 
specifications  and  intended  use  of  such  build- 
ing conform  in  all  respects  with  the  provisions 
of  this  ordinance.  All  applications  for  per- 
mits shall  be  accompanied  by  a  survey  in  dupli- 
cate, drawn  to  such  scale  as  the  Zoning  (Com- 
missioner may  require,  showing  the  actual  di- 
mensions of  the  lot  built  upon  or  to  be  built 
upon,  all  buildings  existing  upon  said  lot,  the 
size  of  the  building  to  be  erected,  the  names  of 
all  streets  upon  which  the  lot  abuts,  and  such 
other  information  as  may  be  necessary  to  pro- 
vide for  the  enforcement  of  these  regulations, 
OT  upon  which  to  base  an  inspection  prior  to 
issuing  a  permit.  The  survey  shall  be  stamped 
by  the  TopogTaphical  Survey  Commission,  in- 
dicating whether  or  not  the  proposed  building 
or  addition  to  an  existing  building  is  proposed 
to  be  situated  in  the  bed  of  a  street  as  laid  out 
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on  the  City  Plan,  and  wliother  or  not  any  pro- 
posed street  as  shown  on  the  plat  is  laid  out  in 
accordance  with  the  City  Plan,  provided,  how- 
ever, that  the  Topographical  Survey  Commis- 
sion shall  not  stamp  any  survey  which  indi- 
cates that  a  new  street  is  to  be  laid  out  and  to 
be  given  a  name  by  which  another  street  in 
the  City  of  Baltimore  is  now  known,  unless 
such  new  street  may  be  deemed  by  the  Topo- 
graphical Survey  Commission  to  be  a  part  or 
extension  of  any  existing  street  of  the  same 
name.  In  case  any  building  or  structure  is 
erected,  constructed,  reconstructed,  altered,  re- 
paired, converted  or  maintained,  or  any  build- 
ing, structure,  or  land  is  nsed  in  violation  of 
this  ordinance,  the  Zoning  Commissioner,  in 
addition  to  other  remedies,  may  institute  any 
appropriate  action  or  proceeding  to  prevent 
such  unlawful  erection,  construction,  recon- 
struction, alteration,  repair,  conversion,  main- 
tenance or  use,  to  restrain,  correct  or  abate  such 
violation,  to  prevent  the  occupancy  of  such 
building,  structure  or  land,  or  to  prevent  any 
illegal  act,  conduct,  business  or  use  in  or  about 
such  premises. 

Si<:c.  22.    Board  of  Zoning  Appeals. 

(a)  The  Board  of  Zcming  Appeals  is  hereby 
established.  It  shall  consist  of  the  Chief  En- 
gineer of  Baltimore,  the  Commissioner  of 
Health,  the  President  of  the  Board  of  Fire 
Commissi(mers  and  four  other  members  to  be 
appointed  by  the  ^Mayor  in  accordance  with  the 
provisions  of  Section  25  of  the  City  Charter 
who  are  hereinafter  referred  to  as  the  appointed 
mend>ers.  Of  the  appointed  members  first  ap- 
pointed by  the  Mayor,  one  shall  be  appointed 
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for  the  toriii  of  one  year,  one  for  the  term  of 
two  years,  one  for  the  term  of  three  years,  and 
one  for  the  term  of  fonr  years,  and  annnally 
thereafter  the  ^Mayor  shall  appoint  one  meniher 
for  a  term  of  fonr  years.  Of  the  fonr  ap- 
})()inted  members,  one  shall  be  named  by  the 
flavor  [IS  Chairman,  and  he  shall  receive  snch 
annnal  compensation  as  may  be  fixed  by  the 
Board  of  Estimates.  The  othc^r  three  appoint- 
ed members  of  the  Board  shall  receive  such 
compensation  as  may  be  fixed  by  the  Board  of 
Estimates  for  each  attendance  at  a  meeting  of 
the  Board.  At  all  times  there  shall  be  among 
the  appointed  mend)ers  of  the  Board  a  person 
who  shall  have  had  not  loss  than  ten  years  prac- 
tical experience  as  an  architect,  structural  engi- 
neer or  builder,  and  another  who  shall  have  had 
not  less  than  ten  years  practical  experience  in 
the  real  estate  business  and  qualified  as  an  ex- 
pert on  real  estate.  The  Board  shall  appoint 
a  secretary  who  shall  have  had  not  less  than 
five  years  experience  in  city  planning  or 
zoning  or  both,  and  such  other  subordinates 
as  may  be  authorized  from  time  to  time  in  the 
Annual  Ordinance  of  Estimates,  the  respective 
compensations  of  said  secretary  and  subordi- 
nates to  bo  that  fixed  in  said  Annual  Ordinance 
of  Estimates. 

(l>)  Meetings  of  the  Board  shall  be  held  at 
the  cull  of  the  chairman  and  at  such  other  times 
as  such  IJoard  may  determine.  Such  cliairman 
or,  in  his  al)'sence,  the  acting  chairman,  may  ad- 
minister oaths  and  compel  the  attendance  of 
\\'ilu('ss(\s.  All  meetings  of  such  IJoard  shall 
!)('  open  to  the  public.  The  Board  shall  keep 
minutes  of  its  proceedings,  showing  the  vote  of 
eacli  nicndx'r  u])(ni  every  (piestion,  oi-  if  absent 
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or  failing  to  vote,  indicating  sncli  fact,  and 
shall  also  keep  records  of  its  examinations  and 
other  official  action. 

(c)  Sncli  Board  of  Zoning  Appeals  shall  hear 
and  decide  appeals  from  and  review  anv  order, 
reqnirement,  decision  or  determination  made  by 
the  Zoning  Commissioner  in  the  carrying  out  of 
this  ordinance.  It  shall  also  hear  and  decide 
all  matters  referred  to  it  or  npon  which  it  is  re- 
quired to  pass  under  this  ordinance,  for  which 
purpose  four  members  shall  constitute  a 
quorum.  The  concurring  vote  of  four  members 
of  the  Board  shall  be  necessary  to  reverse  any 
order,  requirement,  decision  or  detenuination  of 
such  Zoning  Commissioner.  Any  person  or  per- 
sons who  may  be  dissatisfied  with  any  order,  re- 
quirement, decision  or  deteiTiiination  of  said 
Board  of  Zoning  Appeals,  in  which  he  or  they 
are  in  any  manner  interested,  may  within  ten 
(10)  days  after  the  date  of  said  order,  require- 
ment, decision  or  determination,  appeal  there- 
from by  petition  to  the  Baltimore  City  Court, 
praying  said  Court  to  review  the  same,  and 
thereupon  said  Court  shall  pass  an  order  setting 
sucli  appeal  for  hearing  within  ten  (10)  days 
from  the  date  of  the  filing  of  said  appeal,  and 
requiring  the  said  Board  of  Zoning  Appeals  to 
produce  in  Court  on  the  day  fixed  for  said  hear- 
ing all  papers,  documents  and  memoranda  relat- 
ing to  said  order,  requirement,  decision  or  deter- 
mination, from  which  said  appeal  is  prayed,  and 
the  said  Baltimore  City  Court  shall  hear  said 
case  (]f  novo,  and  pass  such  order  in  the  premises 
as  it  may  deem  right  and  proper.  Snch  appeal 
may  be  taken  also  by  an  officer,  department, 
board  oi"  bureau  of  the  municipality,  within  ten 
(10)  days  as  above  provided. 
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(d)  Appeals  sliall  be  taken  from  any  order, 
requirement,  decision  or  determination  of  the 
Zonin«i,"  Commissioner  to  the  l>oard  of  Zoning' 
Appeals  within  five  (5)  days  from  the  (hite  of 
said  order,  requirement,  decision  or  determina- 
tion, notice  of  said  appeal  in  writing'  Ix^ing  filed 
with  the  Board  of  Zoning  Appeals.  Upon  such 
appeal  being  taken,  the  Zoning  Commissioner 
sliall  forthwith  transmit  to  the  Board  of  Zoning 
Appeals  all  papers  constituting  the  record,  u})on 
which  the  acti(m  appealed  from  was  taken. 

(e)  An  appeal  stays  all  proceedings  in  fur- 
therance of  the  action  appealed  from,  unless  the 
Zoning  C\)mmissioner  certifies  to  the  Board  of 
Zoning  Appeals  after  the  notice  of  appeal  shall 
have  been  filed  with  him  that  by  reason  of  facts 
stated  in  the  certificate,  a  stay  would,  in  his 
opinion,  cause  imminent  peril  to  life  or  prop- 
erty, in  which  case  proceedings  shall  not  be 
stayed  otherwise  than  by  a  restraining  order 
which  may  be  granted  by  the  Board  of  Zoning 
A))peals  or  by  a  court  of  record,  on  application, 
on  notice  to  the  Zoning  Commissioner  and  on 
due  cause  shown. 

(f )  The  I>oard  of  Zoning  Appeals  shall  fix  a 
reasonable  time  for  the  hearing  of  the  appeal 
and  gi\'e  diu'  notice  thereof  to  the  i)arties,  and 
decide  the  same  within  a  reasonable  time.  V\)on 
the  hearing,  any  {)arty  may  aj)pear  in  person 
or  by  agent  or  by  attorney.  The  I)oar(l  of  Zon- 
ing A])])(>als  may  reverse  or  aihrm,  wholly  or 
|)artly,  or  may  modify  the  order,  r(H]uirenient, 
(hcisioii  or  determination  a])])ealed  from,  and 
shall  make  such  order,  re(|uirement,  decision  or 
dclcMtiiiiiitioii  as  in  its  opinion  ought  to  be  miidc 
in  the  |)i'eniises,  and  to  that  end  shall  ha\-('  all 
the  powcis  of  the  Zoning  C^ommissioner   in  ac- 
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cordaiice  with  this  ordinance.  Where  there  are 
practical  difficulties  or  unnecessary  hardship  in 
the  way  of  carrying  out  the  strict  letter  of  this 
ordinance  and  the  maps  which  are  a  part  here- 
of, the  Board  of  Zonin^i'  Appeals  shall,  with  the 
concurring  vote  of  five  members,  have  the  power 
in  passing  upon  appeals,  to  vary  or  modify  any 
of  the  regulations  or  provisions  of  this  ordi- 
nance, relating  to  the  use,  construction  or  alter- 
ation of  buildings  or  structures  or  the  use  of 
land,  so  that  the  spirit  of  the  ordinance  shall  be 
observed,  public  safety  and  welfare  secured  and 
substantial  justice  done.  The  rule  that  the 
Board  of  Zoning  Appeals  shall  follow  in  decid- 
ing the  various  questions  referred  to  in  this  ordi- 
nance, shall  be  the  protection  of  living  condi- 
tions as  far  as  reasonable  or  the  prevention  of 
serious  injury  to  the  appropriate  use  of  neigh- 
boring property. 

(g)  Where  the  street  lay-out  actually  on  the 
ground  varies  from  the  street  lay-out  on  the  use, 
height  or  area  map,  the  designation  shown  on 
the  mapped  street  shall  be  applied  by  the  Board 
of  Zoning  Appeals  in  such  a  way  as  to  carry  out 
the  intent  and  purpose  of  the  plan  for  the  par- 
ticular section  in  question.  Where  in  any  por- 
tion of  a  street  between  two  intersecting  streets 
th(>re  are  lots  of  markedly  less  depth  than  the 
usual,  the  Board  of  Zoning  Appeals,  in  defining 
and  applying  the  front  yard  regulations,  may, 
when  in  its  opinion  the  general  purpose  and  in- 
tent of  this  ordinance  will  be  better  served  there- 
by, divide  such  street  frontage  into  sections  for 
the  application  of  the  front  yard  regulation. 

(h)  Approval  of  Devcdopment  Plan.  The 
owner  or  owners  of  any  tract  of  land  not  more 
than   three   acres    in   area   niav   submit   to    the 
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I-JoMi'd  of  Zoiiiiio;  Appeals  a  plan  for  the  use  and 
(leve]()})nient  of  such  tract  of  land  primarily  for 
rcvsidential  pnrposes,  and  if  sncli  development 
phiii  is  ai)pr()ve(l  after  pnblic  notice  and  hearing 
by  the  Board  of  Zoning  Appeals,  the  application 
of  the  nse,  height,  area  and  yard  regulations 
establisluMl  herein  may  be  modified  as  required 
by  such  development  plan,  provided  that  for  the 
tract  as  a  whole,  excluding  street  area  but  in- 
cluding area  to  be  devoted  to  parks,  parkways 
or  other  permanent  open  spaces,  there  will  not 
be-less  than  the  required  area  per  family  for  the 
area  district  in  which  such  tract  of  land  is 
located  for  each  family  which  under  such  de- 
velopment plan  may  be  housed  on  such  tract, 
and  provided  further  that  under  such  develop- 
ment plan  the  appropriate  use  of  property  adja- 
cent to  the  area  included  in  such  development 
plan  is  fully  safeguarded.  The  regulations  ap- 
proved under  such  development  plan  shall  be- 
come a  part  of  this  ordinance. 

Sec.  23.     Certificate  of  Occupancy. 

(a)  Tt  shall  be  unlawful  to  use  or  permit  the 
use  of  any  building  or  land  or  part  thereof 
hereafter  created,  erected,  altered,  changed  or 
converted  wholly  or  partly  in  its  use  or  struc- 
ture until  a  certificate  of  occupancy  to  the  eifect 
that  tlie  iHiilding  or  land  or  the  part  thereof 
so  created,  erected,  altered,  changed  or  convert- 
ed and  the  proposed  use  thereof,  conform  to  the 
provisions  of  this  ordinance,  shall  have  been 
issued  by  the  Zcming  (\)mmissioner. 

(b)  Ft  shall  l>e  the  duty  of  the  Zoning  (Com- 
missioner to  issue  a  certificate  of  occupancy 
within  ten  days  aftei'  a  re(pi(\st  is  filed  in  his 
ofHce  by  any  owner  of  a  building  or  land  aflect- 
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ed  bv  this  ordinance,  provided  said  ])nildings  or 
land,  or  the  part  thereof  so  created,  erected, 
altered,  changed  or  con\'erted  and  the  proposed 
nse  thereof  conforms  with  all  the  requirements 
of  this  ordinance.  A  temporary  certificate  of  oc- 
cupancy for  a  part  of  a  bnilding  may  be  issued 
by  the  Zoning  Commissioner.  Upon  written 
request  of  the  owner,  the  Zoning  Commissioner 
shall  issue  a  certificate  of  occupancy  for  any 
building  or  land  existing  at  the  time  of  the  pas- 
sage of  this  ordinance,  certifying  after  inspec- 
tion, the  use  of  the  building  or  land  and 
whether  such  nse  conforms  to  the  provisions  of 
this  ordinance.  Where  a  survey  as  above  pro- 
vided is  not  already  on  file,  an  application  for 
a  certificate  of  occupancy  shall  be  accompanied 
by  a  survey  in  duplicate,  such  as  is  required 
for  a  permit. 

Sec.  24.  Procedure  in  Case  of  E^on-con- 
formity. 

If,  on  any  inspection,  the  conditions  of  a 
building  or  land  or  its  use  or  occupancy  are 
fou]uI  not  to  conform  to  the  requirements  of 
this  ordinance  or  the  conditions  of  an  existing 
certificate  of  occupancy,  the  Zoning  Commis- 
sioner shall  at  once  issue  written  notice  to  the 
owner  specifying  the  manner  in  which  the 
building  or  land  or  its  use  or  occupancy  fails 
to  so  conform,  and  the  owner  shall  at  once  take 
steps  to  make  it  so  conform,  as  directed  by  the 
Zoning-  Commissioner ;  and  he  shall  order  the 
use  or  the  (X'cupancy  of  the  building  or  land 
modified  or  the  building  or  land  vacated  until 
its  condition  is  made  to  conform  with  tho  re- 
quirements of  this  ordinance,  at  which  time  a 
certificate  of  occupancy  shall  be  issued  as  here- 
in provided. 
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Sec'.  25.  Amondnionts,  Alterations  and 
C'liano'cs  in  District  ^^aps  and  T\ei>'ulatian?. 

(a)  Tlu'  City  Council  may,  on  its  own  mo- 
tion or  upon  petition,  amend,  snpplement  or 
cliange  the  maps  or  the  reguhitions  herein  es- 
tablished. 

(h)  If  any  area  is  hereafter  transferred  to 
another  district  hy  a  change  in  district  bonnda- 
ries  by  an  amemlment  as  provided  above,  the 
provisi(ms  of  this  ordinance  in  regard  to  bnild- 
ings  or  land  and  their  nse  noAV  existing,  shall 
apply  to  bnildings  or  land  and  their  nse  exist- 
ing at  the  time  of  the  passage  of  snch  amend- 
ment in  snch  transferred  area. 

Sec".  2G.  Completion  and  Restoration  of  Ex- 
isting Bnildings. 

(a)  Nothing  herein  contained  shall  require 
any  change  in  the  plans,  construction,  desig- 
nated or  intended  nse  of  a  bnilding,  for  which 
a  bnilding  permit  has  been  heretofore  issued, 
or  plans  for  which  are  now  on  file  with  the 
Zoning  Commissioner,  and  a  permit  for  the 
erection  of  which  is  issued  within  three  months 
from  now  and  the  constrnction  of  which  in 
either  case  shall  have  begun  ami  been  dili- 
gently prosecuted  within  a  year  of  the  date  of 
such  permit,  and  which  entire  building  shall 
be  completed,  according  to  snch  plans  as  filed, 
within  two  years  from  the  passage  of  this  ordi- 
nance. 

(b)  Nothing  in  this  ordinance  shall  pre\'ent 
the  restoration  of  a  building  destroyed  by  fire, 
explosion,  act  of  (mhI,  act  of  the  public  enemy 
or  otherwise  or  prevent  the  continuance  of  the 
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use  or  part  thereof  as  such  use  existed  at  the 
time  of  such  (h^struction  of  such  buihling  or 
part  thereof  or  prevent  a  change  of  such  exist- 
ing use  under  regulations  provided  by  this  ordi- 
nance. 

(c)  i^othing  in  this  ordiiuince  shall  prevent 
the  restoration  of  any  part  of  a  building  de- 
chired  unsafe  by  the  Inspector  of  Building's  or 
by  a  Board  of  Survey. 

Sec.  27.     Public  Utility  Corporations. 

Any  lot,  building,  premises  or  structure  and 
the  use  thereof  by  a  public  service  or  public 
utility  corporation  shall  be  exempt  from  the 
provisions  of  this  ordinance  upon  legally  suffi- 
cient proof  being  presented  to  the  Board  of 
Zoning  Appeals  that  the  lot,  building,  premises 
or  structure  and  the  use  thereof  is  reasonably 
necessary  for  the  convenience  and  welfare  of 
the  public.  A  certificate  to  that  effect  shall  be 
issued  by  the  Board  of  Zoning  Appeals  when 
it  has  been  made  to  appear  at  a  public  hearing 
that  the  use  of  such  lot,  building,  premises  or 
structure  is  so  reasonably  necessary  for  the 
convenience  and  welfare  of  the  public.  Said 
certificate  shall  state  the  extent  to  which  the  lot, 
building,  premises  or  structures  and  the  use 
thereof  is  exempt. 

The  decision  of  the  Board  of  Zoning  x\p- 
peals  under  this  section  shall  be  subject  to  re- 
view by  any  court  of  competent  jurisdiction, 
and  if  said  court  shall  find  from  all  the  evi- 
dence that  the  lots,  buildings,  premises  or  struc- 
tures, and  the  proposed  use  thereof,  are  reason- 
ably necessary  for  the  convenience  and  welfare 
of  the  public,  it  shall  order  that  such  permit  be 
issued. 
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Sec.  2.S.      reiialtics. 

Any  person  controlling  or  nnmaging  any 
l)nil(ling  or  land  wherein  or  whereon  there  shall 
lie  placed  or  there  now  exists  anything  in  viola- 
tion of  this  ordinance;  or  any  person  who  shall 
assist  in  the  commission  of  any  violation  of  this 
ordinance,  or  who  shall  build  contrary  to  the 
plans  or  specifications  submitted  to  and  ap- 
proved by  the  Inspector  of  Buildings;  or  any 
person  who  shall  omit,  neglect  or  refuse  to  do 
any  act  provided  for  in  this  ordinance,  shall  be 
guilty  of  a  misdemeanor  and  shall  Ix'  subject  to 
a  fine  of  not  less  than  ten  dollars  nor  more  than 
two  hundred  dollars,  said  fine  to  be  collected  as 
other  fines  for  violations  (^f  city  ordinances  are 
collectible ;  and  every  such  person  shall  be 
deemed  guilty  of  a  separate  offense  for  eveiy 
day  such  violation,  disobedience,  omission,  neg- 
lect or  refusal  shall  continue. 

Sec.  2J).      Validity  of  the  Ordinance. 

The  articles,  sections,  sub-sections  and  dis- 
tricts fonuing  part  of  or  established  by  this  ordi- 
Jiance  and  the  several  parts,  provisions  and  reg- 
ulations thereof  are  hereby  declared  to  be  inde- 
pendent articles,  sections,  sub-sections,  districts, 
parts,  provisions  and  regulations  and  the  hold- 
ing of  any  such  article,  section,  sul>section,  dis- 
trict, ])art,  provision  or  regulation  thereof  to  be 
void,  ineffective,  invalid  or  unconstitutional  for 
any  cause  shall  not  affect  nor  render  invalid  any 
other  article,  section,  sub-section,  district,  ])art. 
])rovision  or  regulation  thereof. 

Sec.  '*>().      Identification. 

Tt  is  hereby  ordained  that  upon  the  passage  of 
this  ordinance  by  the  City  Council,  as  evidence 
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of  t\w  juitliciiticity  of  the  maps  which  arc  a  part 
hereof,  the  said  iiia])s  sliall  each  he  siii'ued  hv 
the  resi)eetive  pi'esiih'iits  of  the  two  hraiiehe.s  of 
the  City  Coiineil  and  upon  ap})roval  of  tlie  ordi- 
nance of  the  flavor,  eacli  map  shall  he  siiined 
hy  the  ^layor  of  the  City  of  Baltinior(\ 

Sec.  31.      When  (>tfeetive. 

This  ordinance  sliall  take  effect  inmiediately 
np<^n  its  passa<ie. 

Approved  .May  It),   I'li^']. 

WM.  F.  BROENING,  Mnj/or. 


1^0,  023. 


All  (U'diiiaiice  ,irraiitiii,ir  permission  t(»  Henry  Scbleiidorf 
to  erect  three  iudividiial  jxarages  in  the  rear  of  his 
Itreniises.  S15  Washington  Boulevard. 

Whereas,  Ordinance  Xo.  ()0C)%  of  n>iU  pro 
hihits  the  erection  of  a  garaii'e  within  300  feet 
of  a  church  :  therefore 

Section  1.  Be  it  ordained  hy  the  Mayor  wnd 
City  Council  of  Baltimore,  That  permission  he 
and  the  same  is  hereby  granted  to  Henry  Schlen- 
dorf  to  ereet  three  individual  garages  18  ft.  long 
and  10  ft.  wide  in  the  rear  of  his  premises  815 
Washington  Boulevard :  the  said  garages  to  be 
of  steel  construction  and  to  be  erected  under  the 
supervision  of  the  Inspector  of  Buildings  of 
Baltimore  City  in  accordance  with  the  Building 
Laws  of  said  City  and  especially  in  accordance 
with  the  provisions  of  Paragraphs  12  and  13  of 
Section  47  of  Ordinance  Xo.  155,  approved 
June  19,  1908,  and  all  amendments  thereof. 
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Section  2.  And  he  it  fiiHlier  ordained. 
That  this  ordinance  shall  take  effect  from  the 
(late  of  its  passage. 

Approved  .May    ll>,   U)2:5. 

W]\[.  F.  BROElSrTNG,  Maijor. 


Ko.  924. 

An  ordinance  .ur;nit in.u  iKM-niissioii  to  INIarlin  O.  lliitt- 
niann  and  Charles  li.  Tnrner.  eo-partners  tradin.ii  as 
Huttnian  and  Tni'ner  to  install  a  gasolin<>  tank  for 
the  sale  of  .ujasoline  or  other  motor  fnel,  on  their 
premises  at  the  Northeast  corner  of  Mnlberry  Street 
and  l*arli  Avenue,  in  P)altimore  City. 

Whereas,  Ordinance  :N'oi.  GOCJlA  of  1921  ]iro- 
hibits  the  sale  of  gasoline  or  any  other  motor 
fuel  within  tliree  hundred  (.'>00)  feet  of  any 
church  or  school  l)uildin<i";  therefore 

SrxvrioN  1.  Be  it  ordained  hjj  the  Mayor  ami 
City  Coinieil  of  llaltimore ,  that  permission  be 
and  the  same  is  hereby  o-ranted  to  Martin  O. 
ITnttnuuin  and  Oharles  R.  Tnrner,  co-partners, 
tradiiiir  as  Hnttmann  and  Turner  to  install  a 
ii'asoline  tank  on  their  jiremises  at  the  Northeast 
corner  of  irulherry  Street  and  Park  Avenue  for 
the  purpose  of  selling"  and  fnrnishing  to  the 
public  gasoline  and  other  motor  fnol ;  said  gaso- 
line tank  to  be  installed  under  the  supervision 
of  the  Inspector  of  Buildings  of  Baltimore  City, 
the  Board  of  Fire  Oommissioners  of  Baltimore 
City,  and  in  accordance  with  the  building  laws 
of  said  City. 
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Skctjon  2.  And  he  it  further  ordained 
that  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  iMay  10,   11)2:3. 

WM.  F.  BKOENING,  Mayor. 


ISTo.  925. 


All  ordinance  grantinj^  permission  to  Louis  Cremona  to 
install  2  pumps  and  tanks  to  replace  the  present 
pump  and  tank  on  his  premises  900  I'oplar  Grove 
Street. 

Whereas,  Ordinance  :N'o.  6061/2  of  1921  pro- 
hihits  the  installation  of  a  gasoline  pump  and 
tank  within  800  feet  of  a  church ;  therefore 

Section  1.  Beit  ordained  by  the  Mayor  and, 
City  Coundl  of  Baltiiriore,  That  permission  be 
and  the  same  is  hereby  granted  to  Louis  Cre- 
mona to  install  2  gasoline  pumps  and  tanks  to 
replace  the  present  tank  and  ]>ump  on  his  prem- 
ises 900  Poplar  Grrove  street ;  the  same  to  be 
installed  under  the  supervision  of  the  In&pector 
of  Bnildings  of  Baltimore  City  in  accordance 
with  the  laws  and  ordinances  of  said  City. 

Seojton  2.  And  he  it  further  ordained, 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  May  19,  1923. 

WM.  F.  BROENIJSTG,  Maijor. 


57.S  or])Ixancp:s. 

No.  926. 

All  urdiiiaiice  jiraiitiui:;  iteriiiissi«»ii  to  tho  Forest  Park 
(Jara;;(%  Inc.,  to  install  an  additional  j^asoliiu'  tank 
and  puiiii)  on  its  premises  lierwyn  &  Liberty  Ileiglils 
Avenues. 

Whereas,  Ordinance  No.  ()()Gl/>  of  11)21  pro- 
liilnts  the  installation  of  a  gasoline  tank  within 
'>()0  feet  of  a  chnrcli ;  therefore 

Skotion  1.  Be  it  ordained  hjj  the  Mayor  and 
Citji  Council  of  Baltimore,  That  permission  be 
and  the  same  is  hereby  granted  to  the  Forest 
Park  Garage,  Inc.,  to  install  an  additional  20- 
barrel  gasoline  tank  and  pump  on  its  premises 
Berwyn  &  Libertv  Heights  avenues ;  the  said 
tank  and  pnni])  to  be  installed  under  the  super- 
vision of  the  Inspector  of  Bnildings  of  Balti- 
more City  in  accordance  with  the  laws  and  ordi- 
nances of  said  City. 

Section  2.  And  he  it  further  ordained, 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  May  19,  1923. 

WM.  F.  BROFNING,  Mayor. 


^o.  927. 


An  ordinance  irrantinj?  iierinission  to  The  Johns  Hop 
kins  T'niversity  to  construct  a  building  at  Home 
wood,  Baltimore.  Md.   (a  Themical  T.aboratory). 

Section  1 .  Bei^  ordained  hy  the  Mayor  and 
City  Council  of  Baltimore,  That  permission  l>e 
and  the  same  is  hereby  granted  to  the  Johns 
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Hopkins  Piii versify  to  coiistnict  a  Iniilding  at 
Itoiiiewood,  llaltimore,  Md. 

Section  'I.  And  he  it  further  ordained. 
That  in  the  eonstniction  of  said  buihling  the 
said  Johns  Hopkins  Tniversity  he  and  it  is 
herehv  anthorized  and  permitted  to  construct 
the  said  building  in  accordance  with  the  engi- 
neering principles  and  formulas  hereinafter 
enumerated,  namely : 

1:2:4  Concrete — 

Direct  bearing,  500  lbs.  ])er  sq.  inch. 
Direct  bearing  on  2  x  loaded  area,  800  lbs. 

per  scj.  inch  on  contact  area. 
Fibre  stress  in  bending,  ()50  lbs.  per  sq.  inch. 
Fibre  stress  in  bending  at  supports,  650  plus 

15%  per  sq.  inch  for  continuous  beams. 
Punching,  shear,  120  lbs.  per  sq.  inch. 
Shear  measuring  diagonal  tension,  40  lbs.  per 

sq.  inch,  no  stirrups. 
Shear  measuring  diagonal   tension,   120   lbs. 

per  sq.  inch,  stimips  and  bent  bars. 

1 :  1  %  •  ^  Concrete — 

Direct  bearing,  625  per  sq.  inch. 

Direct  bearing  on  2  x  loaded  area,  1,000  per 
sq.  inch  on  contact  area. 

Fibre  stress  in  bending,  800  lbs.  per  sq.  inch. 

Fibre  stress  in  bending  at  supports,  800  lbs. 
per  sq.  inch,  plus  15%  per  sq.  inch  for  con- 
tinuous beams. 

Punching  shear,  150  lbs.  per  sq.  inch. 

Shear  measuring  diagonal  tension,  50  lbs.  ])er 
sq.  inch. 

Shear  measuring  diagonal  tension,  150  lbs. 
per  sq.  inch,  stirrups  and  bent  bars. 
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Steel — 

Tensile  stress  in  reinforcing  bars,  16,000$  per 
sq.  inch. 

Compression  stress  on  bars  in  beams,  10,000$ 
per  sq.  inch. 

Tnit  direct  shear  on  bars,  10,000$  per  sq. 
inch. 

Bond  stress,  phiin  bars,  80$,  deformed  bars, 
100$  for  1  :2:4  mix,  and  100  and  120$  re- 
spectively for  I  :1%-'J  ^^^^^-  Hooks  to  add 
15%. 

Modulns  of  elasticity,  15  and  12  for  1 :2 :! 
and  1 :1%  :8  mix,  respectively. 

Formulas — 

Beams — The  straight  line  formulas  for  flex- 
ure. 
Columns — P  equals  fc  (Ac  ])lus  n  As). 

Cblumns — 

Rodded  Columns : 

\%'tical  rods  not  less  than  l7o  nor  more 
than  4%. 

P  equals  500  Ac+7500  avs  for  1  :2  :4. 

P  equals  625  Ac;+7500  avs  for  1  ill/s  -^• 

(Structural  steel  Cols,  encased  in  concrete.) 

To  be  designed  stress  (18,000— 70L/R  lbs. 
per  sq.  inch  in  direct  compression,  and  to 
be  covered  with  four  inches  of  concrete 
reinforced  with  vertical  rods  and  hoop- 
in^. 

Steel  columns  covered  with  2"  plain  con- 
crete   fi reproofing    not    reinforced    with 
vertical  rods  and  hooping  to  be  designed 
for  stress  (16000— 70L/R). 
TTooped  Columns: 

Vertical  rods  not  less  than  1  %  nor  more 
than  4%. 

P  equals  850  Ac+10000  avs  for  1  :2  :4. 

P  equals  1050  Ac+10000  avs  for  1  rl^/o  :3. 
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G(^neral  Assumption  of  Design — 

For  single  spans,  span  eqnals  distanco  confer 

to  center  of  snpports. 
For    continnons   or   restrained    beams,    span 

eqnals  clear  distance  between  supports. 
Brackets  at  angle  of  45°  reduce  span  to  point 

wbere   their    depth    eqnals    1/3    of    l)€am 

depth,  brackets  to  l>e  designed   for  shear 

and  bending. 

Tee  Beams — 

The  assumed  effective  width  of  tee  beams 
shall  not  exceed  one-sixth  the  span  length 
on  either  side  of  beam,  nor  shall  the  over- 
hang on  either  side  at  the  web  exceed  six 
times  the  thickness  at  the  slab,  nor  shall  the 
total  effective  width  on  either  side  of  center 
of  beam  exceed  three-eighths  of  the  dis- 
tance between  centers  of  the  adjoining 
beams. 

Continuous  Beams  and  Slabs — 

M  equals  WL  divided  by  8 ;  WL  divided  by 
10;  WL  divided  by  12;  for  simple,  semi- 
continuous  members  respectively,  where  W 
equals  total  load. 

But  in  all  other  respects  the  construction  of 
said  building  shall  be  in  accordance  wrth 
the  provisions  of  the  present  Building  Code 
of  Baltimore  City. 

Live  load,  all  floors,  50  lbs.  per  sq.  ft. 
Assembly  Hall,  75  lbs.  live  load. 

Secttox  o.  And  he  it  further  ordained , 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  :\lay  19,  1923. 

W]\L  F.  BEOENT^G,  Mayor. 
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No.  928. 

All  ordinance  granting  permission  to  The  W.  &  J. 
Knox  Net  and  Twine  Company  to  construct  a  four- 
story  Itriclv  slow  liiirning  liuildiiii?  of  mill  construc- 
tion at  the  South  East  corner  of  Barney  and  Kyrd 
Streets,  and  relieving  said  W.  »S:  J.  Knox  Net  and 
Twine  Company  in  the  construction  of  said  building 
from  the  provisions  of  th<'  Building  Code  with  ref- 
erence to  Columns. 

Secttox  1.  Be  it  ordained  hy  the  Mayor  and 
City  Coinicil  of  Baltimore,  that  permission  be, 
and  the  same  is,  hereby  granted  to  the  VV.  <&  »], 
Jvnox  Net  and  Twine  Company  to  construct  a 
four  (4)  storv  brick  slow  bnrning  bnikling  of 
mill  constrnction  at  the  sO'Uth  oast  corner  of 
Barney  and  Byrd  streets. 

Secttox  2.  And  he  it  furtJier  ordained, 
that  in  the  constrnction  of  said  building  the 
said  W.  &  J.  Knox  Net  and  Twine  Company 
is  hereby  authorized  to  use  steel  shell  concrete 
filled  columns  known  as  the  Tally  Column.  In 
all  other  respects  said  building  is  to  1^  con- 
structed in  accordance  with  the  provisious  of 
the  Building  Code  of  Baltimore  City. 

SiEPTiox  8.  And  he  it  fnrflier  ordained, 
that  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Apjiroved  :\Iay   1!),  1023. 

WM.  F.  BROENINC,  Mayor. 
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^o.  929. 

An  ordinance  granting  permission  to  Mincli  «&  Eisen 
l)re.v  Co.,  Lessees  of  Michael  F.  McCorniiclv,  to  erect 
a  covered  bridge  over  Tyson  Street  to  connect  tlie 
rear  of  the  present  building  at  .'ilT-lD  N.  Howard 
Street  and  the  building  to  be  erected  at  the  corner 
of  Ivy  Alley  and  Tyson  Street. 

Section  1.  Be  it  ordained  hy  the  Mayor  and 
City  Council  of  Baltimore,  that  i^emiission  and 
authority  are  hereby  aiven  and  o-ranted  to  ^Minch 
A:  Eisenbrey  Company,  lessees  of  Michael  F. 
^feCormick,  its  successors  and  assii^is,  to  con- 
struct, erect  and  maintain  at  its  expense,  for  a 
period  of  twenty-fiye  (25)  years,  a  superstruc- 
ture or)  bridgeway  alx)A'e  and  acroiss  T^'Son 
Street,  l>etween  Saratoga  and  ^[ull")erry  Streets, 
which  shall  connect  the  present  building  located 
at  317-319  X.  Howard  Street  and  the  building 
to  be  erected  at  the  comer  of  lyy  x\lley  and 
Tyson  Street,  upon  the  terms  and  conditions 
following,  that  is  to  say : 

A — That  the  said  superstructure  or  bridge- 
way  shall  extend  from  the  second  st-or\-  of  the 
present  building  occupied  by  IMinch  and  Eisen- 
brey Company  at  317-319' X.  Howard  Street 
to  the  building  to  l3e  erected  at  the  comer  of 
Ivy  Alley  and  Tyson  Street,  that  the  bottom  of 
said  superstructure  or  bridgew^ay,  in  order  to 
permit  the  free  passage  of  vehicles  of  every  de- 
scription through  said  Tyson  Street,  shall  not  he 
less  than  fifteen  feet  above  the  surface  of  said 
Tyson  Street,  that  the  said  superstructure  or 
l>ri(lgeway  shall  Ix*  22  feet  6  inches  long,  7  feet 
wide  and  9  feet  high,  and  shall  be  of  fire-proof 
construction,  and  to  Ix?  provided  with  automatic 
?elf-closing  fire  doors  at  each  end,  and  to  l>e 
erected  under  the  sn])eryision  and  to  the  satis- 
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faction  of  the  Inspector  of  Bnildings  of  Balti- 
more Cit}'. 

E — That  the  Mayor  and  City  Oouncil  of  Bal- 
timore hereby  expressly  reserve  the  right  and 
(hity  at  all  times  to  exercise  in  the  interest  oi 
the  pnhlic,  fnll  municipal  superintendence,  reg- 
uhition  and  control  in  ros[)ect  to  all  matters  con- 
nected with  this  grant,  and  not  inconsistent  with 
the;  terms  hereof. 

O — That  in  the  event  of  the  failure  of  the 
said  Minch  and  Eisenbrey  Company,  its  succes- 
sors and  assigns,  to  maintain  the  said  super- 
structure or  liridgeway  in  good  condition 
throughout  the  full  term  of  this  grant,  or  to 
comply  with  the  terms  of  this  ordinance,  the 
grant  hereby  made  shall  be  and  become  void. 


1) — That  the  said  superstructure  or  bridge- 
way  shall  be  completed  within  six  (6)  months 
from  the  passage  of  this  ordinance. 

E — That  the  said  Minch  and  Eisenbrey  Com- 
pany shall  pay  to  the  Mayor  and  City  Council 
of  Baltimore  as  compensation  for  the  franchise 
hereby  granted,  the  sum  of  $47.25  per  annum 
during  the  continnance  of  this  franchise. 

Section  2.  And  he  it  further  ordained, 
that  the  Mayor  of  Baltimore  shall  have  tlie 
right,  at  any  time,  whenever  in  his  judgment 
the  pid)lic  interests  denuind  it,  to  revoke  the 
rights  and  privileges  herein'  granted,  and  upon 
the  receipt  of  a  notice  in  writing  to  that  effect 
ffoni  the  Mayor  of  Baltimore  by  the  grantee 
licreiinder,  its  successors  and  assigns,  all  rights 
iiiidci-  this  oi'dinanc^'  shall  cease  and  determine, 
and  the  said  i»Tanteie,  its  snccessois  an(t  assio^ug 
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sliall   proniptly   remove  the   said  l)ri(lgeway  or 
superstructure  at  its  expense. 

Section  3.  .hul  he  it  further  ordained, 
that  this  ordinance  shall  take  effect  Irom  the 
date  of  its  passage. 

Approved  .May  ID,  1923. 

WiM.  F.  BROENING,  Mayor. 


^o.  930. 

An  ordinance  amendatory  and  snpplenientary  of  Or- 
dinance No.  7o2,  approved  on  .Tnly  Nth,  1022,  entitled 
"An  ordinance  i^ranting  the  Mexican  Petroleum 
Corporation,  a  Corporation  of  the  State  of  Maine, 
authority  to  construct  not  more  than  twenty,  fifty- 
five  thousand  barrel  oil  storage  tanks  on  the  parcel 
of  ground  owned  by  said  Corporation  in  Baltimore 
City,  lying  at  the  corner  of  First  Avenue,  Wagner's 
Point,  between  the  land  of  the  Texas  Company  and 
Martiu  Wagner." 

Section  1.  Be  it  ordained  hy  the  Mayor  and 
City  Council  of  Baltimore,  that  the  above^enti- 
tled  ordinance  be  and  is  hereby  amended  and 
added  to  so  that  the  Mexican  Petroleum  Corpo- 
ration, a  body  coT]:)orate,  shall  have  the  right  to 
construct  in  all  not  over  twenty-five  tanks  on  the 
lands  named  in  said  above^entitled  Ordinance, 
upon  the  following  terms  and  conditions,  viz. : 

a.  That  each  additional  storage  tank  here- 
after to  be  constructed  shall  be  capable  of  hold- 
ing not  over  one  hundred  thousand  barrels  of 
petroleum  products. 

b.  That  each  tank  shall  be  of  steel  construc- 
tion and  shall  be  constructed  in  accordance  with 
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the  rules  and  regulations  of  the  Building  In- 
spector's Departnienit,  and  under  plans  and 
fornnilae  to  bo  approved  by  such  department. 

c.  Tanks  to  be  surrounded  by  an  earth  em- 
bankment having  a  capacity  of  50  per  cent 
greater  than  contents  of  tanks.  Embankment 
not  to  be  less  than  three  ('3)  feet  in  width  at  top 
and  sloped  at  both  sides. 

Embankment  provided  with  drain  system  for 
separating  oil  and  water,  as  well  as  resei*ve 
storage  for  oil  in  the  event  of  fire. 

Embankments  to  l>e  equipped  with  manually 

controlled  drains. 

■<?  - 
Tanks  not  to  te  placed  nearer  than  135  feet  to 

any  surrounding  tanks. 

Tanks  to  have  metal  coverings. 

Tanks  to  be  electrically  grounded  by  resting 
directly  on  moist  earth,  or  otherwise  adequately 
grounded  to  permanent  moisture  and  no  insu- 
lated connections  to  tanks  permitted. 

Tanks  to  be  ventilated. 

Man  boles,  branch  holes,  vents  and  all  other 
(openings  on  tanks  containing  inflammable  vapor 
piovided  with  40  x  40  mesh  non-corrodable  w'wv 
screens  so  attached  as  to  completely  cover  all 
openings. 

Vents  to  be  of  sufficient  size  so  as  to  relieve 
any  accnninlation  of  vajjor  or  gases. 

At  least  two  (-2)  six  ((>)  inch  Oceco  standard 
conservation  vents  ami  snuffers  in  top  of  eacli 
tank. 


ORDIXAXCES.  587 

Tanks  to  be  equipped  with  ]>ermanent  steain 
line,  Fbaniite  system,  or  hotli. 

Tanks  to  have  sprinkler  system  installed 
aronnd  top  edge  of  same. 

Tanks  to  l>e  lettered  in  white  with  nam.e  of 
contents  in  letters  not  less  than  twelve  (12) 
inches  in  height, 

Cbvering  supports  to  carry  load  approxi- 
mately thirty  ('>0)  pounds  to  the  square  foot. 

Section  2.  And  he  it  further  ordained 
that  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  May  19,  1923. 

W:\I.  F.  BROENING,  Mayor. 


No.  931. 

All  ordinance  srnntinc:  permission  to  the  Canton  Com- 
pany of  Kaltiniore,  a  corporation,  to  erect  and  con- 
strnct  on  Pier  S,  Canton  Terminals,  sontli  of 
Twell'lh  avenne  and  west  of  Eii^lUh  street  dock. 
Canton,  Baltimore  City,  a  one-story  steel  frame 
hnildin.u'  covered  with  corrngated  iron  for  storage 
pnrjtoses.  and  reli<'vins  said  Canton  Company  of 
Baltimore  from  compliance  with  certain  reqnire- 
nient  of  the  Bnildin.c;  Code  of  Baltimore  City. 

Section  1.  Be  it  ordained  hy  the  Mayor  and 
City  Council  of  Baltimore,  That  permission  be 
and  the  same  is  hereby  granted  to  the  Canton 
Company  of  Baltimore,  a  corporation,  to  erect 
and  construct  on  Pier  S,  Canton  Terminals, 
south  of  Twelfth  avenue  and  west  of  Eighth 
street   Dock,    Canton,   Baltimore   City,    a    one- 
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story  steel  frame  l)iiil(liiii>;'  o/)vered  with  eorrn- 
«»,ate(l  iron. 

Skction  2.  A}uJ  he  It  fwrtlier  ordained. 
That  ill  the  coiistrnetion  of  said  building,  the 
said  Canton  Coinpany  of  Baltimore^  is  hereby 
authorized  and  permitted  to  eonstrnrt  the  same 
in  aeeordanee  with  the  engineerin<>  princi])les 
and  formulas  hereinafter  enumerated: 

( 1  )  Live  load  per  sqnare  foot  horizontal  pro- 
ject ion  20  lbs. 

(2)  Wind  load  per  sqnare  foot  vertical  pro- 
jection 20  I'bs. 

(o)  Working'  stresses  of  materials  to  Ix^  in- 
creased 50  per  cent  for  stresses  caused 
by  wind. 

Work  ins:  Stresses: 

Tension  on  net   section   1(),00()  lbs.   per 

sq.  inch. 
Compression  on  "ross  section  14,000  lbs. 

per  sq.  inch. 
Bending  on  extreme  fibre  tension  1(),00() 

ll>s.  per  sq.  inch. 
Bending   on   extreme   fiber   compression 

1(5,000  lbs.  per  sq.  inch. 
Bending  on   extreme  filx>r   pins   24,000 

lbs.  per  sq.  inch. 
Shear  shop  driven  rivets  and  pins  12,000 

lbs.  per  sq.  inch. 
Shear  field  driven  rivets  and   pins  and 

bolts  10,000  lbs.  per  sq.  inch. 
Shear  rolled  steel  net  section  12,000  lbs. 

])er  sq.  inch. 
Bearing    shop    driven    rivets    and    pins 

24,000  lbs.  per  sq.  inch. 
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Bearing'    field    driven    rivets    and    bolts 
20,000  ll)s.  per  sq.  inch. 

(4)  Steel  cohimns. 

Allowable  compressive  stress  in  lbs.  per 
sq.  inch. 

Sc=lG,000— 70L/E. 

S=allowaible  compressive  stress  per  sq. 

inch  of  section. 
L^unstayed  length  of  colnmn  in  inches. 
R=least  radius  of  g"yration  in  inches. 

(5)  Length   of   main   compression   members 

not  to  exceed  120  times  their  least  ra- 
dius of  gyration. 

(6)  Length  of  secondary  struts  and  lateral 

bracing  not  to  exceed  l.SO  times  their 
least  radius  of  gyration. 

But  in  all  other  respects,  the  constniction  of 
the  said  building  shall  be  in  accordance  with 
the  provisions  of  the  Building  Code  of  Balti- 
more City. 

Section"  3.  And  he  it  fnrtJier  ordained, 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  May  19,  1923. 

WM.  F.  BROENI^^G,  Mayor. 


'No,  932. 


All  ui'diiiaiice  granting  permissiou  to  David  A.  Daii- 
nenfelser  to  erect  42  individual  garages-  in  the  rear 
of  1610-35  E.  Preston  Street. 

Whereas,  Ordinance  No.  606%,  approved 
June  17,  1921,  prohibits  the  erection  of  a  public 
"■arage  within  300  feet  of  any  church ;  therefore 
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Skctiok  1.  Be  it  ordained  hij  the  Mayor  and 
City  Council  of  llaUimore,  That  permission  l)e 
and  the  same  is  hereby  granted  to  David  A. 
Dannenfelser  to  erect  42  individual  garages  in 
the  rear  of  l()ll)-r55  E.  Preston  street;  the  said 
garages  to  be  of  individual  concrete  blcx'k,  with 
slag  roof,  and  to  be  erected  under  the  supervi- 
sion of  the  Inspector  of  Buildings  of  Baltimore 
Oity  in  accordance  with  the  Building  l^aws  of 
said  City  and  especially  in  accordance  with  the 
provisions  of  Paragraphs  12  and  13  of  Section 
-17  of  Ordinance  Xo'.  155,  approved  June  10, 
11)08,  and  all  amendments  thereof. 

Section  2.  And  he  it  further  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  May  IJ),  11)23. 

WM.  F.  BEOENIKG,  Mayor, 


ISTo.  933. 

An  ordinance  srantinj?  permission  to  tlie  Baltimore 
and  Ohio  Railroad  Company  to  erect  and  construct 
on  its  property  near  the  intersection  of  Reason  and 
Andre  Streets  in  the  City  of  Baltimore,  a  .irrain  ele- 
vator of  reinforced  concrete  to  a  height  exceedini^ 
17.1  feet,  and  relieving;  the  Baltimore  and  Ohio  Rail- 
road (^)mi)any  from  compliance  with  certain  re- 
(piirements  of  tlie  Bnildinj;  Code  of  Baltimore  City, 
and  providing;  that  in  the  constrnction  of  said  ele- 
vator the  Baltimore  and  Ohio  Railroad  ('ompany 
shall  be  authorized  to  follow  certain  special  regu- 
lations.   • 

Section  1.  Be  it  ordained  hy  the  MnA/ar  and 
City  Council  of  Baltimore,  that  permission  be 
and  the  same  is  hereby  given  and  gi-anted  to  the 
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Baltimore  ciiul  Ohio  liailroad  C'oiiii)any,  a  cor- 
poration to  erect  aiul  construct  on  its  property 
near  the  intersection  of  Beason  and  Andre 
Streets  in  the  City  of  Baltimore  a  grain  eleva- 
tor, consisting  of  several  buildings  ot  reinforced 
concrete,  with  galleries  therefrom,  to  bo  con- 
structed of  structural  steel,  leading  to  the  ship- 
pinii  piers,  any  or  all  of  said  buildings  may  be 
constructed  to  a  height  exceeding  175  feet  and 
not  exceeding  220  feet  aljo\'e  the  gTade  of  the 
tracks  of  the  Baltimore  and  Ohio  liailroad  Com- 
pany constructed  into  said  elevator. 

Sectiois^  2.  And  he  it  further  ordained 
that  in  the  construction  of  the  said  grain  eleva- 
tor, the  Baltimore  and  Ohio  Railroad  C'Ompany 
be  and  it  is  hereby  authorized  to  construct  said 
buildings  in  accordance  with  the  following  spe- 
cial regulations,  to  wit : 

ge:nteral  e:ntgineerin^g. 

Bead  Load. 

Par.  lA.  All  construction  of  any  kind 
shall  be  ]>ropoi'tioned  to  caiTv,  in  addition  to  the 
live  load,  the  full  calculated  dead  load  at  unit- 
stresses  specified  in  this  ordinance. 

B.  The  dead  load  shall  include  all  permanent 
portions  of  the  building,  also  all  partitions, 
walls,  peiTuanent  fixtures  and  mechanism  sup- 
]iorted  by  the  building. 

Live  Load. 

Par.  2 A.  Except  as  hereinafter  provided, 
the  live  load  per  square  foot  of  floor  area  in  the 
building  shall  not  be  less  than  fifty  (50)  lbs.  per 
square  foot. 
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B.  Koofs  lip  to  a  pitch  of  15  degrees  shall  be 
proportioned  for  a  live  load  of  30  pounds  per 
square  foot  of  horizontal  projection  and  for  roofs 
having  a  slope  of  from  15  to  45  degrees  this  load 
may  be  reduced  by  y->  i)ound  for  every  addi- 
tional degi-ee  of  inclination  of  roof  slope. 

For  roofs  ha\ing  an  inclination  of  more  than 
45  degrees  wind  stress  shall  be  the  only  live  load 
to  be  considered. 

C.  If  shafting  is  carried  on  the  bottom  of 
girders,  beams  or  trusses,  the  pull  at  the  point 
of  shafting  support  shall  be  assumed  at  not  less 
than  2,000  pounds  for  light  shafting;  4,000 
pounds  for  ordinary  shafting,  and  6,000  pounds 
for  heavy  shafting,  and  unless  shafting  is  deiii- 
iiitely  located,  these  loads  shall  be  considered  as 
lial)le  to  be  concentrated  at  any  point  and  struc- 
ture designed  for  the  most  unfavorable  condi- 
tion. 

D.  In  calculating  framing  around  elevator  or 
stair  wells,  no  reduction  of  floors  area  shall  be 
made,  but  the  weight  of  elevator  enclosure  may 
be  neglected,  ])rovided  this  WH^ight  does  not  ex- 
ceed the  proportionate  weight  of  floor  area  taken 
up  by  the  elevator  and  carried  by  the  member 
under  consideration. 

Wind  Load. 

Par.  8A.  Except  as  modified  hereinafter, 
all  stiiictures  exposed  to  wind  shall  he  desigiied 
to  resist  a  horizontal  wind  pressure  of  20  pounds 
for  every  square  foot  of  surface  thus  exposed 
from  top  to'  l)ott(mi  and  adjoining  buildings 
shall  not  b<^  counted  upon  as  reducing  the  ex- 
posed area. 
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B.  Tank  towers  and  other  oxposcd  sitriictures 
on  top  of  biiil(linij,'8  shall  hv  desipicd  for  a  pres- 
siiro  of  ''>()  [MHiiids  p(;i'  square  foot. 

(\  hi  iiu  ease  shall  the  overturning  moment 
due  to  wind  pressure  exceed  75  per  cemt  of  the 
moment  of  stability  of  the  dead  load  of  the 
building'. 

I).  In  all  structures  exposed  to  wind,  if 
the  resisting;  moments  of  the  ordimiry  materials 
of  eonstruction,  such  as  masonry  partitions, 
floors  and  connc^ctioiis,  are  not  sufficient  to  re- 
sist tlie  moment  due  to  wind  pressure  taken  in 
any  direction  on  any  part  of  the  Imilding,  addi- 
tional bracing  shall  be  introduced  to  resist  the 
wind  stresses. 

E.  Wind  stresses  need  not  be  considered  in 
Imildings  of  stone  masonry  or  concrete  construe^ 
tion  iu  which  the  height  does  not  exceed  100'  feet 
nor  four  times  the  average  widtli  of  base. 

F.  In  calculations  for  wind  bracing  and  wind 
stresses,  working  stresses  of  materials  as  given 
in  this  ordinance  may  be  increased  50  per  cent. 

Eccentric  Loading  on  Columns. 

Par.  4.  Where  co'himns  of  steel  or  concreite 
are  loaded  eccentrically  near  points  of  rigid 
su]>port,  only  one-half  of  the  total  moment  need 
l>e  considered  in  proportioning  columns  for  ec- 
centric moineiit  at  the  unit  stress  applicable  to 
such  column  but  connections  and  riveting  sihall 
be  designed  for  the  full  amount. 

Foundations  for  Buildings. 

Par.  5.  The  live  loads  of  foundations  shall 
be  assumed  to  be  the  same  as  those  on  the  lower 
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sections  of  {M)lniiiiis-.  Xo  wind  load,  however, 
need  be  considered  nnless  it  exceeds  one-half  the 
snni  of  the  live  and  dead  loads  on  the  C/olumn. 
Fn  the  case  of  excess,  the  excess  shall  be  consid- 
ered a  live  load. 

The  areas  of  footini>s  shall  have  the  same  ratio 
to  each  other  as  the  dead,  pins  one-third  live 
loads  coming  npon  them.  That  footing  which 
receives  the  largest  percentage  of  live  load  shall 
be  ]>roportioiied  for  the  combined  dead  and  live 
loads.  The  dead  ])lns  one-third  live  load  on 
this  footing  shall  l)e  divided  by  the  area  thns 
fonnd,  and  this  rednced  pressnre  per  s(piare  foot 
shall  he  nsed  for  the  dead  pins  one-third  live 
load  of  all  fonndations. 

Floor  Loadings. 

Par.  6A.  Floors  snbject  to  viliration  from 
machinerv  or  otherwise  shall  be  made  strong 
enongh  to  carry  increased  loads,  or  the  construc- 
tion shall  be  modified  in  other  respects. 

REINFOPtCFD  COTsTOKETE 
CO]S^STRT^OTIO:Nr. 

Requirements  for  Materials. 

Par.  7A.  The  concrete  for  reinforced  con- 
crete strnctnres  shall  be  a  wet  mixture  of  one 
part  Portland  cement  and  not  more  than  six 
parts  of  aggregate,  when  the  fine  and  coarse 
materials  are  measured  separately,  either  in  the 
proportion  of  one  part  of  cement,  tAvo  parts  of 
sand  (fine  aggregate)  and  four  parts  of  gravel 
or  broken  sto'ue  (coarse  aggregate),  or  in  such 
proportion  that  the  resistance  of  concrete  to 
crushing  nnder  laboratory  tests  shall  not  be  less 
than  2,000  pounds  per  square  inch  aftor  harden- 
inc:  for  28  days. 
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B.  When  tlie  coarse  a i;;!; rebate  is  cai-cfully  se- 
lected, a  wet  mix  may  be  used  composed  of  one 
pa  it  Portland  cement  and  fonr  and  onedialf 
parts  of  ag'greii'ate,  either  in  proportion  of  one 
part  of  cement,  one  and  onedialf  parts  of  fine 
j.|o"oreo-ate  and  three  ])arts  of  conrse  aggregate, 
or  in  snch  proportion  that  the  resistance  to 
ci'nshing  niul(M-  lahoratorv  tests  shall  be  not  less 
than  2,500  ponnds  per  sxpiare  inch  after  harden- 
ing 28  days. 

r.  lr(.'n  slaii  or  simihir  porous  material  may 
b(^  ns(Ml  in  phice  of  stone  or  gravel  when  mixed 
with  cement  and  sand  in  a  proportion  to  resist 
crnshing  tests  in  accordance  with  the  required- 
men  ts  of  A  and  B  above. 

D.  Portland  cement  shall  conform  to  the  lat- 
est standards  of  the  American  Society  for  Test- 
ing ^laterials. 

E.  Sand  shall  be  clean  and  if  necessary  shall 
be  screened.  It  shall  not  ccmtain  over  5  per  cent 
foreign  matter  by  volume. 

F.  Stone  or  gravel  shall  not  exceed  one  inch 
in  size  and  shall  be  graded  so  both  large  and 
small  sizes  occur  throughout.  All  gra\^el  shall 
be  washed  graA'el,  free  from  loam  or  dirt. 

G.  Beinforcing  steel  shall  conform  to  the 
latest  requirements  of  the  American  Society  for 
Testing  Materials,  and  bars  of  re^rolled  steel 
shall  not  be  used  for  reinforcing. 

Working  Stresses. 

Par.  8 A.  The  allowable  compressive  strength 
of  concrete  in  direct  bearing  shall  be  assumed 
at    500    pounds    per    square    inch    for    1-2-4 
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mix,   niid   at   (>25   ])()Uii(ls   per  scjnaro   inch   for 
l-iyo-3  mix. 

H.  When  compression  is  applied  to  a  surface 
of  concrete  of  at  least  twice  the  loaded  area,  a 
stress  of  800  poniids  ])er  s(piare  inch  on  contact 
area  may  he  allowed  in  the  area  actually  under 
load,  for  a  1-2-4  mix,  and  1,000  pounds  per 
square  inch  for  a  1-1  %-3  mix. 

C  The  allowable  compressive  unit  stresses 
on  concrete  columns  shall  be  as  J2:iven  under 
headino-  of  '^Columns." 

D.  The  extreme  allowable  ccmipressive  fibre 
stress  in  a  beam  or  slab  shall  not  exceed  650 
pounds  per  square  inch  for  1-2-4  mix,  nor  800 
])oun(ls  per  square  inch  for  1-1  %-3  mix.  Adja- 
cent to  the  support  of  continuous  beams,  these 
stresses  may  be  increased  by  15  per  cent. 

E.  The  allowable  punching*  shear  on  concrete 
shall  not  exceed  120  pounds  per  square  inch  for 
1-2-4  mix,  nor  150  pounds  per  square  inch  for 
1-11/0-3  mix,  except  as  otherwise  specified  under 
i>'irderless  floor  construction. 

F.  The  allowable  sheariniG:  stress  in  the  cal- 
culations of  beams  where  the  maximum  shear- 
ing stress  in  a  section  is  used  as  the  means  of 
measuring:  the  resistance  to  diaironal  tension 
stress  shall  not  exceed  40  pounds  per  square  inch 
for  1-2-4  mix,  nor  50  pounds  per  square  inch 
for  1-11/0-3  mix,  for  beams  with  lonsritudinal 
bars  only  and  without  web  re-inforcement,  it 
shall  not  exceed  120  pounds  per  square  inch  for 
1-2-4  mix,  nor  150  pounds  per  square  inch  for 
1-11/0-3  mix  in  a  beam  having  part  of  the  lonjiri- 
tudinal  reinforcement  bent  up  and  further  pro- 
vided with  vertical  or  inclined  stirrups  spaced 
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as  speciflod  iindor  heading  of  ''Stirrups"  and  so 
pro  port  ioiKMl  that  two^thirds  of  this  shear  shall 
he  home  by  the  steel. 

G.  The  allowable  unit  tensile  stress  on  steel 
reinfoTcino  hars  shall  not  exceed  16,000  pounds 
per  square  inch. 

II.  The  allowable  compressive  stress  on  steel 
rods  in  columns  or  used  as  compressive  steel  in 
beams  reinforced  for  compression  shall  not  ex- 
ceed lOjOOO  pounds  per  square  inch. 

I.  The  allowable  bond-stress  between  concrete 
and  steel  rods  shall  not  exceed  80  pounds  per 
square  inch  for  plain  bars^  100  pounds  per 
square  inch  for  deformed  bars,  and  40  poiunds 
per  square  inch  for  drawn  wire  for  1-2-4  con- 
crete, and  for  1-1  i/o"*^  ^^i^  these  stresses  may 
be  increased  to  100,  120  and  .50  pounds  per 
scpiare  inch,  respectively.  Hooks  if  bent  180  de- 
grees at  a  radius  of  two  diameters  shall  be  con- 
sidered as  further  increasing  the  Iwnd  stress  by 
15  per  cent  in  all  cases. 

Formulas  for  Reinforced  Coaicrete 
Construction. 

Par.  \).  Iiectangular  Beams.  The  following 
notation  is  used : 

Fs^^Tensile  unit  stress  in  steel. 
Fc=Compressive  unit  stress  in  concrete. 
Es=^rodulus  of  elasticity  of  steel. 
Ec=^Hodulus  of  elasticity  of  coaicrete. 
n=Fs  divided  by  Ec. 
M^^^^Foment  of  resistance,  or  bending  moment 

in  general. 
A s=  Steel  area. 
bc=Breadth  of  beam. 
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(l^^Deptli  of  lx?am  to  center  of  steel. 

K  =  Ratio  of  depth  of  neutral  axis  to  depth  d. 

Z=L)ei)th  below  top  to  resultant  of  the  com- 
pressive stresses. 

J=Katio  of  lever  arm  of  resisting  couple  to 
depth  d. 

.II)=D — Z=Arm  of  resisting  couple. 

P=:Steel  ratio^As  divided  l>y  BD. 

T  Beams: 

B^Width  of  flange. 
B^=Width  of  stem. 
T=Thickness  of  flange. 

Shear,  Bond  and  Web  reinforcement: 

V^  Total  sheai\ 

\'^=T()tal  shear  producing  stress  in  reinforce^ 

ment. 
\'^Shearing  unit  stress. 
l'=B()nd  stress  per  unit  area  of  bar. 
0  =  Circumference  or  perimeter  of  bar. 
Z"=Sum  of  the  perimeters  of  all  bars. 
'r=Total  stress  in  single  reinforcing  member. 
S=  Horizontal  spacing  of  reinforcing  mem 

bers. 

Columns: 

A=Total  net  area. 
As=Area  of  longitudinal  stt^el. 
Ac=Area  of  concrete. 
P^r=T(»tal  safe  load. 

A.      Formulas. 

( 1  )    Position  of  neutral  axis 
K 


V     2Pn+(Pn)-— Pn 
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(2)   Arm  of  resisting  couple 

K 

J=I  minus  — 
o 

Fibre  Sti-esses: 
m  m 


('•>)   Fs= 


AsjD       PjBD- 
2m  2Pfs 


(4)   F= 


c      KjBr)2         K 

(5)    ISteel  ratio  for  balanced  reinforcement 

1 
P=V>  — 


Fs(  Fs         ) 

-(— +1J 
Fc(nFc       ) 

B.     T-Beams. 

Case  1.     When  the  neutral   axis  lies  in  the 
tianae,  use  the  formulas  for  rectangular  beams. 

Oase  2.     When  the  neutral  axis  lies  in  the 
stem. 

The  following  formulas  neglect  the  compres- 
sion in  tlie  stem : 

( «j )  Position  of  neutral  axis 

2XDAS+BT- 
KD  = 


2XAS+2bt 
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(7  )    PcKsition  ()f  resultant  coinpression. 

(:3KD— 2T)T 

Z=( )- 


(2KD— T   )  3 

{^) 

Arm  of  resisting  couple 

jl)=l)— Z 

Fibre  Stress : 

M 

(^M 

Fs— 

ASjD 

:\IK1)                  FsK 

10) 

Y  c — 

[1>T(KD— IT)        X(l-K; 
-)JT)1       - 
2) 

C.   Shear,    Fx.iid    and    Wei)    Reiiiforceement 
for  rectaiiu'iilar  beams. 
V 


\  1  i  * 

bljl) 

\^ 

jD.Zo 

(liM 

For  T- Beams: 

B\iD 

/  1  '>.  \ 

V 

iD.Zo 
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I).     Coluiiiiis: 
Total  safe  load. 
( 14  )    P=:F(>(Ae+XAs)=feA)l  (NOP  ) 

Tiiit  Stresses: 
P 


(15)    F( 


A[l  +  (X-r)P] 
(](;)   Fs  =  XFc 

Stress. 

I  reinforced  concrete  constmction  shall  be  of 
such  a  natnre  that  the  stresses  can  Ix*  calcnlated 
according  to  the  aecepted  formulas  of  modem 
engineering  practice,  or  in  lieu  thereof,  certiiied 
test  data  of  construction  like  that  proposed  may 
he  used  if  such  data  is  of  a  character  satisfac- 
tory to  the  Inspector  of  Buildings. 

Drawings  and  Specifications. 

Par.  10.  Com])lete  drawings  shall  be  made 
for  all  reinforced  concrete  structures,  giving  all 
details  of  construction,  size  and  }K>sition  of  all 
reinforcing  rods,  stirrups,  etc. 

Flans  shall  show  the  assumed  live  ami  the 
calcnlated  dead  load. 

A  colunni  schedule  shall  also  accompanv  the 
drawings,  giving  sizes,  reinforcing  and  loading 
carried  at  each  floor.  Specifications  shall  clear- 
ly state  the  qualities  of  all  materials  and  the  pro- 
portions of  the  mix. 
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Fire  Proofing. 

Par.  11.  Tlio  niotal  shall  he  protected  by  II/2 
inches  of  concrete  for  girders,  ]>eams,  piers  and 
cohnnns,  nnd  1  inch  for  floor  slaibs. 

(lEXEP.AL  ASSrMPTIOiy  OF  DESIGN. 

S]>an  Lengths  of  Beams  and  Slabs. 

Par.  12A.  For  slabs  and  beams  simply 
snpported,  the  span  length  shall  be  taken  as  the 
distance  center  to  center  of  snpports,  bnt  need 
not  l>e  taken  to  exceed  the  clear  span  pins  the 
depth  of  beam  or  slab. 

P).  For  continuons  or  restrained  beams  bnilt 
monolithically  into  snpports  the  span  length 
may  he  taken  as  the  clear  distance  between  sup- 
ports. 

C.  If  brackets  are  provided  nnder  l^eams, 
which  make  an  angle  of  45  degrees  or  more,, 
with  the  axis  of  a  restrained  beam,  the  span  may 
he  measured  from  a  section  where  the  depth  of 
l)ra('ket  helow  heam  is  1--]  of  the  depth  of  the 
beam — l>racket  to  be  designed  for  shear  and 
1  lending. 

1).  riie  maxinnim  negative  moments  are  to 
he  considered  as  existing  at  the  end  of  the  span 
as  hei'ein  (h^iined. 

Pjir.  lo.  Phe  following  jissnnii)tions  are  to 
\h'  used  ns  a  basis  for  cidcuhitions : 

A.  (^ilciilations  will  Itc  iiiiide  with  the  refer- 
enc(^  to  working  stresses  and  safe  loiids,  iK^t  with 
reference  t(v  ultimate  strength  and  ultimate 
loads. 
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B.  A  plane  section  before  l)onding  remains  a 
plane  section  after  liending. 

C.  The  niodnlns  of  elasticity  of  concrete  in 
compression  is  constant  within  the  usual  limits 
of  working  stresses.  The  distribution  of  com- 
pressive stress  in  beams  is,  therefore,  rectilinear. 

D.  In  calculating  the  moment  of  resistance  of 
l)eams,  the  tensile  stresses  in  the  concrete  are 
neglected. 

T-Beams. 

Par.  14A.  Where  slabs  are  cast  integral 
with  the  beams  or  girders,  such  beams  may  be 
considered  as  tee  beams  and  the  slab  considered 
an  integral  part  of  the  beam,  provided  the  beam 
or  girders  is  reinf(vrced  throughout  by  stirrups 
extending  into  the  slab  to  within  one  inch  of  tJie 
top. 

B.  The  assumed  effective  width  of  a  tee  beam 
shall  not  exceed  one-sixth  the  span  length  on 
either  side  of  the  beam,  nor  shall  the  overhang 
on  either  side  of  the  web  exceed  six  times  the 
thickness  of  the  slab,  nor  shall  the  total  effective 
width  on  either  side  of  center  of  l>eam  exceed 
three-eighths  of  the  distance  l^'tween  centers  of 
adjoining  beams. 

C.  Where  reinforcement  of  the  slab  does  not 
cross  the  beam  at  right  angles,  transverse  rein- 
forcement shall  be  used  between  the  points  of 
iuHection  at  least  equal  in  area  to  the  slab  rein- 
foaeemeut,  but  never  less  than  .'j/100  l/o  ]ier 
cent  of  the  cross  sectional  area  of  concrete,  these 
rods  to  extend  at  least  to  assumed  outer  edges 
of  the  tee  beams. 
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I),  hi  calciilatiiig  strength  of  tee  beams,  the 
compression  of  the  concrete  area  in  the  stem 
shall  be  neglected. 

Beams  Koinforced  for  Compression. 

Par.  15 A.  Where  beams  are  reinforced 
for  compression  it  shall  be  assnmed  that  com- 
pressive steel  will  Ix^  stressed  not  to  exceed 
1(),<H)0  ponnds  per  square  inch. 

B.  The  amount  of  compressive  steel  to  be 
figured  as  contributing  to  bending  niDUient  shall 
not  exceed  1  per  cent,  of  the  area  of  the  concrete. 

O.  The  moment  of  a  beam  so  reinforced  shall 
he  measured  as  to  its  steel  or  tensile  moment  as 
a  siiuilar  beam  without  compressive  steel  and  its 
concrete  or  compressive  moment  shall  be  as- 
sumed as  the  sum  of  (A)  the  compressive  mo- 
ment found  in  a  beam  of  like  dimensions  witli 
tensile  reinforcing  only,  and  (B)  the  product  of 
the  compressive  steel  area  multiplied  by  the 
product  of  the  lever  arm  (which  shall  1x3  as- 
sumed as  the  distance  between  centers  of  gravity 
of  compressive  and  tensile  steel)  and  the  allow- 
able unit  compressive  stress. 

Floors  and  Slabs. 

Par.  1().  Xo  roof  slab  shall  be  less  than  3 
inches  thick  nor  h^ss  than  1/40  of  the  siran  ;  no 
floor  slab  shall  be  less  than  31/.  inches  thick  nor 
h'ss  than   l/.'>2nd.  of  the  span. 

Floor  Slabs  Sii])])ortiug  Along  Four  Sides. 

B;ir.  17.  l^'loor  slabs  having  supports  ex- 
tending along  all  four  sides  shall  be  designed 
and  reiiiforced  for  bending  moments  as  follows: 
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A.  Wlieii  s<inaiv  slabs  are  not  coiitiiiuous  over 
-upports,  the  monieiit  for  eaeli  system  of  two 
wav  reinforciiifr  shall  he  taken  as  WL/IG;  when 
eontinnons  for  two  sjians  only  or  as  end  spans  of 
a  eontinnons  system  VA  WL/20,  and  where 
slal>s  are  eontinnnus  over  two  or  more  sni)ports 
as  WL  24. 

W=total  load  on  ])anel.  and  L — length  of 
s])an. 

B.  For  oblonii"  slahs  the  length  of  which  is  not 
greater  than  lYj  times  their  width  the  moment 
to  1^  resisted  by  the  transverse  reinforcement 
may  l>e  fonnd  l>y  nsing  a  proportion  of  the  live 
and  dead  load  ecpial  to  that  given  by  the  form- 
ula, E=L/B — 0.5  where  T=length  and  B:= 
breadth  of  slab,  while  the  longitudinal  reinforce- 
ment will  be  proportioned  for  the  balance.  Two 
thirds  of  the  calcnlated  moment  shall  Ix.^  as- 
sumed as  carried  by  the  center  half  of  the  slabs 
and  the  balance  by  the  outside  quarters  and  the 
reinforcement  spaced  in  such  a  manner  as  to  ac- 
complish this  result. 

C.  For  continuous  and  semi-continuous  slal>s, 
reinforcement  shall  be  provided  over  supports 
at  top  of  slabs  to  provide  for  negative  moments 
as  follows :  for  end  spans  ]\[=WL  ^20  over 
first  support  from  end  and  for  interior  spans 
WL  24.  both  foiTQulas  applying  to  square  panels 
only.  Moments  for  oldong  panels  to  conforai  to 
rule  given  alx)ve  for  positive  moments. 

D.  The  beams  carrying  -labs  supported  along 
four  sides  shall  be  proportioned  for  a  moment  of 
4  '3X  the  moment  found  for  a  beam  designed  in 
accordance  with  the  rules  for  the  design  of 
beams  herein,  or  for  a  non-continuous  l>eam 
WL/S  becomes  WL/6,  etc.     The  loadings  such 
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lieams  are  presumed  to  carry  are  one-half  of  the 
panel  loadiiiii'  carried  by  the  reinforciiiii'  metal 
at  riii'ht  angles  to  this  beam  and  as  fonnd  by 
formula  R=L/B— 0.5. 

Continuous  Beams  and  Slabs. 

Par.  ISA.  F(/r  beams  and  th>()r  sbibs  sim- 
ply su])ported  at  ends  moment  shall  Ikb  taken  at 
WL/S  at  center  of  span  for  uniform  load — W 
representino-  the  total  load  and  L  the  length. 

1).  For  beams  and  floor  slabs  continuous  ovei- 
two  spa  us  only  and  for  end  spans  of  systems  con- 
tinuous ov(U'  more  than  two  spans  with  ends 
restrained  the  amount  shall  Ixj'  taken  as  WL/10 
at  the  first  support  from  end,  and  also  at  center 
of  span. 

C.  For  beams  and  floor  slabs  continuous  over 
more  than  two  spans,  the  moment  sliall  he  taken 
as  WL/15  for  interior  spans  at  center  of  span 
and  the  reinforcing  for  negati^'e  moment  over 
suppoi-ts  shall  be  proportioned  for  "WL/IS. 


D.  The  above  rnles  apply  to  uniform  loading 
only  for  concentrated  loads  the  moments  will 
ho  taken  as  proportionate  to  the  moments  de- 
velo])ed  in  simple  nnder  similar  loading,  mnlti- 
]ilied  liy  0.8  for  B  and  2/3  for  C. 

Partitions  and  Walls. 

Par.  10.  Reinforced  concrete  walls  may  be 
nsed  in  ])lace  of  brick  walls,  but  no  curtain  wall 
shall  be  less  than  G  inches  in  thickness,  and  no 
bcarino-  wall  less  than  eight  inches,  and  they 
shall  l)e  reinforced  for  tem]-)eratni'e  stresses  as 
specified  hereafter,  and  if  so  required  shall  have 
additional  i-einforcement  to  provide  for  such 
stresses  as  may  be  developed. 
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B.  The  misiipporfcd  ]i(Mi;lit  of  reinforced  eoii- 
orete  beariiiii  walls  shall  he  limited  as  folhnvs: 

<S-iiieh  walls  shall  have  a  niaxiimuii  uiisiip- 
ported  heijiiht  of  12  feet. 

l()-iii('h  walls  shall  have  a  iiiaxiniimi  iiiisnp- 
])orte(l  heii>ht  of  15  feet 

12-iiieh  walls  shall  have  a  niaxiiniini  iinsiip- 
poTtcd  heiiilit  of  IS  ft. 

C  Keiiiforeed  concrete  partitioifs  shall  not  be 
less  than  2  inches  thi(^k,  and  no  reinforced  con- 
crete partition  sliall  have  a  greater  unsupported 
h(Mi>'ht  or  <>Teater  unstayed  width  than  i>iven  be- 
low, and  shall  l)e  reinfoTced  as  specified  undei- 
D. 

Partitions  2  inches  thick,  a  maximum  height 
of  10  feet  and  a  maximum  unstayed  width  of 
20  feet. 

P'ai'titions  4  inches  tliick,  a  maximum  height 
of  20  feet  and  a  maximum  unstayed  width  of 
30    feet.  '  / 

Partitions  6  inches,  a  maximum  height  of  24 
feet  and  a  maximum  unstayed  width  of  40  feet. 

T).  Peinforced  concrete  walls  and  partitions 
shall  he  reinforced  with  steel  rods  or  mesh  to 
the  amount  of  not  less  than  l/>  per  cent  of  their 
gross  area.  For  thin' outside  wall  bars  shall  be 
preferably  of  small  size  spaced  closely  together. 

The  steel  reinforcing  shall  Ix*  placed  in  such  a 
manner  as  to  best  aceo'mplish  the  result  of  pro^ 
viding  stiffness  and  preventing  temperature 
and  shrinkao^e  cracks. 
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Ill  walls  and  partitiojis  of  iireatrr  width  than 
lieii>'ht  the  greater  part  of  reinforcement  shall  be 
placed  horizontally,  and  for  walls  havinii'  large 
openings,  more  ste(»l  shall  he  ]n'ovided  horizon- 
tally in  spandrels  and  verticali\'  in  piers. 

Location,    Length,    Laps   and   Spacing  of   Bars. 

Par.  i?()A.      All  reinforcing  steel  shall  be  ac- 

cnrately  located  and  proper  spacing  indicated  on 

]dans  or  specified  by  ju'opcr  rnles. 
* 

B.  Slab  rods  shall  not  be  spai-ed  fnrther  than 
'2Y2  times  the  thickness  of  slab,  nor  more  than 
10  inches  apart. 

C.  The  lateral  spacing  of  parallel  bars  in 
beams  shall  not  be  less  than  iJl/^  diameters  cen- 
ter to  center  and  distance  from  side  of  l)e-am  to 
center  of  nearest  bar  shall  not  be  less  than  2 
diameters.  Clear  si)ace  between  two  layers  of 
bars  shall  not  he  less  than  1  inch  and  in  no  case 
shall  there  be  less  than  1  inch  between  edges 
of  reinforcing  rods. 

1).  Bottom  reinfm'cing  for  beams  nnifomily 
loaded  shall  have  l/o  of  the  bars  bent  up  at 
ahont  the  third  point  then  carried  to  top  diag- 
onally to  the  sixth  point  and  from  there  through 
support  to  at  least  the  quarter  point  of  adjoin- 
ing l)eam.  Tn  short  deep  beams  or  Ix^ams  with 
concentrat<Ml  loadings,  the  Lending  must  Lie 
done  in  such  a  manner  that  full  steel  areas  exist 
at  point  of  maximum  moment.  All  this  to  be 
indicated  on  ])lans  for  special  cases. 

E.  AAliere  beams  are  reinforced  on  compres- 
sion side,  the  reinforcing  bars  shall  be  placed 
1l/>  diameters  in  the  clear  from  surface  of  con- 
ci'ete. 
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F.  Bottom  reiiiforciiiG,"  rods  for  beams  shall 
bear  not  less  than  10  diameters  on  support,  and 
in  eontinnons  framing,  bent  up  bars  of  end  spans 
shall  be  hooked  at  ends,  and  for  cantilever 
beams,  extreme  ends  shall  be  hooked  and  bars 
carried  beyond  support  a  sufficient  length  to 
develop  the  bond  stress  required. 

G.  Slab  rods  shall  always  extend  over  sujv 
poi-ts,  the  bars  lapping  sufficiently  to  develop 
full  bond  stress,  or  50  diameters  for  plain  rods 
and  '35  diameters  for  deformed  bars,  in  1-2-4 
concrete. 

For  1-11/0-8  concrete,  these  laps  may  be  re- 
duced to  -I-O  and  30  diameters  respectively.  Laps 
for  reinforcement,  consisting  of  drawn  wire, 
shall  be  tAvice  the  length  speeified  above. 

H.  Vertical  reinforcing  bars  in  columns  shall 
extend  into  the  column  above  so  as  to  develop 
full  bond  stress. 

r.  All  footings  carrying  columns  reinforced 
by  vertical  rods  shall  have  a  sufficient  number 
of  rods  projecting  from  footing  into  column  to 
equal  the  load  carried  by  vertical  column  rein- 
forcing rods  and  they  shall  project  into  footing 
and  colunm  a  sufficient  distance  to  develop  full 
bond  stress. 

J.  All  hooping  for  columns  shall  start  at  top 
of  slab  and  shall  run  at  least  to  the  middle  of 
beams  in  beam  and  girder  constructioii,  while  in 
girderless  construction  the  upper  end  of  column- 
hooping  shall  at  least  extend  to  the  center  of 
the  slab. 

Web  Shear  and  Stirrups. 

Par.  21  A.  Stirrups  shall  l>e  provided  in 
all  beams  throughout  the  length  of  the  beam  and 
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proportional   for   two-thirds  of  the  total   shear 
developed  at  the  |3oiiit  under  consideration. 

B.  The  area  of  concrete  in  a  l>eam  recjuired 
to  resist  shear  shall  not  be  less  than  the  shear 
in  pounds  divided  hv  120  for  1-2-4  concrete  and 
!.■)()  for  1-11/2-0  concrete;  the  depth  of  l>eam 
shall  1k'  taken  as  the  distance  from  to])  of  con- 
crete to  center  of  iiTavity  of  tensile  steel. 

C  The  area  of  perpendicular  stirrups  shall 
he  determined  by  the  foniiula: 

2 
—V 

3 

As  = 

jDFs 

As  beinii'  the  ar(^a  of  steel  required  in  stirrups 
in  a  leniith  of  l>eam  equal  to  jD. 

\^=total  shear. 

1).  For  stirrups  l)ent  uyi  at  an  anule  of  be- 
tween 30  dep-ees  and  45  dein'ees,  75  per  ^-euL 
of  the  area  s])ecified  under  C  may  Ik?  used. 

E.  Bent  up  bars  shall  not  l>e  considered  as 
taking:  shearing  stress. 

F.  The  first  stirrups  shall  W  placed  not  more 
than  2  inches  from  the  end  of  beam  and  stirrups 
shall  l>e  spaced  not  further  apart  than  jD. 

Columns. 

Par.  22A.  Bodded  columns  shall  be  rein- 
forced with  louoitudinal  reinforcement  of  not 
less  than  1  ])er  c(Mit,  nor  more  than  4  per  cent, 
and  with  lateral  ties  not  less  than  ^4   '^^^^  ''ii 
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diameter,  not  more  than  12  inches  apart  nor 
more  than  !(>  diameters  of"  the  longitudinal  l>ar. 
Total  safe  load  in  |)(Minds=r)00x\c4- 7,^)00  avs 
for  \--2A  mix  and  <)25Ac+7,oOO  avs  for  1- 11/2-0 
nnx.  in  wliich  Ae  ecjuals  area  of  concrete  within 
hoops  and  avs  equals  cross  sectional  area  of 
\ertical  steel,  lw)th  given  in  scpiare  inches. 

B.  lioopeil  colunnis  shall  he  reinforced  with 
longitudinal  reinfoi-cement  of  not  less  than  1 
}>er  cent  nor  more  than  4:  per  cent  and  with 
circular  hoops  or  spirals  not  less  than  1  per  cent 
of  the  A'olnme  of  the  concrete  and  spaced  not 
more  than  one-sixth  of  the  diameter  of  the 
column  apart  and  not  more  than  3  inches.  Total 
safe  load  in  pounds  eipial  850 Ac+ 10,000  avs 
for  1-2-1-  mix  and  l,050Ac+10,000  avs  for 
1-11/0-3  mix. 

C.  The  formulas  given  in  A  and  B  are  to  ap- 
ply only  to  hcoped  or  rodded  columns  of  less  un- 
supported height  than  15  times  the  ontside  di- 
ameter or  least  width,  and  onlv  the  area  of  con- 
crete within  hoops  shall  he  considered  in  calcn- 
lations  for  l)earing  capacity,  Imt  the  outside  of 
spirals  shall  Ix^  covered  by  at  least  fl/)  inches  of 
concrete. 

1).  For  hoo])ed  cohimns  of  a  height  greater 
tjian  15  times  their  least  width,  working  stresses 
shall  be  reduced  by  multiplying  them  with  the 
factor  R  in  fonuiila : 

L 

R  =  1.6 

25D 

In  which  L  e(,[uals  unstayed  height  of  column 
and  I)  equals  ontside  diameter  of  eolnnm  in  feet 
but  no  column  shall  be  used  with  a  diameter  or 
least  side  less  than  one-sixteenth  of  the  height. 


(;12  ORDIXAXCES. 

E.  Where  colnmns  are  loaded  ect'entrically, 
due  provision  shall  be  made  for  such  loading 
and  the  column  increased  and  reinforced  accord- 
ingly. The  stress  to  lie  added  to  a  colnmn  due 
to  an  eccentric  loading  will  1^  detemiined  by 
the  fonnula : 

Med 

Fee  = 

21 

in  which  fee  is  the  additional  load  on  column  in 
pounds  per  square  inch,  due  to  moment.  Me 
is  moment  of  eccentric  load  in  inch  ])Ounds.  D 
is  outside  diameter  of  column  in  inches  or  mdth 
of  column  in  direction  of  stress,  and  I  is  moment 
of  inertia  of  column  in  inches. 

F.  Where  l>ending  occurs  at  top  of  column, 
as  on  wall  columns  for  flat  slab  construction, 
one-half  the  moment  in  consideration  shall  be  as- 
sumed to  act  on  the  entire  length  of  both  the 
column  aibove  and  the  column  l>elow  the  floor 
considered,  the  other  half  may  be  taken  up  by 
additional  rods  extending  at  least  to  the  third 
])oint  of  each  column. 

G.  The  length  of  a  column  is  hereby  defined 
as  maximum  distance  between  lateral  supports. 

Piers  and  Short  Columns. 

Par.  23A.  For  concentric  compression  on 
plain  concrete,  piers  having  a  height  not  exceed- 
ing four  times  the  least  dimension,  a  compres- 
sive strength  of  500  pounds  per  square  inch 
may  be  allowed  for  1-2-4  concrete,  and  625 
pounds  per  square  inch  for  1-1  l/o-^  concrete. 
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Footings. 

Par.  24A.  In  ixxnangnlar  eolnmn  footings 
the  maxinmm  bending  moment  shall  he  con- 
sidered as  existing  at  the  center  of  eolnmn, 
and  shall  l)e  assnmed  as  the  snm  of  |X)sitive  and 
negative  moments  dne  to  1/4  of  the  load  acting 
at  the  center  of  gravity  of  triangles  formed  l>y 
the  diagonals  of  footing  and  sides  of  eolnmn 
and  f(X)ting. 

B.  The  steel  shall  be  placed  not  less  than  4 
inches  from  lx>ttom  of  f(X)ting,  and  the  lower  4 
inches  shall  not  l^  considered  in  determining 
the  streng^th  of  slab. 

C.  Pnnching  shear  shall  be  assnmed  at  120 
ponnds  per  sqnare  inch  for  1-2-4  concrete,  and 
ir)0  ponnds  for  1-1  i/o-.]  concrete,  and  the  con- 
crete alone  shall  he  assnmed  as  carrying  this 
stress,  and  no  additional  steel  reinforcement 
need  be  provided. 

Strnctnral  Steel  Colnmns  Encased  in  Concrete. 

Par.  2 5 A.  Solid  Web  Columns:  In  steel 
colnmns  with  a  solid  steel  core  encased  in  con- 
crete the  steel  shall  l>e  designed  to  take  the  full 
live  and  dead  load,  and  designed  with  the  same 
allowable  nnit  stresses  as  provided  under 
chapter  on  structure  steel,  except  if  the  concrete 
surrounding  such  columns  is  made  1-1^-3  mix 
or  richer,  covering  all  solid  metal  not  less  than 
2  inches  and  projecting  lugs  or  rivet  heads  not 
less  than  1  inch,  and  such  columns  are  further 
reinforced  with  vertical  rods  covered  by  1^ 
inches  of  concrete,  to  the  amount  of  not  less  than 
1  ]ier  cent  of  concrete  area  within  hooping 
placed  2  inches  from  outside  of  columns  and 
with  lateral  ties  not  less  than  14  i^i^li  diameter, 
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spnccd  not  more  than  12  inches  apart  nor  mare 
than  1()  times  the  diameter  of  vertical  reinforc- 
ing- hars,  the  strnctnral  steel  column  shall  be 
designed  to  carry  all  live  and  dead  loads,  but 
its  unit  stress  may  bo  taken  as 

L 

1(;,()00  =-.  TO  —  lbs.  per  Sq.  In. 
R 

hut  not  to  exceed  1P>,0()0  pounds  per  square  inch, 
1^  being  the  nnsnpported  lengtji  of  column  in 
inches  and  Tl  the  least  radius  of  g;vration  in 
inches. 

B.  Open  Web  Columns  :  Structural  steel  ool- 
unms  coniposed  of  latticed  shapes  on  four  sides, 
gray  columns  and  similar  types  surrounded  by 
a  reinforced  concrete  column  of  1-1 1/2-3  mix, 
spirally  wound  as  prescribed  for  hooped  con- 
crete columns  with  not  less  than  1  per  cent  of 
spiral  steel  and  having  vertical  steel  to  the 
amoanit  of  not  less  than  2  per  cent,  nor  more 
than  5  per  cent,  of  area  enclosed  within  peri- 
uK^tcr  of  concrete  column,  shall  be  designed  as 
a  hoo];ed  reinforced  concrete  colunm,  provided 
that  the  snm  of  the  area  of  structural  steel  core 
and  tlu>  vertical  reinforcing  rods  shall  not  exceed 
10  per  cent  of  the  area  enclosed  within  hooping. 
In  such  columns  the  area  between  outside  metal 
of  column  and  inside  perimeter  of  hooping  shall 
at  all  times  be  sufficient  to  carry  increment  at 
any  floor  at  unit  stresses  as  established  above, 
and  if  necessary  to  accomplish  the  result,  con- 
ei'et(>  shall  be  flared  out  at  top  f  s.o  that  such  area 
may  be  obtained)  for  a  distance  where  the  bond 
stress  of  vertical  bars  placed  for  this  purpose  in 
colnmn  liead  added  to  the  available  area  at  bot- 
tom of  fhire  equal  this  increment. 
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C.  In  all  cases  the  structural  steel  column  it- 
self shall  meet  all  conditions  specified  in  this 
code  in  chapter  on  structural  steel. 

1).  The  structural  steel  core  of  such  columns 
shall  be  supported  on  steel  or  oast-iron  buses 
designed  as  in  structural  steel  and  iron  con- 
struction. 

Girderless  Floor  Construction — Square  Panels. 

Par.  'Hk  Girderless  floor  construction  con- 
sists of  reinforced  concrete  shib'S  supported  di- 
rectly on  reinforced  concrete  columns  or  con- 
crete encased  steel  columns  with  cajntals  and 
with  or  without  drops. 

This  speeihcation  deals  with  these  two'  types 
of  construction : 

1.  Two-way  reinforcement,  with  or  without 
dropped  panel. 

2.  Four-way  reinforcement,  with  or  withoait 
dropped  ]:)anel. 

The  following  requirements  and  notations  ap- 
ply to  both  types : 

t=Total  thickness  of  slab  in  inches. 

L:^ Panel  length  in  feet. 

W=Sum  of  live  and  dead  loads  in  pounds 

per  square  feet. 
D^ Width  of  drop  in  feet. 
tI)=Tliickness  of  dro])  b^elo^v  top  of  slab  in 

inches. 
e:=:rWidth  of  capital  in  feet. 

Definitions. 

(A)  The  column  ciapital  is  hereby  defined  aa 
the  flare  at  the  top  of  column. 


016  OKDINAXCES. 

(B)  The  drop  panel  is  the  depression  of  con- 
ereite  slah'  around  capital. 

(Cj  Bands  are  the  portions  of  slab  contain- 
ing reinforcing  metal  to  provide  for  positive  or 
negative  moments. 

(D)  Xames  of  moment  sections  will  be  as 
gi\'en  in  sketch  attached  to  Ordinance. 

Dimensions  of  Slabs,  Drops,  Capitals  aiid 
C\)lnnms  for  Girderless  Fl(X)rs. 

Par.  -27 A.  The  width  of  a  drop  shall  not 
l)e  less  than  0.4 L  and  the  thickness  as  may  be 
determined  by  the  bending  moment  or  shear 
developed. 

B.  The  capital  shall  have  a  diameter  not  less 
than  0.225  L,  and  the  diameter  of  such  capital 
shall  be  measured  at  a  point  Wow  drop  where 
its  vertical  thickness  is  at  least  1%  inches.  If 
square  capitals  are  used,  the  diameter  of  the  in- 
scribed circle  shall  not  be  less  than  0.225  L.  The 
slope  of  the  cajutal  shall  nowhere  make  an  angle 
with  the  vertical  of  more  than  -45  degrees. 

C.  The  minimum  thickness  in  inches  of  a  slab 
without  dropped  panels  shall  be  0.024  1  VW+ 
1",  for  a  slab  with  dropped  panels  0.02  1  \/W, 
+  1"  while  the  thickness  of  dropped  panel  l^low 
top  of  slal>  shall  not  be  less  than  0.0;]  1    \/W+ 

ll/o". 

D.  In  no  case  shall  the  slab  thickness  be 
made  less  than  ('»  inches  nor  shall  the  thickness 
of  a  iloor  slab  l)e  made  less  than  1/32  of  the 
panel  length,  nor  the  thickness  of  a  roof  slab 
less  than  1/40  of  the  panel  length. 
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E.  The  width  of  bands  shall  l)e  0.:)0L  for  a 
two-way  system^  and  not  less  than  O.-tOJ.  for  a 
f on  1'- w  a  y  sy st«m . 

F.  Colnmns  snpporting  girderless  eonstrnc- 
tion  floor  shall  not  \yo  less  than  14  inches  nor 
less  than  1/12  of  the  span  in  diameter.  The 
diameters  of  eolnmns  snpporting  roofs  shall  not 
l>e  less  than  12  inches  nor  loss  than  l/lT)  of  the 
span. 

All  exterior  wall  colnmns  or  colnmns  snp- 
porting  panels  where  slal>  is  not  continnons 
shall  l)e  designed  to  resist,  in  addition  to  the 
direct  load,  a  stress  dne  to  a  l>ending  moment  of 
l,:]  of  the  total  negative  l>ending  moment  for 
a  fnll  colnmn  head  section  at  the  adjacent  in- 
terior colnnm  for  floors  and  2/o  for  roofs.  In 
no  case  shall  the  least  dimension  of  an  exterior 
or  wall  colnmn  h,e  less  than  12  inches. 

Interior  colnmns  above  and  below  floors  shall 
l)c  proportioned  to  provide  for  1/2  ^^  ^^^  nnbal- 
anced  moment  of  the  fnll  live  load  existing  on 
one  side  of  a  line  connecting  colnmn  centers 
wliile  space  at  other  side  is  not  loaded. 

G.  Punching  shear  shall  be  assumed  as  exist- 
ing around  perimeter  of  column  and  capital,  and 
may  be  taken  as  not  to  exceed  120  pounds  per 
square  inch  for  1-2-4  concrete  and  150  iK)nnds 
per  square  inch  for  1-11/^-3  eonci*e.te.  The 
allowable  shear  around  perimeter  of  drop  shall 
not  exceed  l/o  the  allowable  punching  shear,  or 
r;0  and  75  pounds  per  square  inch,  respectively, 
for  1-2-4  and  1-1  lo'-'^  mixture. 

H.  In  panels  having  a  marginal  l>eam,  this 
beam  shall  l.e  d(^-igned  to  carry  the  load  super- 
imposed directly  upon  it. 
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If  the  beam  has  a  depth  greater  than  the 
thickness  of  the  dropped  panel  into  which  it 
fi'-nnes,  the  beam  shall  Ix?  designated  to  carry, 
in  addition  to  the  load  superimposed  npon  it,  a 
uniform  load  per  foot  equivalent  to  a  strip  of 
panel  having  a  width  of  one  tenth  the  panel 
length  measured  on  a  line  jjerpendicular  to 
marginal  l)eam  and  loaded  with  the  full  live  aiid 
dead  load  pei*  S(]uare  foot  for  which  the  panel  is 
designed. 

1.  The  point  of  inflection  for  tiat  slabs  shall 
I.e  assumed  at  Vi  of  the  dist^nnce  l)etween  col- 
umn centers  both  diagonally  and  in  a  straigiit 
Hue,  and  all  steel  used  for  negative  moments 
shall  extend   to  at   least  this  point. 

J.  Steel  used  to  provide  for  ]x>sitive  moments 
shall  run  at  least  to  the  center  of  columns. 

P.      Moment  Values  for  Two-Way  System — 
Square  Panels. 

Par.  28.  For  a  two-way  system,  with  drops 
and  capilals  as  s|)ecified  the  total  moment  for 
each  band  shall  be  as  given  Wow,  and  the  value 
given  shall  be  used  in  determining  the  thickness 
of  slab  and  drop.  Provided  thickness  is  not  less 
than  the  value  found  by  rules  previously  gi\'eu 
in  this  Chai~)ter. 

'llie  positive  moment   at  outer   sectious  shall 

be  taken   as 

The    j)ositi\('    uioment    at    inner   section   shall 
Wl/' 

be   taken   as 

120 
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omen 


The  negative  moment  at  column-head  section 


shall   l)e  taken   as 


30 


The  negative  moment  at  mid-section  shall  be 

taken  as 

120 

For  shihs  without  drops  these  values  shall  be 

^YL•••    WL^    WL-'    WL^ 

taken,   respectively,   as 


Moment   Value  for  Four-Way   Systems — 
Square  Panels. 

Par.  29.  For  a  four-way  system  with  drops 
and  capitals,  as  specified  the  total  moment  for 
each  band  shall  l>e  as  given  Mow  and  the  values 
given  shall  l)e  used  in  determining  thickness  of 
slab  and  drop  provided  this  thickness  is  not  less 
than  the  value  found  by  rules  ju'eviously  given. 

The  positive  moment  at  outer  sections  shall 
WL-^ 

be  taken  as 

80 

The  positive   moment   at   inner  section  shall 
WL-^ 

l)e  taken  as 

120 

The  neoative  moment  at  column-head  section 

shall  be  taken  a? 

30 
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Tlio  nogativo  moment  at  eolnmn-liead  section 

of  diagonal   baml   sliiill   \w.  taken   as 

120 

The  negative  moment  at  mid-section  sliall  Ix' 

taken   as 

200 

For  slabs  withont  drops  these  vahies  shall  be 
WL"'    WL^    WU'   WL^ 

taken^   respectively,   as 

70        105       3a       132 

220 

For  the  fonr-way  system,  the  concrete  at  the 
colnmn  capital  shall  be  designed  to  resist  a  neg- 

aiive  moment  of for  slabs  with  drops  and 

30 

for  slabs  withont  drops  for  a  band  of  a 

33 
width=0.4.L. 

^Foment  Valnes  for  Wall  Panels  (Restraint  at 
Walls). 

Par.  30.  Where  the  bonndary  of  a  flat  slab 
is  a  reinforced  concrete  beam,  lintel  or  wall  with 
reinforced  colnmns  the  moment  shall  be  taken 
as  fellows: 

On  sections  parallel  to  the  wall,  the  negative 
moments  of  th(^  first  interior  row  of  colnmns 
shall  he  increased  JO  per  cent  and  the  positive 
moments  at  the  centei-  of  the  exterior  panels  on 


ORDINANCES.  021 

sections  parallel  to  the  wall  shall  be  iiicrc^ased  20 
per  cent  oxer  those  sp<H'ifie(l  for  iiit<^rior  panels. 
The  negative  moment  on  a  line  at  inside  of  wall 
shall  he  taken  as  one-half  of  that  specified  for 
interior  eolnmns. 

^loment  for  Wall  Panels  (Xo  Restraint  at 
Walls). 

Par.  31  A.  Where  l^earing  walls  are  nsed 
to  snppoi't  wall  panels  snch  walls  shall  he  stiff- 
ened by  piers  of  an  area  eqnal  in  size  to  that 
reinforced  if  the  entire  load  of  slab  carried  on 
wall  w^ere  transmitted  to  piers. 

B.  The  positive  moments  for  sections  parallel 
to  the  Avail  shall  be  increased  bv  30  per  cent 
o\Tr  those  specified  for  interior  panels  of  like 
size. 

C.  The  negative  moments  on  the  line  of  the 
first  interior  row  of  colnmns  shall  be  increased 
20  per  cent  o^'er  those  specified  for  interior 
colnmns. 

Oblong  Panels. 

Par.  32 A.  When  the  length  of  panel  does 
not  exceed  the  breadth  bv  more  than  5  per  cent 
compntations  may  be  made  on  the  basis  of  a 
sqnare  panel  with  sides  eqnal  to  the  mean  of  the 
length  and  breadth  of  the  oblong  panel. 

B.     Fonr-way  System,   Oblong  Panels. 

B.  In  the  fonr-way  system  of  reinforcement, 
where  length  exceeds  breadth  by  more  than  5 
per  cent,  moment  valnes  for  straight  belts  shall 
be  assnmed  to  be  the  same  as  for  a  sqnare  panel 
Avith  distance  from  center  to  center  of  colnmn 
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equal  to  the  length  of  lx4t  under  consideration, 
measured  along  its  center,  while  the  moment 
values  of  diagonal  hands  shall  he  assumed  to 
\)C  the  same  as  for  the  diagonal  hands  in  a 
sfjuare  jvanel  Inning  sides  iMjual  to  the  mean  of 
the  long  and  slun't  sides  of  the  ohlong  panel. 

P)"o\id('(l,  liowcNcr.  that  in  no  case  shall  the 
amount  of  steel  in  the  short  side  l>e  less  than 
twothiids  of  that  rei]uired  for  the  long  side. 

O.      Two-Wav  System.     Oblong  Panels. 

C.  In  the  two-way  system  the  moment  values 
at  column  head  and  outer  sections  shall  be  de^ 
termin(Ml  in  the  same  manner  as  ])rovided  for 
the  four- way  system. 

The  amount  of  steel  in  central  hand  both  at 
mid  and  inner  sections  running  in  the  long  direc- 
tion shall  \ye  the  same  as  that  required  for  a  sim- 
ilar band  in  a  square  panel  with  sides  of  a 
length  e(pial  to  the  short  side  of  the  oblong  panel. 

The  amount  of  steel  in  hand  running  in  the 
short  direction  shall  1k'  the  same  as  that  re- 
quired for  a  similar  band  in  square  panel  with 
sides  of  a  length  equal  to  the  long  side  of  oblong 
panel. 

In  no  case  shall  the  amount  of  steel  of  central 
baml  long  direction  l)o  less  than  two-thirds  of 
that  in  the  short  direction. 

Freezing  Weather. 

Par.  ')').  Concrete  work  shall  not  1m'  ])ennit- 
fv(\  when  the  temperature  where  concrete  is  to 
1h'  i^MUired  is  thirty-two  (32)  degrees  Fahrenheit 
or  less,  unless  sufficient  precautions  are  taken 
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to  prevent  the  coiu'rete  from  frc^'ziiiii"  after  hav- 
iiii»-  \)eim  put  ill  place;  but  at  no  time  shall  coii- 
cn^te  1k'  actually  ]H)iire(l  when  the  temi^rature 
is  Ix'low  tifteen  (15)  deiirees  Fahrenheit  unless 
written  permission  is  obtained  from  the  Inspec- 
tor (rf  I)uildings.  This  permission  is  to  \ye 
•iiveii  only  after  the  Inspector  of  Bniklings  has 
satisfied  himself  that  conditiims  prevailing  are 
satisfat'tory  to  secure  proper  workmansliip  and 
results. 

A.  Proper  protection  of  concrete  wcu'k  after 
l^ouring  shall  l)e  considered  as  that  necessary 
to  maintain  the  concrete  so  poured  at  a  tempera- 
ture of  50  degrees  for  five  (5)  days.  Manure 
shall  not  be  used  for  protection  when  applied 
directly  to  the  concrete.  All  forms  shall  remain 
until  assurance  is  had  that  the  concrete  has  ob- 
tained its  permanent  set. 

B.  No  frozen  material  or  materials  covered 
with  ice  shall  be  used  until  properly  thawed. 

O.  The  use  of  chemicals  or  other  materials  to 
reduce  the  freezing  point  of  concrete,  which  in 
the  opinion  of  the  Tns]X^ctor  of  Buildings,  are 
injurious  shall  not  l)e  permitted. 

I).  All  methods  and  materials  used  for  con- 
creting in  freezing  weather  shall  l>e  subject  to 
the  a]~)]U'oval  of  the  Inspector  of  Buildings. 

Structural  Steel.  Oast  Steel  and  Cast  Iron 
Construction  Requirements. 

Par.  '3-1:.  All  stnictural  steel,  cast  steel  and 
cast  iron  used  in  constmiction  shall  comply  with 
the  latest  requirements  of  the  American  Society 
for  Testing  ^faterials  in  their  standard  specifi- 
cations applying  to  building  construction. 
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Working  Stresses. 
Par.  oT).  Except  as  further  iiKxlitied  under 
separate  paraiiraphs,  the  maximum  allowable 
stresses,  due  to  couibined  lix'e  and  dead  loads, 
and  impact,  in  pounds  per  square  inch  in  struc- 
tural and  cast  steel  and  cast  iron  shall  not  ex- 
ceed the  follo'winii': 

Rolled  and 
Formed    Oast       Cast 
Steel      Steel      Iron 
Tension  on  net  section.  .16,000   16,000 
Compressioai  on  gross  sec- 
tion   .^ 14,000   14,000   10,000 

Bending  on  extreme  fiber- 
tension  16,000   16,000     3,000 

Bending  on  extreme  fiber- 

coinpression 16,000   16,000   10,000 

Bending  oai  extreme  fiiber- 

pins" 24,000 

Shear  shop  driven  rivets 

and  pins 12,000 

Sh(^ar  field  driven  rivets.  10,000 
Shear  rolled  steel  net  sec- 
tion   12,000 

Shear  cast  iron  net  sec- 
tion    3,000 

Bearing  sliop  driven  riv- 
ets and  pins 24,000 

Bearing  field  rivets 20,000 

Bolts   2C)%   less   than   al>ove  stress  for  field 
rivets. 

Steel  Oolunms. 
Pai-.  36 A.     The  allowable  compressive  stress 
in  pounds  per  square  inch  foT  steel  columns  shall 
be  determined  bv  the  formnla  : 

L 

S=  16,000  — 70  — 

R 
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111  which  S=an(3wablc  co'iiipressive  stress  per 
square  inch  of  section. 
L^unstayed   length   of  colunin   in 

inches. 
E^^least     radius    of    gyration     in 
inches. 

B.  In  no  case,  howe\er,  shall  the  allowable 
stress  exceed  lo,000  pounds  per  square  inch. 

C.  The  unstayed  length  of  a  column  is  hereby 
defined  as  the  distance  between  rigid  supports. 

1).  The  length  of  main  compression  members 
shall  not  exceed  1:^0  times  their  least  radius  of 
gyration  and  the  limiting  lengths  of  secondary 
struts  and  lateral  bracing  shall  not  exceed  180 
times  their  least  radius  of  gyration. 

E.  ^laiii  compression  iiiembers  are  columns 
carrying  direct  load,  compression  members  of 
trusses  and  similar  members.  Seoondary  mem- 
bers are  such  members  as  knee  braces,  stays  for 
wind  bracing,  struts  between  choTds  of  steel 
trusses,  posts  for  awnings  and  other  steel  mem- 
bers used  foT  similar  purposes. 

F.  The  thickness  of  metal  of  any  part  of  a 
column  section  except  channel  webs  shall  not 
l>e  less  than  1/4  inch. 

G.  Bases,  splices,  cap  and  butt  plates,  and 
connections  to  columns  and  riveting  in  built-up 
sections,  shall  be  constructed  in  accordance  with 
the  best  Standard  American  practice,  as  pub- 
lished in  the  hand-books  and  standards  of  the 
Carnegie,  Bethlehem,  Oambria  or  other  respon- 
sible companies.  Butt  plates  lietween  columns 
shall  be  required  only  between  columns  where 
metal  of  upper  section  does  not  bear  fully  on 


lower  section.  All  columns  shall  have  their 
hearinii"  ends  milled,  exeeipt  that  in  one-storv 
strnctni'cs  where  sufficient  rivets  are  provided. 

Ribbed  Cast  Iron  Bases. 

Par.  37.  The  vertical  cross-sectional  area  of 
a  v^-ast  iron  base  shall  Ik'  detennined  by  consid- 
(u-inii-  the  hase  as  composed  of  two  cantilevers 
with  one-half  of  the  column  load  apjdied  at  cen- 
ters of  o'ravity  of  one-half  (column  section  and 
uplift  at  (puirter  point  of  base  from  its  edge 
(also  equal  to  half  the  eobinm  load),  and  base 
shall  be  proportional  for  the  alii'ebraical  sum 
of  the  iKindino-  moments  alx>ut  center  of  base. 

Pro\'ided,  however,  that  in  no  case  shall  the 
net  vertical  cross-sec-tional  area  of  base  be  less 
than  :    A  in  the  formula 

Pc 

A  = ,  in  Avhich 

2H 

A=Net  vertical  cross-section  a  I  area  of  metal 
in  base;  in  square  inches. 

P=Total  load  on  base  in  thousand  ])ound 
unit«. 

n=IIeig'ht  of  base  in  inches. 

O^distance  l>etween  center  of  gravity  of 
half  column  section  and  center  of  grav- 
ity of  half  base  plate  in  inches. 

At  least  40  per  cent  of  area  thus  found  must 
be  taken  up  in  bottom  plate. 

The  total  area  of  ribs  at  barrel  shall  1h>  suffi- 
cient to  transmit  the  total  column  load  at  a  shear 
value  of  3,000  |x:>unds  j>er  square  inch. 
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Vhiv  GIihUts. 

Par.  .'i'^A.  Plate  liinlcrs  shall  1k'  pr(>|x>r- 
tioiicd  either  hv  the  inoineiit  of  inertia  of  their 
net  section  or  hy  assnniinii'  that  the  tlanges  are 
eoneentrated  at  their  centers  of  in'aA'itv  and  a 
nnit  of  stress  nsed  sneh  that  the  extreme  fibre 
stress  does  not  exceed  IH.O(H)  ixMinds  jx^r  s<inare 
inch,  in  whieli  ease  ^  ^  of  tlie  eross-seetion  of  the 
wel).  if  prc^perlv  si>liced,  may  be  used  as  flange 
section. 

B.  The  iiToss  section  of  the  compression 
fjaniies  of  phite  girders  slniU  not  l)e  less  than  the 
iiross  section  of  the  tension  flanue^,  nor  shall  the 
stress  in  pounds  per  stpiare  inch  in  the  compres- 
sion t^auiie  of  any  l>eanis  or  girders  exceed 

L 

P),(lOU  —  2:)U  —  in  which  formula 
B 

L^unsnp{X)rted  distance  in  inches. 
E=Width  of  flange  in  inches. 

C.  riie  flange  of  plate  girders  shall  be  con- 
necteil  to  the  web  with  a  sufiicient  nundxT  of 
rivets  to  transfer  the  total  shear  at  any  |x>int 
in  a  distance  equal  to  the  effective  depth  of  the 
grirder  at  any  point,  combined  with  any  load 
that  is  applied  directly  on  the  flanges. 

1).  Webs  of  plate  girders  shall  Ik^  provided 
with  stifleners  over  all  bearing  points  and  under 
all  points  of  concentrated  loading:  and  these 
stifleners  shall  be  designed  as  columns  of  a  size 
sufflcient  to  ]>roperly  distribute  the  shear  into 
the  web. 
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E.  When  the  sliear  in  pounds  \Kiv  square  inch 
on  gross  area  of  web  exceeds  the  amount  given  in 
formula : 

10,000 


1  + 


3,000  t- 


Iiitermediate  stitt'eners  must  be  provided.  In 
formuhi  1)  is  the  clear  distance  between  inner 
edges  of  \'ertical  legs  of  flange  angles  in  inches 
and  t  the  thickness  of  web  in  inches. 

In  no  case,  howe\'er,  shall  the  thickness  of  web 
in  ri\'eted  plate  girders  be  less  than  1/120  of 
the  distance  between  edges  of  flange  angles,  and 
in  no  case  less  than  14  inch. 

When  intermediate  stili'eners  are  required 
they  shall  be  spaced  not  further  apart  than  120 
times  the  thickness  of  the  web. 

Beams  and  Girders,  Unstayed  Length. 

l^ar.  :l\).  Where  the  laterally  unsupported 
length  (L)  of  the  compression  flange  of  beams 
and  girders  exceeds  12  times  its  width  (B)  the 
unit  stress  in  the  com])ression  flange  shall  not 
exceed 

L 

1 9,000  —  250  —  ll)s.  per  sq.  inch. 
B 

Trusses  and  Purlins. 

Par.  -l-OA.  Wh(?re  top  cho-rds  of  trusses 
su]>port  wood  or  steel  ])urlins  these  purlins  shall 
be  secured  to  truss  bv  means  of  bolts  or  rivets, 
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niid  tlie  top  cliord  of  truss  may  ]>e  assninofl  as 
being-  staved  at  tlie  points  whore  pni'liiis  arc^  s(?- 
eiired  to  ti'iiss. 

B.  Where  ])iirlins  rest  on  top  of  trusses,  he- 
tween  panel  points,  top  chord  shall  Ix^  increased 
for  bending-  and  may  be  assumed  as  a  continuous 
member. 

C  When  slope  of  roof  exceeds  21/0  inches  in 
12-ineh,  st(>el  purlins  shall  be  connected  by  steel 
saG'  rods.  Xot  less  than  one  rod  shall  be  used 
for  panels  up  to  14  fect^  and  not  less  than  two 
for  panels  over  14  feet. 

Kivets,  Bolts  and  Clips. 

Par.  41  A.  All  structural  steel  work  shall 
be  shoj)  riveted,  except  that  where  structural 
mendiers  are  assemlded  in  pairs  or  where  struc- 
tnrally  unimpoTtant  angles,  lugs  ot  clips  are  to 
be  seen  red  to  main  members. 

B.  Field  woTk  shall  be  riveted  in  all  cases 
where  vibration  exists  dne  to  moving-  loads  or 
wind  stresses,  such  as  steel  frames  for  all  build- 
ings where  wind  stresses  are  considered  in  cal- 
culations :  All  outside  tank  supports,  crane  run- 
ways, truss  bracing  and  similar  work. 

C   All  connections  to  cast  iron  shall  be  bolted. 

I).  The  following  connections  in  structural 
steel  framing  shall  be  field  riveted :  Permanent 
bracing  to  columns,  girders  or  trusses,  and  all 
connections  of  beams  and  girders  to  columns, 
except  as  noted  uiuler  F. 

F.  Tn  structures,  except  those  specified  under 
Faragra])h  B,  the  following  members  may  be 
field  bolted:    Purlins  (except  strutted  purlins). 
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siding'  c^ii'ts,  con iie<:»t ions  of  small  stmts,  pos-ts 
and  ti(»s  or  minor  framing. 

F.  In  bnildings  not  exceeding  six  stories  of 
wall  l>eiaring  type  except  as  noted  under  Para- 
gTapli  B,  all  connections  of  beams  to  beams  and 
beams  to  colnmns  may  be  field  bolted,  but  col- 
umn splices  shall  be  riveted  in  all  cases. 

G.  Light  ceiling  construction  may  be  l>olted 
and  shapes  Ji/o  inches  or  less,  used  in  ceiling 
and  roof  construction,  may  \xi  secured  by  steel 
clips;  these  clips  to  l)e  snliject  to  the  approval 
of  the  Inspectcu"  of  Buildings. 

Wall  Anchors. 

Par.  4:2.  Where  steel  l>eams  l>ear  on  walls, 
wall  anchors  shall  be  provided,  of  such  shape 
that  brickwork  will  be  properly  lx>nded. 

Separators  and  Tie-Pods. 

Par.  4-').  Where  two  or  more  beams  are 
])laced  closely  together,  steel  or  cast  iron  sepa- 
rators shall  bo  provided,  as  may  he  required  to 
stay  the  wel)s  and  flanges.  Each  beam  of  a  set 
of  beams  so  separated  by  separators  and  lx>lted 
sliiill  be  proportioned  for  t\w  actual  load  car- 
ried directly  by  itself. 

PILES. 

General  PeqnirenuMits. 

Par.  II  A.  The  supporting  value  of  ])ih's 
shall  b(^  obtaiiHMl  from  embedment  in  oi'  JH^ai'iug 
on  miiterial  as  fii'ui  as  can  ju-actically  Ik'  olv 
taiued,  and  the  method  of  drl\'ing  shall  be  such 
as  not  to  iiiijiaii'  their  strength.     Lhe  frictional 
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value  observed  for  that  part  of  piles  eml>edd(H_l 
in  or  passing  through  sncli  materials  as  peat, 
silt,  or  till  overlying  sneh  material,  shall  not  lx» 
relied  n]>on  for  support. 

B.  A  detached  column  or  pier  footing  su^v 
ported  l)y  piling  shall  rest  upon  not  less  than 
o  piles,  but  column  or  pier  footings  supported 
by  pi*o}x^r  and  permanent  masonry  or  steel  con- 
struction which  provides  lateral  support  in  all 
directions  may  each  rest  upon  a  single  pile  if 
the  allowable  load  ^v  pile  is  not  exceeded. 
Light  wall  foundations  may  l>e  supported  by  a 
single  row  of  piles;  provided  that  the  length  of 
wall  unsupported  laterally  by  proper  masonry 
or  steel  construction  does  not  exceed  10  feet. 
All  other  foundation  walls  requiring  piling  shall 
rest  upon  at  least  two  rows  of  piles,  the  rows  to 
be  at  least  2  feet  on  centers  for  buildings  up 
to  oO  feet  in  height. 

C.  Piles  under  masonry  buildings  shall  be 
('a]>ped  with  concrete. 

If  capped  with  plain  concrete  the  proportion 
shall  l>e  not  less  than  one  part  Portland  cement 
to  not  more  than  2i/o  parts  of  sand  and  5  parts 
of  broken  stone  or  gravel,  and  the  capping  shall 
be  not  less  than  l(i  inches  high  alx)ve  the  pile 
heads.  All  concrete  capping  shall  fill  the  space 
in  and  around  them  for  a  depth  of  (i  inches  be- 
low the  cut-ofF,  and  shall  extend  for  not  less  than 
"^  inches  beyond  the  outer  edge  of  the  pile  clus- 
ter. Xo  rul)ble  concrete  shall  Ix^  used  for  pile 
cap])ing.  If  capped  with  reinforced  concrete 
the  capping  shall  be  not  less  than  12  inches  thick. 

1).  Pile  supporting  steel  or  wcxxlen  buildings 
without  masonry  or  floors  may  be  capped  with 
tind)er  not  less  than  (\  inches  thick  securely 
joined  together  and  to  the  piles. 
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E.  Additional  piles  shall  Ix^  driven  for  all 
])ilos  which  are  broken,  broomed  or  injnred  in 
any  way,  and  for  piles  havina  a  lower  snstainin£>' 
]iower  than  that  reqnired  for  the  work. 

F.  The  snstaining  power  of  piles  driven  by 
jetting'  shall  be  detennined  by  test  loads. 

Wood  Piles,  Tleqnirenients  and  Spaeing. 

Par.  4.").  A.  Wood  piles  shall  be  sonnd  and 
straight,  cnt  froni  live  trees,  ent  oft'  alxne  the 
gronnd  swell. 

E.  The  diameter  at  the  bntt  shall  not  l>e  less 
than  10  inohes,  and  at  the  ]X)int  not  less  than  5 
inches  for  piles  np  to  :20  feet  in  length.  When 
the  length  of  ]iiles  exceed  20  feet  the  diameter 
at  the  bntt  shall  not  be  less  than  12  inches.  The 
diameter  at  the  point  shall  be  not  less  than  0 
inches. 

C  Wood  piles  shall  not  be  spaced  closer  to- 
gether than  24  inches  on  centers. 

I).  Spnr  piles  shall  be  driven  where  necessary 
to  obtain  stability  of  the  strnctnre. 

E.  Where  a  penetrable  strata  of  hard  jian 
exists,  piles  shall  be  shod  at  point  with  iron. 

Wood   Piles,   Allowable  Loads. 

Par.  4(iA.  Piles  shall  be  driven  to  refnsal 
if  jiossihle,  and  the  method  of  driving  shall  be 
snch  as  not  to  impair  their  strength. 

P.  When  a  pile  is  driven  throngh  firm  soil  to 
hard])an  oi-  ro<:*k,  its  maximum  carrying  capacitv 
sliall  he  determined  by  mnltiplying  the  avc^'age 
cross-sfH'tional    area    in    inches  bv   r)00   ponnds. 
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but  in  no  ease  shall  the  allowaUlc  load  cxc-CH^d 
40, ()()()  pounds  per  pile. 

C.  Piles  driven  throngli  l{X)se,  wet  soil  to 
solid  rook  or  hardpan  shall  be  fignred  as  colnrans 
unsnpported  laterally  for  their  entire  length, 
but  in  no  case  shall  the  maximum  allowable  load 
exceed  -JSO  }>ounds  per  square  inch  of  average 
cross-seotion   area  nor  '30,000  pounds  per  pile. 

D.  When  piles  are  not  driven  to  refusal  the 
safe  c^'iri'A^ing  capacity  of  each  pile,  except  as 
noted  under  (E)  and  (F)  shall  l>e  determined 
by  the  formula: 

2Wh 

For  a  drop  hammer  P  = 

S+1 

2Wli 

For  a  steam  hammer  P= 


S  +  0.1 


In  which  P= Allowable  load  or  pile  in  pounds. 

W=Weight  of  hammer  in  pounds. 

h=Fall  of  hammer  in  feet. 

8=Average  penetration  in  inches  un- 
der the  five  last  l>lows  after  the 
pile  has  sunk  to  a.  point  where 
successive  blows  produce  a]>proxi- 
mately  equal  penetrations. 

E.  Provided  that  the  drop  of  hannner  shall 
not  exceed  15  feet.  And  further  provided  that 
the  allowable  load  on  such  a  pile  shall  nor  exceed 
40,000  pounds  if  driven  through  firm  soil,  or  if 
a  fill  of  oyster  shells,  slag,  stone  or  similar  mate- 
rial lie  placed  compfetely  surrounding  all  piles 
to  within  at  least  4  feet  of  the  to]>. 
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F.  T^rovidod  that  wlicii  no  sncli  firm  soil  exists 
or  no  such  fill  is  placed,  the  niaximnin  allowable 
load  shall  not  exceed  1 0,000  jxninds  nmltiplied 
hy  Ii  in  the  fbrmnla : 

L 

OOd 

Tn  which  L=penetration  of  pile  in  feet,  after 
having  received  three  blows  of  a 
drop  hammer,  weighing  not  less 
than  2,000  ponnds  and  falling  15 
feet  or  the  equivalent  of  this. 
D^^Average  mean  diameter  of  pile, 
in  feet. 

G.  The  tO'ps  of  all  wooden  piles,  except  those 
for  wooden  frame  strnctnres,  shall  be  cnt  off  at  a 
point  not  more  than  ^'2  inches  almve  mean  low 
tide. 

Precast  Concrete  Piles — Requirements. 

Par.  47 A.  Precast  concrete  piles  shall  l>e 
])ro])orly  designed  and  reinforced  to  permit  han- 
dling and  dri\'ing  withont  injnrv  and  thev  shall 
!;('  tlioronghly  ciiied  before  driving. 

B.  The  diameter  at  the  point  shall  be  not  less 
than  S  inches  and  the  average  diameter  not  less 
than   12  inclies. 

C  When  driven  through  silt,  fill  or  other  ma- 
terial having  relatively  litth^  lateral  stiffness,  to 
I'ock  (YV  hai'd  ])an,  the  average  diametei-  shall  not 
l)e  less  than    1/20  of  its  h^ngth,   noi*  less  than 

1/40  of  its  of  its  length  in  aiiv  case. 

« 

1\  Pr(>cast  concrete  ])iles  shall  be  reinforced 
with  loni»itndinal  steel  reinfoi'cement  of  not  less 
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tlian  2  nor  nioro  than  4  per  cent  of  the  vohime  of 
conc*r(>te  tit  average  cross  section,  and  with  hori- 
zontal bands  not  less  than  14  ^^^^^  i^  diameter 
and  spaced  not  more  than  8  inches  apart. 

E.  The  top  of  such  piles  shall  be  protected 
with  a  cnshioii  cap  of  approved  design  and  when 
driven  to  rock  the  foot  shall  l>e  protected  with  a 
metal  shoe  having  a  square  l)earing,  driven  to 
ro<^;k  or  hardpan. 

F.  The  safe  load  of  a  precast  concrete  pile 
shall  be  determined  by  the  formula  given  for 
rodded  columns  in  the  section  on  reinforced  con- 
crete construction  and  the  total  area  of  concrete 
including  the  portion  outside  of  binders  may 
be  assumed  to  carry  stress  and  wbere  piles  are 
driven  through  silt  or  soft  material,  the  allow- 
able stress  shall  be  reduced  by  the  reduction 
fonnula  specihed  under  reinforced  concrete  con- 
struction, and  the  unstayed  length  of  pile  shall 
be  assumed  as  the  penetration  of  pile  into  w^ater 
and  mud  after  ha  vine,-  received  8  blows  of  a 
drop  hammer  weighing  not  less  than  2,000 
pounds  and  falling  15  feet  or  the  equivalent  of 
this,  but  in  no  case  shall  such  a  pile  be  loaded 
with  more  than  70,000  pounds. 

G.  When  precast  concrete  piles  are  not  driven 
to  refusal,  the  safe  carrying  capacity  for  each 
pile  shall  be  determined  by  the  same  formulas 
as  given  for  wood  piles,  except  that: 

TI.  The  allowalile  load  on  such  piles  shall  not 
exceed  70,000  pounds  if  driven  through  firm 
soil  throughout  or  if  space  arouiul  piles  be  filled 
to  within  at  least  4  feet  from  top  with  oyster 
sliells,  slag,  stone  or  similar  material,  and: 

T.  Provided  that  if  no  such  firm  soil  exists, 
the   maximum   allowable  load  shall   not  exceed 
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7(),()0()  pounds  multiplied  by  (R)   in  reduction 
formula  for  columns  of  reinforced  concrete. 

L 

R=i.r, 

25D 

In  wliicli  L=Pcnetrati{)n  of  pile  into  water 
and  mud,  after  having  received 
three  Ulows  of  a  drop  hammer, 
weighino'  not  less  than  2,000 
pounds  and  falling  IT)  feet  or  the 
equivalent  of  this. 
])=Average  diameter  of  ]^ile. 

L  and  1)  l>oth  given  in  feet. 

Concrete  Piles  Cast  in  Plac;e. 

Par.  4SA.  Concrete  piles  cast  in  phice 
shall  he  made  in  such  a  manner  as  to  insure  the 
exclu'^ion  of  any  foreign  matter  and  to  secure  a 
uniform  full-sized  section  througiiout  the  entire 
length. 

B.  The  average  diameter  of  the  piles  shall 
not  he  less  than  14  inches  and  the  diameter  at 
point  not  less  than  S  inches. 

C.  The  av(>rage  diameter  shall  not  be  less  than 
l/oO  of  the  length,  when  the  pile  is  driven 
through  silt,  mud  or  other  material  having  little 
lateral  stitfness,  to  ledge  or  hardpan,  nor  less 
than  1/40  of  its  length  in  any  case. 

I).  When  not  so  driven  these  piles  shall  he 
treated  as  friction  piles  and  the  carrying  capac- 
ity of  such  ])iles  determined  by  means  of  one  or 
more  \o9it  piles  and  the  allowable  working  load 
shall  not  be  greater'  than  one-half  the  test  load 
under  which  the  pile  shows  no  settlement  for 
21  hours. 
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Ileciiiireiiients  for  Material. 

Par.  11).  All  concrete  used  for  concTete  piles 
shall  be  mixed  in  the  proportion  of  not  less  than 
one  part  of  Portland  cement,  two  parts  of  sand 
and  four  parts  of  broken  stone  or  gravel,  each  of 
these  materials  to  comply  with  the  retiuirements 
as  given  in  the  section  on  Reinforced  Concrete 
Constrnction. 

Tests. 

Par.  50.  The  Insjiector  of  Buildings  shall 
have  anthority  to  order  a  test  of  any  pile.  In 
all  sncli  cases  piles  shall  lie  driven  in  the  pres- 
ence of  the  Inspector  of  Buildings,  or  his  repre- 
sentative. Such  tests  shall  conform  to-  the  fol- 
lowing regulations : 

A.  The  test  shall  not  be  started  until  24 
hours  after  the  pile  is  driven. 

B.  The  pile  sliall  be  loaded  with  twice  the 
proposed  carrying  load. 

C.  The  settlement  shall  be  measured  daily 
until  2-1-  hours  shows  no  settlement.  One-half 
of  tlie  test  load  shall  be  allowed  for  carrying 
load  if  the  test  shows  no  settlement  for  24  hours 
and  the  total  settlement  has  not  exceeded 
l/lOOth  of  an  inch  multiplied  by  the  test  load  in 
tons  of  2,000  pounds. 

Section  3.  And  he  it  further  ordwlned, 
that  except  as  herein  authorized  the  Baltimore 
and  Ohio  Railroad  Oompany  in  constructing 
said  grain  elevator  sliall  comply  with  l\iv  pro- 
visions of  the  Building  Code  of  Baltimore  City 
now  in  effect. 
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Spxtion  1.  And  he  it  farther  ordained, 
that  this  ordinance  shall  take  eil'ect  from  the 
(lat(>  of  its  passage. 

Approved  May  -21,  U)l^3. 

AVAL  F.  BROENING,  Mayor. 
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An  ordiiiaiK'c  ucrMiitiii.ij  to  The  Tiuted  Railways  and 
Electric  ('onipany  of  lUiltiniore.  its  successors  and 
assij^Mis.  (he  riijcht  to  construct,  maintain  and  oper- 
ate tracks,  curves  and  switches,  with  the  necessary 
poles,  wires  and  overhead  construction,  as  follows: 
double  tracks  on  Patterson  Park  Avenue,  connect 
inii^  at  Bank  Street  with  the  existin,ij:  tracks  on  I'at- 
terson  Park  Avenue  and  extendini?  thence  north- 
ward to  Pratt  Street  with  double  track  cun^es 
around  the  southwest  corner,  the  southbound  track 
on  Patterson  Park  Avenue  connectinjj:  to  the  east 
bound  track  on  Pratt  Street,  also  a  second  track  on 
I'ratt  Street  connecting'  to  the  northbound  track  on 
I'atterson  Park  Avenue  to  be  built  hereunder,  and 
extending  thence  westward  on  Pratt  Street  to  Auu 
Street  there  connecting  to  the  existini;  westbound 
track,  also  a  sin,i?le  track  curve  around  the  north- 
west corner  connecting  the  southbound  track  on 
Wolfe  Street  with  the  west  bound  track  on  I'ratt 
Street  to  be  built  h^Mcunder:  and  to  run  on  the 
aforesaid  tracks  and  connecting  tracks,  curves  and 
switches  cars  to  b<>  i)roi)elled  by  electricity  suitplied 
by  overhead  wires  or  by  the  storage  system  or  by 
any  improved  system  which  may  be  approved  by  the 
Mayor  and   Highways  Engineer. 

Sectiox  1.  Be  it  ordained  hjf  the  Mayor  an/i 
City  Council  of  Baltimore  that  the  Tnitod  "Rail- 
ways and  Electric  Coni])any  of  Baltimore,  its 
successors  and  assigns,  he  and  it  is  hereby  an- 
thoi'ized  and  em])owered  to  lay  down,  construct 
and  maintain  tracks  and  connecting  tracks, 
curves  and  switches,  as  hereinafter  mentioned. 
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and  to  run  cars  and  to  operate  a  railway  thereon 
and  also  erei't  and  maintain  the  neeessarv  poles, 
wires   and   overhead  eonstrnetion   and   appurte- 
nances as  may  be  necessary  and  proper  for  said 
tracks     and     connectinii'     tracks,     curves     and 
switches,    namely:    double    tracks   on    Patterson 
Park   Avenue  connectinii'  at    Bank   Street  with 
the  existiuii  tracks  on   Patterson   Park  Avenue 
and  extendiuii'  thenci^  northward  to  Pratt  Street 
with  double  track  curves  around  the  southwest 
corner,  the  southbound  track  on  Patterson  Park 
Axenue  connecting  to  the  eastbound  track  on 
Pratt  Street,  also  a  second  track  on  Pratt  Street 
connectina'  to  the  northbound  track  on  Patterson 
Park  Avenue  to  be  built  hereunder,  and  extend- 
ing thence  westward  on  Pratt   Street  to  Ann 
Street   there   connecting   to   the   existing   w^est- 
bound  track,  also  a  single  track  curve  around  the 
northwest    corner    conne<"ting    the    southlmund 
track  on  Wolfe  Street  with  the  westlx)und  track 
on  Pratt  Street  to  Ix^  built  hereunder :  and  the 
said  Company  is  hereby  further  authorized  and 
empow^ered  to  connect  the  tracks  and  overhead 
construction  hereby  authorized  by  all  necessary 
ap])urtenances  with  the  tracks  and  overhead  con- 
struction already  in  existence  at  said  location 
and  to  make  necessaiw  modifications  of  special 
w^ork  and  to  iim  on  the  aforesaid  tracks  cars  to 
be  propelled  bv  electricity  supplied  bv  overhead 
w^ires  or  by  the  storage  system,  or  by  any  im- 
proved system  which  may  be  approved  by  the 
]\rayor  and  Highways  Ensdneer. 

Sectiox  2.  And  he  if  furtlier  ordained 
that  the  said  railw^ay  tracks  shall  be  built  and 
renew^ed  from  time  to  time  under  the  supervision 
and  subject  to  the  approval  of  the  Highways 
Ensrineer.  and  the  rails  and  rene^vals  thereof 
from  time  to  time  shall  be  of  the  most  improved 
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pattern  of  girder  rails  and  of  a  similar  gauge  to 
tracks  now  in  use  in  said  City,  and  to  be  so  con- 
structed and  laid  down  as  not  to  obstruct  or  im- 
pede the  free  How  of  water  across  said  streets, 
or  down  the  gutters  thereof. 

Sja'Tio^-  3.  And  he  it  furtker  ordained 
that  the  said  grantee,  its  successors  or  assigns, 
shall  at  its  own  expense  in  laying  down  or  relay- 
ing down  from  time  to  time  the  railway  tracks 
hereby  authorized  on  said  streets  adjust  the  said 
tracks  to  the  grades  of  said  streets  as  the  same 
now  are  or  may  hereafter  be  established  by  law, 
and  shall  at  its  own  expense  keep  the  space 
within  each  of  said  tracks  and  for  two  feet  on 
either  side  thereof,  in  thorough  repair,  and  shall 
at  its  own  expense  keep  the  same  free  from  snow 
or  other  obstructions,  but  without  obstructing 
the  other  portions  of  said  streets  on  either  side 
of  said  tracks,  and  shall  pay  to  the  City  if  and 
so  often  as  said  streets  or  any  of  them  shall  be 
leaved  or  repaved  by  the  Mayor  and  City  Coun- 
cil of  Baltimore,  its  officers  or  agents  or  any 
other  officers  or  agents,  duly  authorized  by  law, 
the  cost  of  paN'ing  or  repaving  the  spaces  between 
the  said  tracks  and  extending  for  two  feet  on 
either  side  thereof,  of  whatever  material  the 
same  may  be  constructed.  The  TTnited  Rail- 
ways and  Electric  Company  of  Baltimore  shall 
also  pay  to  the  City,  within  thirty  (30)  days 
after  written  notice  from  the  Highways  Engi- 
neer of  the  amount  due,  the  cost  of  relocating, 
strengthening  or  other^vise  protecting  all  sul> 
surface  structui-es  lielonging  to  the  Mayor  and 
City  Couucil  of  Baltimore  located  in  the  street 
beneath  the  s|)ace  betwe(Mi  the  rails  of  said 
tracks  and  for  two  feet  on  either  side  thereof, 
and  shall  also  pay  to  City  within  thirty  (30) 
days  after  written  notice  from  the  Highways 
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EngiiKH"!-  of  the  aiiioiiiit  diU',  tlic  cast  of  ivloeat- 
iiig  any  surface  structures  Ixdong'iuii  to  the  City 
made  necessary  l>y  the  construction  of  Siud 
tracks,  the  judiiuient  of  the  Highways  Engineer 
ap])roved  l>y  the  I^oard  of  Estimates  as  to  the 
work  necessary  to  safeguard  said  sul>-surt'ace 
structures  and  as  to  the  necessity  of  relocating 
any  surface  structures  to  be  final:  and  the  said 
The  Tnited  Railways  and  Electric  Company  of 
Baltimore  shall  also  pay  to  the  Mayor  and  City 
Council  of  Baltimore  within  thirty  (30)  days 
after  written  notice  from  the  Highways  Engi- 
neer of  the  amount  due,  the  cost  of  such  addi- 
tional sewer  inlet  or  inlets  with  the  necessary 
connecting  pipe  or  pipes  as  in  the  judgnnent  of 
the  Highways  Engineer  are  required  for  the 
purpose  of  proper  drainage  as  the  result  of  the 
construction  of  said  tracks.  The  said  work  of 
relocating  surface  structures,  and  relocating, 
strengthening  or  otherwise  protecting  subsur- 
face structures,  to  be  done  concurrently  with  the 
laying  of  said  tracks  and  l>efore  the  restoration 
of  the  street  paving. 

Secttox  4.  And  he  if  further  ordained 
that  the  Mayor  and  City  Council  of  Baltimoi-e 
shall  at  all  times  have  and  retain  the  power  and 
right  to  reasonably  regulate,  in  the  public  in- 
terest, the  exercise  of  the  rights  herein  gTanted 
and  that  the  said  rights  shall  be  exercised  and 
enjoyed  within  six  fB)  months  after  the  gi*ant, 
as  provided  by  Section  87  of  Article  4  of  the 
Code  of  Public  Local  Laws  of  ^Taiwland.  "Enti- 
tled City  of  Baltimore,"  sul>title  ^'Cliai-ter," 
and  that  the  risrhts  herein  gi*anted  shall  be  held, 
exercised  and  enjoyed  for  the  period  of  twenty- 
five  (25)  years  and  with  the  further  rights  to 
said  gTantee,  at  a  fair  revaluation,  including  in 
such   revaluation  the  value  derived  from  said 
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right,  to  renewals  not  exceeding  in  the  aggi-e- 
gate  twenty-five  (25)  years;  that  upon  the  ter- 
mination of  said  rights  herein  granted  there 
shall  bo  a  fair  valuation  of  the  plant  and  prop- 
erty of  said  grantee,  to  be  constructed  by  vii-tue 
of  this  ordinance,  which  shall  be  and  become  the 
property  of  the  City  of  Baltimore,  at  its  elec- 
tion, on  its  paying  said  grantee  said  valuation, 
that  said  payment  is  to  be  at  a  fair  and  equita- 
ble valuation  of  the  same  as  property,  excluding 
anv  value  derived  from  the  right  or  franchise 
by  this  Ordinance  granted ;  the  said  revaluation 
and  valuation  hereinbefore  provided  for  to  be 
determined  upon  by  two  arbitrators — one  to  be 
appointed  l)y  the  Mayor  of  the  City  of  Balti- 
more and  the  other  to  be  appointed  by  the  said 
grantee,  its  representatives  or  assigns,  who,  in 
case  they  shall  be-  unable  to  agree  between  them- 
selves, shall  appoint  a  third  arbitrator  and  the 
decision  of  a  majority  of  said  arbitrators  shall 
be  final  and  binding  as  to  a  revaluation  or  valua- 
tion aforesaid;  ])rovided,  that  if  said  two  arbi- 
trators shall,  after  a  reasonable  time,  fail  to 
agree  upon  an  umpire,  then  the  Board  of  Esti- 
mates shall  appoint  such  umpire. 

Skctton  5.  And  he  it  further  ordained 
that  the  right  and  duty  are  hereby  expressly 
reserved  to  the  Mayor  and  City  Council  of  Bal- 
timore at  all  times  to  exercise  in  the  interest  of 
the  public  full  municipal  superintendence,  rc^gn- 
lation  and  control  in  respect  to  all  matters  con- 
nected w^ith  the  aforesaid  gi^ants  and  not  incon- 
sistent with  the  terms  thereof,  and  in  the  event 
of  the  said  crantee,  its  successors  or  assigns,  re- 
fusing, neglecting  or  failing  to  comply  with  anv 
of  the  terms  or  conditions  upon  which  the  said 
franchises  and  riirhts  are  hereby  srranted,  said 
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franchises  shall  Ihj  and  lK,'come  wholly  nnll  and 
void. 

Sp:ctiox  (3.  And  he  it  farther  orchiiwd 
that  non-compliance  at  any  time  or  times  by  the 
i»rantee,  its  snccessors  or  assigns,  with  any  of  the 
terms  of  the  grant  hereby  made,  shall  operate  as 
a  forfeitnre  of  the  grant  hereby  made,  which 
shall  therenpon  be  and  l)ecome  void  and  that 
nothing  short  of  an  ordinance  of  the  Mayor  and 
City  Conncil  of  Baltimore  shall  operate  as  a 
Avaiver  of  any  forfeitnre  of  the  grant  hereby 
made. 

Sectiox  7.  And  he  it  further  ordained 
that  the  wmpensation  to  Ik?  paid  by  the  United 
Railways  and  Electric  Company  of  Baltimore 
for  the  franchises  and  rights  hereby  gi'anted 
shall  be  the  snm  of  fifty  cents  (50c )  per  foot  of 
single  track,  the  nnmber  of  feet  and  the  total 
amonnt  of  the  compensation  to  l)e  fixed  by  the 
Kiii'hways  Engineer,  after  the  measurement  by 
him  of  the  actual  nund)er  of  feet  of  track  laid 
under  the  provisions  of  this  ordinance,  and  all 
twpenses  of  advertising. 

Section  8.  Aiid  he  if  further  ordained 
that  this  ordinance  shall  take  eti'ecl  from  the 
date  of  its  passage. 

Approved  :May  21,  1923. 

WM.  F.  BROETsnXG,  Ma, /or. 
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All  orcliiianct"  ;4nnitiii,ii  to  the  I'liiti'd  Kaihvays  ami 
Ek'ctric  Coiiipaiiy  of  r.alliiiioro.  its  succossors  and 
assigns,  the  right  to  consti-iict,  maintain  and  oper- 
ate tracks,  curves  and  switches,  with  the  necessary 
poles,  wires  and  overhead  construction,  as  follows : 
I)()nl)le  traclvs  connecting  curves  around  tlie  north- 
east corner  of  Broadway  and  Eastern  Avenue,  coii- 
necting  the  existing  trades  on  Broadway  to  the  ex- 
isting traclvs  on  Eastern  Avenue;  and  to  run  on  the 
aforesaid  trades  and  connecting  traclvs.  curves  and 
switches  cars  to  he  propelled  by  electricity  supplied 
by  overhead  wires  or  by  the  storage  system  or  by 
any  improved  system  which  may  be  approved  by 
the  Mayor  and  Highways  Engineer. 

Section  1.  Be  it  ordained  hi/  the  Mayor  and 
City  Coiuicil  of  Baltimore  that  the  rnited  Rail- 
ways and  Electric  Company  of  Baltimore,  its 
successors  and  assigns,  be  and  it  is  hereby  au- 
thorized and  empowered  to  lay  down,  construct 
and  maintain  tracks  and  connecting  tracks, 
curyes  and  switches,  as  hereinafter  mentioned, 
and  to  rim  cars  and  to  operate  a  railway  thereon 
and  also  erect  and  maintain  the  necessary  |X)les, 
wires  and  overhead  construction  and  a]>purte^ 
nances  as  may  be  necessary  and  proper  for  said 
tracks  and  connecting  tracks,  curves  and 
switches,  namely:  Double  track  connecting 
curves  around  the  TsTortheast  comer  of  Broad- 
way and  Eastern  Avenue,  connecting  the  exist- 
ing tracks  on  Broadway  to  the  existing  tracks 
O'U  Eastern  Avenue:  and  the  said  Company  is 
hereby  further  authorized  and  empowered  to 
connect  the  tracks  and  overhead  construction 
hereby  authorized  by  all  necessary  appurte- 
nances with  the  tracks  and  overhead  construc- 
tion already  in  existence  at  said  locations,  and  to 
make  necessary  modifications  of  special  work 
and  to  run  on  the  aforesaid  tracksi  carj;  to  be  pro- 
pelled bv  electricity  supplied  bv  overhead  wires 
or  by  the  storage  system,  or  by  any  improved 
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system  wliieli  may  bo  approved  by  tlie   Mayor 
and  lligliways  Engineer. 

Section  2.  And  be  it  further  ordained 
that  the  said  railway  tracks  shall  be  l)uiU.  and 
renewed  from  time  to  time  under  the  supervision 
and  subject  to  the  approval  of  the  llighways 
Engineer,  and  the  rails  and  renewals  thereof 
from  time  to  time  shall  be  of  the  most  impro'vod 
pattern  of  girder  rails  and  of  a  similar  gauge  to 
tracks  now  in  use  in  said  City,  and  to  be  so  con- 
structed and  laid  down  as  not  to  obstruct  or  im- 
pede the  free  How  of  water  across  said  streets, 
or  down  the  gutters  thereof. 

Section  3.  And  he  it  further  ordained 
that  the  said  grantee,  its  successors  or  assigiis, 
shall  at  its  own  expense  in  laying  down  or  relay- 
ing down  from  time  to  time  the  railway  tracks 
hereby  authoirized  on  said  streets  adjust  the  said 
tracks  to  the  grades  of  said  streets  as  the  same 
now  are  or  may  hereafter  be  established  by  law, 
and  shall  at  its  own  expense  keep  the  space 
within  each  of  said  tracks  and  for  two  feet  on 
either  side  thereof,  in  thorough  repair,  and  shall 
at  its  own  expense  keep  the  same  free  from  snow 
or  other  obstructions,  but  without  obstructing 
tlie  other  portions  of  said  streets  on  either  side 
of  said  tracks,  and  shall  pay  to  the  City  if  and 
so  often  as  said  streets  or  any  of  them  shall  Ix^ 
paved  or  repaved  by  the  Mayor  and  City  Cbun- 
cil  r/f  Baltimore,  its  officers  and  agents  or  any 
otlier  officers  or  agents,  duly  authorized  by  law, 
the  cost  of  ])aving  or  repaving  the  spaces  between 
the  said  tracks  and  extending  for  two  feet  on 
either  side  thereof,  of  whatever  mateirial  the 
same  may  be  constructed.  The  Ignited  Rail- 
ways and  Electric  Company  of  Baltimore  shall 
also  pay  to  the  City,  within  thirty   (30)   days 
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after  written  notice  from  the  Highways  Engi- 
neer of  the  iuiiount  due,  the  cost  of  rehx'iiting, 
strengthening  or  otherwise  protecting  all  snl>- 
surface  structures  lx>longing  to  the  ^layor  and 
City  Council  of  Baltimore  hx'ated  in  the  street 
Ueneath  the  space  l>etween  the  rails  of  said 
tracks  and  for  two  feet  on  either  side  thereof, 
and  shall  also  pay  to  City  within  thirty  (30) 
days  after  written  notice  from  the  Highways 
Kngineer  of  the  amount  due,  the  cost  of  relocat- 
ing any  surface  structures  belonging  to  the  City 
made  necessary  by  the  construction  of  said 
tracks,  the  judgment  of  the  Highways  Engineer 
approved  by  the  Board  of  Estimates  as  to  the 
work  necessary  to  safeguard  said  sulvsurface 
structures  and  as  to  the  necessity  of  relocating 
any  surface  structures  to  l^e  final ;  and  the  said 
The  United  Railways  and  P^lectric  Company  of 
Baltimore  shall  also  pay  to  the  Mayor  and  City 
Council  of  Baltimore  within  thirty  (30)  days 
after  written  notice  from  the  Highways  Engi- 
neer of  the  amount  due,  the  cost  of  such  addi- 
tional sewer  inlet  or  inlets  with  the  necessary 
connecting  pipe  or  pipes  as  in  the  judgment  of 
the  Highways  Engineer  are  required  for  the 
purpose  of  proper  drainag'e  as  the  result  of  the 
construction  of  said  tracks.  The  said  work  of 
relocating  surface  structures,  and  relocating, 
strengthening  or  otherwise  protecting  sub-sur- 
face structures,  to  be  done  concurrently  with  the 
laying  of  said  tracks  and  before  the  restoration 
of  the  street  paving. 

Sec'I'iox  4.  A)uJ  he  it  furflirr  ordained 
that  the  ^Fayor  and  City  Council  of  I-)altimore 
shall  at  all  times  have  and  retain  the  power  and 
right  to  reasonal>ly  regulate,  in  the  public  in- 
f(  rest,  the  exercise  of  the  rights  herein  gi-anted 
and  that  the  said  rights  shall  l>e  exercised  and 
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enjoyed  within  six  (H)  months  after  the  grant, 
as  provi(le<l  by  Section  o~  of  Article  4  of  the 
Code  of  Pnl>lic  F^ocal  Laws  of  Maryland,  enti- 
tled "City  of  Baltimore/'  snb-title  ''Charter," 
iind  that  the  rights  herein  granted  shall  1^  held, 
exercised  and  enjoye<l  for  the  period  of  twenty- 
five  (25)  years  and  with  the  further  right  to 
said  gTantee,  at  a  fair  revaluation,  including  in 
such  revaluation  the  value  derived  from  said 
right,  to  renewals  not  exceeding  in  the  aggi'e- 
gate  twenry-tive  [-2'))  years;  that  upon  the 
termination  of  said  rights  herein  granted 
sluill  K'  a  fair  valuation  of  the  plant  and  prop- 
erty of  said  grantee,  to  he  constructed  by  virtue 
of  this  ordinance,  which  shall  he  and  Ix^come  the 
property  of  the  City  of  Baltimore,  at  its  elec- 
tion, on  its  paying  said  grantee  said  valuation, 
that  said  payment  is  to  be  at  a  fair  and  equita- 
ble valuation  of  the  same  as  property,  excluding 
any  value  derived  from  the  right  or  franchise 
by  this  Ordinance  gTanted ;  the  said  revaluation 
and  valuation  hereinbefore  provided  for  to  be 
determined  upon  by  two  arbitrators — one  to  be 
appointed  by  the  ]\layor  of  the  City  of  Balti- 
more and  the  other  to  lie  appointed  by  the  said 
grantee,  its  representatives  or  assigns,  who,  in 
case  they  shall  l>e  unable  to  agree  l^etween  them- 
selves, shall  appoint  a  third  arbitrator  and  the 
decision  of  a  majority  of  said  arbitrators  shall 
be  final  and  binding  as  to  a  revaluation  or  valua- 
tion aforesaid;  ju^ovided,  that  if  said  two  arbi- 
trators shall,  after  a  reasonable  time,  fail  to 
agree  upon  an  umpire,  then  the  Board  of  Esti- 
mates shall  appoint  such  umpire. 

SixTiox  .").  A)irJ  he  if  further  ordained 
that  the  right  and  duty  are  hereby  expressly 
reserved  to  the  flavor  and  City  Council  of  Bal- 
timore at  all  times  to  exercise  in  the  interest  of 
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the  public  full  municipal  superintendence,  regu- 
lation and  control  in  respect  to  all  matters  con- 
nected with  the  aforesaid  grants  and  not  incon- 
sistent with  the  temis  thereof,  and  in  the  event 
of  the  said  grantee,  its  successors  or  assigns,  re- 
fusing, neglecting  or  failing  to  comply  with  any 
of  the  terms  or  conditions  upon  which  the  said 
franchises  and  rights  are  hereby  granted,  said 
franchises  and  rights  shall  1x3  and  l>ecome 
wholly  null  and  \'oid. 

Section  (5.  And  he  it  furtlier  ordained 
that  non-compliance  at  any  time  or  times  by  the 
grantee,  its  successors  or  assigns,  wnth  any  of  the 
terms  of  the  grant  hereby  made,  shall  operate  as 
a  forfeiture  of  the  grant  hereby  made,  which 
shall  thereupon  be  and  become  void  and  that 
nothing  short  of  an  ordinance  of  the  Mayor  and 
Citj  Council  of  Baltimore  shall  operate  as  a 
w^aiver  of  any  forfeiture  of  the  grant  hereby 
made. 

Sectiox  T.  And,  he  it  further  ordained 
that  the  compensation  to  be  paid  by  the  Tnited 
Railways  and  Electric  Company  of  Baltimore 
for  the  franchises  and  rights  hereby  granted 
shall  be  the  sum  of  One  Dollar  ($1.00)  per 
lineal  foot  of  single  track,  the  number  of  feet 
and  the  total  amount  of  compensation  to  be  fixed 
hy  the  Highways  Engineer  after  the  measure- 
ment hy  him  of  the  actual  nnndxn'  of  feet  ol 
ti-ack  laid  under  the  provisions  of  this  ordinance 
and  all  the  expenses  of  advertising. 

Si:(  Tiox  S.  And  he  it  further  ordained 
that  this  ordinance^  shall  take  (^ti'ect  fnmi  the 
date  of  its  ])assage. 

Aj)j)ro\("d  May  iM,   102']. 

WM.  \\  IJKOKXIXG,  .Vr///o/. 
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All  ordinance  to  autliorize  the  Haltiniore  and  Olii(t 
Railroad  Company  to  eonstrnct.  maintain  and  oi. 
erate  a  Railroad  traclv  across  P.nsii  Street,  hegi li- 
ning at  a  point  in  tlie  sontli  bnilding  line  of  Riisli 
Street  three  hnndred  and  tifty  eight  (:>r»s)  feet  west 
of  the  west  line  of  Ridgely  Street,  and  running 
northeastwardly  across  Rush  Street  to  a  iK)int  in 
the  North  line  of  Rush  Street  3r>4..')  feet  west  of  th^^ 
west  line  of  Ridgely  Street. 

Sectiox  1.  Be  it  ordained  by  the  Mayor  ami 
City  Council  of  Ridtimore,  that  The  Baltimore 
and  Ohio  Raih'oad  Company  lie,  and  it  is  hereby 
aiitliorized  to  construct,  maintain  aud  operate 
a  single  railroad  track  across  Bush  Street,  de- 
scril)ed  as  follows: 

Beginning  for  the  center  line  of  said  railroad 
track  at  a  point  in  the  south  building  line  of 
Bush  Street  o58  feet  west  of  the  west  line  of 
Ridgely  Street,  measured  along  said  line  of 
Bush  Street,  and  running  thence  northeastward- 
ly across  Bush  Street  by  a  curve  to  the  right 
with  a  radius  of  287.94  feet,  the  distance  of  70 
feet  to  a  point  on  the  north  line  of  Bush  Street 
o54.5  feet  west  of  the  west  line  of  Ridgely 
Street,  measured  along  the  north  line  of  Bush 
Street. 

Sectiox  2.  And  he  it  further  ordained, 
that  the  ^fayor  and  City  Council  of  Baltimore 
shall,  at  all  times,  have  and  retain  the  jiower  aud 
right  to  reasonablv  regulate,  in  the  public  inter- 
est, the  exercise  of  the  right  herein  granted, 
and  that  the  said  right  shall  Ix:'  executed  and 
tmjoyed  within  six  months  after  the  grant,  as 
provided  by  Section  37,  of  Article  4.  of  the 
Code  of  Public  Local  Laws  of  ^faryland.  enti- 
tled ''City  of  Baltimore,"  sulv-title  ''Charter," 
and  that  the  riaht  lierein  aranted  shall  Ix^  held. 
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exercised  and  eiijovod  far  the  period  of  twenty- 
iive  years,  and  with  the  fnrtlier  right  to  said 
.i»'rante(>,  at  a  fair  revaluation,  including  in  such 
i-evaluation  the  value  deri\'ed  from  said  right, 
to  renewals  not  exceeding  in  the  aggregate  twen- 
ty-tive  years;  that  upon  the  termination  of  said 
right  herein  granted  there  shall  he  a  fair  valua- 
tion of  the  plant  and  property  of  the  said 
grantee,  to  be  constructed  by  virtue  of  this 
Ordinance,  which  shall  be  and  become  the  prop- 
city  of  the  C'ity  of  Baltimore,  at  its  election, 
on  its  ])aying  said  grantee  said  valuation;  the 
said  payment  to  be  a  fair  and  equitable  valua- 
tion of  the  same  as  property,  excluding  any 
value  derived  from  the  right  or  franchise  by  this 
ordinance  granted,  the  said  revaluation  and 
valuation  hereinbefore  provided  for  to  be  deter- 
mined upon  by  two  arbitrators,  one  to  Ix^  ap- 
pointed by  the  Mayor  of  the  City  of  Baltimore 
and  the  other  to  be  appointed  by  the  grantee,  its 
representatives  or  assigns,  who,  in  case  they 
shall  lie  unable  to  agree  between  themselves, 
shall  appoint  a  third  arbitrator,  and  the  deci- 
sion of  a  majority  of  said  arbitrators  shall  Iw 
final  and  binding  as  to  the  revaluation  and  valu- 
ation aforesaid,  provided,  that  if  the  said  two 
arbitrators  shall,  after  a  reasonable  time,  fail 
to  agree  upon  an  umpire,  the  ^layor  shall  ap- 
point such  umpire. 

Section  8.  Aiul  he  it  further  ordained, 
that  the  right  and  duty  are  hereby  expressly 
reserved  to  the  Afayor  and  City  Council  of  Bal- 
timore at  all  times  to  exercise  in  the  interest  of 
the  ])ublic  full  municipal  superintendence,  regu- 
lation and  control  in  respect  to  all  matters  con- 
nected with  the  grant  Inu'ein  contained  ami  not 
incousistent  with  the  terms  thereof,  and  that  in 
tlie  event  of  the  said  i>,rantee,  its  successors  or 
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assigns,  refusing,  neglecting  or  failing  to  eoni- 
ply  with  any  of  the  terms  or  conditions  npon 
which  the  said  franchise'  or  right  are  herein- 
granted,  said  franchise  or  right  shall  1k'  and 
IxH'onie  wholly  nnll  and  void. 

Sectiox  -I-.  A)id  he  it  furilier  ordained. 
that  the  said  grantee,  its  snccessoi*s  and  assigns 
shall,  at  its  own  expense,  in  laying  down,  from 
time  to  rime,  its  said  railroad  track  on  said 
street,  adjust  its  said  track  to  the  grade  of  snch 
street,  as  the  same  is  now  or  may  hereafter  l)e 
established  by  law,  and  shall  at  its  owii  expense 
keep  the  spac^^  Ix^tween  the  rails  of  said  track 
and  for  two  feet  on  either  side  thereof  in  thor- 
ongh  repair,  and  shall  at  its  own  expense  keej> 
the  same  free  from  snow  or  other  obstrnction, 
bnt  withont  obstrncting  the  other  portion  of 
said  street  on  either  side  of  said  track,  and  shall 
pay  to  the  City  if  and  so  often  as  said  street 
shall  be  paved  or  repaved  by  the  Mayor  and 
City  Conncil  of  Baltimore,  its  oificers  and 
agents,  or  any  other  officers  or  agents  dnly  an- 
thorized  by  law,  the  cost  of  paving  or  repaving 
the  space  l)etween  the  rails  of  said  tracks  and 
for  two  feet  on  either  side  thereof. 

The  said  Baltimore  and  Ohio  Eailroad  Com- 
pany shall  also  pay  to  the  City  within  thirty 
days  after  written  notice  from  the  Highw^ays 
Engineer  of  the  amount  dne,  the  cost  of  relo- 
cating, strengthening  or  encasing  in  concrete, 
all  snb-snrface  structures  belonging  to  the  Mayor 
and  City  Council  of  Baltimore,  located  in  the 
street  beneath  the  space  l>etween  the  rails  of 
said  track  and  for  two  feet  on  either  side  there- 
of, and  shall  also  pay  to  the  City,  within  thirty 
days  after  written  notice  from  the  Highways 
Eno'ineer  of  the  amount  due,  the  cost  of  relocat- 
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iiig  any  surface  strnctnres  belonging  to  the  City 
made  necessary  by  the  constrnction  of  said  track, 
the  judgment  of  the  Highways  Engineer  as  to 
the  work  necessary  to  safeguard  said  snb-surface 
strnctnres  and  as  to  the  necessity  of  relocating 
any  surface  structures  to  be  final,  and  the  said 
Baltimore  and  Ohio  Railroad  Company  shall 
also  pay  to  the  City  within  thirty  days  after 
written  notice  from  the  Highways  Engineer  of 
the  amount  dne,  the  cost  of  such  additional  sewei 
inlet  or  inlets  with  the  necessary  connecting 
pipe  or  pipes,  as  in  the  jndgment  of  the  High- 
ways Engineer  are  required  for  the  purpose  of 
proper  drainage  as  the  result  of  the  construc- 
tion of  said  tracks. 

Sec'J'ion  5.  And  he  if  further  ordained, 
that  in  consideration  of  the  right  hereinlTefore 
granted,  the  said  grantee  shall  pay  to  the  ^layor 
and  City  Council  of  Baltimore,  within  thirty 
days  after  the  passage  of  this  Ordinance,  all 
expenses  of  advertising,  and  the  sum  of  Sev- 
enty Dollars  ($70.00)  and  a  like  sum  of  Seven- 
ty Dollars  ($70.00)   annually  thereafter. 

Stvctiox  ().  And  he  it  further  ordained, 
that  non-compliance  at  any  time  or  times  by  the 
grantee,  its  successors  or  assigns,  mth  any  of 
the  terms  of  the  grant  hereby  made,  shall  operate 
as  a  forfeiture  of  the  grant  herein-  made,  which 
shall  thereupon  be  and  become  void,  and  that 
nothing  short  of  an  ordinance  of  the  flavor  ami 
City  Council  of  Baltimore  shall  operate  as  a 
waiver  of  any  forfeiture  of  the  grant  hereby 
made. 

Sectton  7.  And  he  it  further  ordained. 
that  if  at  any  time  the  track  of  the  Baltimore 
and  Ohio  Railroad  Company  shall  be  removed, 
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or  if  the  track  lieroby  authorized  shall  h<3  ac- 
(jnired  by  the  City  of  Baltimore  for  the  purpose 
of  estahlishiuii'  a  municipal  trackage  syst^'m,  or 
for  aH\'  other  purposes  of  the  municipality,  then 
this  ordinance  shall  \ye  void,  and  all  frauchises 
and  rights  hereby  granted  sliall  cease  and  deter- 
mine without  compensation  to  the  grantee,  its 
successors  or  assigns. 

Section  8.  And  he  it  furiliev  ordained, 
that  the  track  hereby  authorized  shall  be  con- 
structed under  the  supervision  of  aiid  to  the 
entire  satisfaction  of  the  Highways  Engineer, 
and  that  the  rails  to  be  used  in  the  said  con- 
struction and  renewals  thereof,  from  time  to 
time,  shall  be  of  such  character  as  the  Highways 
Engineer  shall  determine.  The  grantee  here- 
under shall  from  time  to  time,  change  the  loca- 
tion of  the  track  authorized  to  be  constructed 
whenever  in  the  judgment  of  the  Highways  En- 
gineer the  ]>ublic  convenience  may  require  it, 
and  he  shall  issue  a  An-itten  order  therefor  ap- 
pro^'ed  by  the  Board  of  Estimates. 

Sec'i'ion  9.  And  he  if  fiirfher  ordained, 
that  the  Baltimore  and  Ohio  Railroad  Company 
shall  not  be  permitted  to  stand  a  car  or  cars  on 
the  track  hereby  authorized  to  be  constructed. 

Section  10.  And  he  it  further  ordained, 
that  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  May  21,  1928. 

Wll.  F.  BROETs^ING,  Mayor. 
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'No.  937. 

An  urdiiuiiicc  lo  add  a  new  section  to  Article  4  of  tlie 
Baltimore  City  Code  of  llKMi.  to  be  known  as  Sec- 
tion L'4-A.  and  to  follow  innnediately  after  Section 
24  of  said  Article,  as  repealed  and  reordained  liy 
Ordinance  No.  304.  approved  May  24,  11)20.  and 
known  as  the  Parking  Ordinance,  said  new  section 
to  exempt  physicians  from  the  restrictions  of  said 
ordinance  as  to  their  vehicles  standini;  in  front  of 
their  own  residences. 

8ecti():s:  1.  Be  it  ordained  hij  the  Mayor 
and  City  Council  of  Baltimore,  that  a  new 
Section  be  and  it  is  hereby  added  to  Article  4 
of  the  Baltimore  City  Code  of  1906,  said  new 
Section  to  be  known  as  Section  24 A  and  to  fol- 
low immediately  after  Section  24  of  said  Arti- 
cle, as  said  Section  was  repealed  and  reordained 
by  Ordinance  Xo.  304  approved  May  24,  1920. 
Said  new  Section  to  read  as  follows: 

24A.  The  ix^strictioiis  provided  for  by  Sec- 
tion 24  of  this  Article  shall  not  a])ply  to  the 
vehicles  of  Physicians  while  standinc:  in  front 
of  their  own  residences. 

Si<:cTi().\  2.  And  l)c  it  fiiH/icr  ordained, 
that  this  ordinance  shall  tal\(^  ctrcct  from  fh(^ 
date  of  its  passai>e. 

Approved  May  21,  1923. 

W]\r.  F.  BROENTNO,  Mayor. 


No.  938. 


An  ordinance  to  promote  the  health  and  (>tliciency  of 
I'Mremen  in  the  Fire  Department  of  Haltimore  City, 
Ity  pi-ovidinur  for  a  two-i)latoon  system,  annual  va- 
cations and  continuance  of  pay  when  ill, 

Skction  1.     Be  it  ordained  hj/  the  Mayor  and 
City  Conned  of  Baltimore,  that  the  Board  of 
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Fire  Coinniissioiiors  of  Baltimore  City  Ix^  and 
it  is  hereby  directed  to  divid(>  the  otHeers  and 
members  of  the  Fire  Department  of  said  eity 
into  two  eqnal  phitoons,  one  to  perform  day 
service  and  the  other  to  perform  nig'ht  service. 
The  day  platoon  shall  <>o  on  duty  at  S  A.  M. 
and  shall  g'o  off  duty  at  6  P.  M.,  and  the  night 
platoon  shall  go  on  duty  at  6  P.  M.  and  go  off 
duty  at  8  A.  M.,  except  in  case  of  riot,  serious 
couHagration,  epidemic  or  other  emergency, 
when  the  said  Fire  Commissioners,  or  the  officer 
or  othcers  in  charge,  shall  have  the  power  to  as- 
sign all  the  members  of  the  said  Fire  Depart- 
ment to  continuous  duty,  or  continue  any  mem- 
ber or  members  in  service,  so  long  as  may  be 
necessaiy.  The  platoon  shall  shift  every  fourth 
day,  by  keeping  the  day  platoon  on  continuous 
duty  for  twenty-four  hours  and  by  relieving  the 
night  platoon,  for  the  same  ]>eriod,  from  any 
duty  at  all,  except  in  emergerices  as  hereinbe- 
fore set  out.  The  officers  in  charge  of  each 
])lato()n  shall  shift  from  day  to  night  duty,  and 
from  night  duty  to  day  duty  every  third  day, 
so  that  no  officer  shall  have  exclusively  umler 
his  charge  the  sanu'  platoon.  Provided,  how- 
(  \'er,  that  this  section  shall  not  apply  to  the 
Cliief  EngiiKH^"  of  the  Fire  Department,  to  the 
Chief  of  the  Fire  Prevention  Bureau  (U*  to  the 
Cliief  of  th(»  School  of  Instruction,  nor  shall  it 
ap]dy  to  those  employed  oii  the  Firelwats,  at 
the  Pum])ing  Station,  and  the  repair  shops, 
with  the  exception  of  the  Chiefs  of  the  Fire- 
boats. 

Section  2.  And  he  if  furflier  ordained, 
that  ev(M'v  officer  and  member  of  said  Fire  De- 
partment shall  be  entitled  to  an  annual  vaca- 
tion equal  to  that  now  received  by  said  members 
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l)iif  ill  no  (.'i\>v  ]c'88  that  fourteen  full  days  witli 
full  pav.  Xo  pay  is  to  hv  forfeited  by  any 
ofiieer  or  nieiiil)er  of  said  Vwc  Departnieiii  on 
account  of  illness,  in  accordance  witli  Section 
:>  of  Article  11  of  the  Baltimore  City  Code  of 
I'M)!). 

Sk(  riox  .').  .1//^/  be  H  fiirtJier  ordahied, 
that  this  oi-dinance  shall  take  effect  January 
1,  11)24. 

Approved  May  21,  1028. 

WM.  F.  BROENTNG,  Maifor. 


^o.  939. 

All  orcliii;niC(»  to  rci'<';tl  mikI  ro-ciiMct.  with  amend 
iiieDts.  Seel  ion  one  .-uid  Section  eitrlit  of  Ordinance 
002.  approved  Jnlv  L>(»th.  1020.  entitled  "An  ordi- 
nance anthorizin.u-  The  Baltimore  and  Ohio  Railroad 
(\)mi>anv  to  constrnct.  maintain  and  operate  six 
railroad  ti-acks  across  Fort  Avenue"  etc. 

Section  1.  Be  it  ordained  hi/  the  May  or  and 
(^Hfi  (\)}(nrl]  of  Pxdfimore,  That  Section  1.  and 
S(>ctioii  S,  of  Ordinance  Xo.  502,  ap])rov(^d 
Julv  2()tli,  1020.  hv  and  they  are  herehy  n- 
])ealed  and  re-enacted,  with  amendments,  so  as 

to  read  as  follows: 

— I 

Section  1.  Be  it  ordained  by  the  Mayor  and 
Citv  Council  of  Baltimore,  That  the  Baltimore 
and  Ohio  Kaili'oad  Com])aiiy  be,  and  it  is  here- 
by authorized  to  construct,  maintain  and  oper- 
ate two  siuirle  railroad  tracks  across  the  Vd  of 
Fort  Avenue,  the  centre  line  of  said  two  tracks 
to   ho   3ol  2^10    feet    w(^st    fnun    the   centre   of 


DccMtor  Street,  said  tracks  to  Ix'  eoiistrneted  ])e- 
!()\v  rlu"  present  ii'rade  of  Fort  Avenue. 

Section  S.  And  be  it  fnrtlier  ordained,  tliat 
ill  consideration  of  the  ri<>-lits  hereinbefore 
iirantod,  the  said  grantee  shall  pay  to  tlie  flavor 
and  City  Council  of  Baltimore,  within  ten  days 
after  the  passa<>e  of  this  ordinance,  all  expenses 
of  advertising"  and  the  sum  of  $756  in  jiay- 
ment  of  franchise  charges  for  the  years  l'.»2(). 
10^1  and  1022,  and  the  snm  of  $252.00  annn- 
ally  thereafter,  and  in  further  consideration  of 
the  rights  hereinbefore  granted,  the  said  grantee 
shall  convey  to  the  ^layor  and  City  Council  of 
Iniltimore,  by  a  deed  to  be  approved  by  the  City 
Solicitor,  the  triangular  parcel  of  ground  lx>- 
longing  to  the  said  Baltimore  and  Ohio  Rail- 
road Company,  and  descibed  as  follows  : 

Beginning  at  a  point  in  the  north  right-of- 
way  line  of  the  Baltimore  and  Ohio  Railroad, 
where  said  right-of-way  line  intersects  the  line 
between  lands  now  or  formerly  l3elonging  to 
The  Torsch  Packing  Company  and  lands  now 
or  formerly  belonging  to  the  Mayor  and  City 
Council  of  Baltimore  City; 

Thence  northeasterly  along  the  right-of-way 
line  of  Baltimore  and  Ohio  Railroad  276  feet, 
more  or  less,  to  its  intersection  with  the  line 
l>etween  lands  fonnerly  Ix^longing  to  James 
Woodall  and  lands  fonnerly  belonging  to  Trus- 
tees of  James  Woodside : 

Thence  southwesterly  ^dong  aforesaid  line  be- 
tween lands  of  James  Woodall  and  lands  (^f 
Trustees  of  James  Woodside,  a  distance  of 
eighty  (80)  feet,  more  or  less,  to  the  southerly 
right-of-way  line  of  the  Baltimore  and  Ohio 
Railroad  Company; 
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Tliciicc  soutliwesterly  aloii^-  soutlicM-lv  ri<ilif- 
ot'-way  line  of  Baltimore  and  (31iio  Railroad,  a 
distance  of  one  hundred  and  thirty  (loO)  f(!et, 
more  or  less,  to  a  point; 

7dK>nce  northewsterly,  and  beini»'  jjarallel  to 
the  north  line  of  Clement  Street,  a  distance  of 
one  hundred  and  eig'hteen  (118)  feet,  more  or 
less,  to  the  place  of  beginning. 

It  is  intended  to  describe  hereby  the  tract  of 
right-of-way  now  belonging  to  the  Baltimore 
and  Ohio  Railroad  Company  that  lies  adjacent 
and  to  the  southwest  of  the  land  acquired  by  the 
Mayor  and  City  Council  of  Baltimore,  from 
James  Woodall,  Trustee  of  James  AVoodside 
and  Malcolm  Baxter,  Jr.,  for  the  Third  Section 
of  the  Key  Highway. 

Nothing  herein  contained  shall  entitle  the 
Baltimore  and  Ohio  Railroad  Company  to  lay 
down  and  construct  more  than  two  tracks  over 
Fort  Avenue  at  the  location  herein  described  at 
any  time  in  the  future  without  an  ordinance  of 
the  Mayor  and  City  Council  of  Baltimore, 
granting  them  a  franchise  therefor. 

Section  2.  And  he  it  further  ordained, 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  May  21,  1923. 

WM.  F.  BROENTNG,  Maj/or, 
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:N'o.  940. 

All  ordiiiaiict'  aiilliori/iiij;  and  (liivctiii,u:  lli<'  exchauj^e 
IietwcHMi  the  Mayor  and  City  Coiiiicil  (»f  liallimore 
and  John  F.  Ciirter  and  Florence  (\  Carter,  his 
wife,  or  such  other  person  or  persons  iej^ally  en 
titled  thereto,  of  certain  lots  of  ;i,'rouiid  in  Balti 
more  City. 

WJiercas,  Joliii  F.  Carter  and  FlorcJUM'  C. 
Carter,  liis  wife,  are  the  owners,  or  reputed 
owners  of  the  fee  simple  interest  in  and  to  a 
ecntain  lot  of  «>Tonnd  sitnate,  lyini»'  and  beinji,- 
in  Baltimore  Citv  and  which  is  partienlarly 
described  as  follows: 

Beiii]i]iin<z'  for  the  same  at  a  point  in  the 
second  line  of  the  lot  of  <i'ronnd  conveyed  in  a 
deed  from  William  IT.  Kirke  and  wife  to  John 
F.  Carter,  dated  April  13,  1896,  and  recorded 
amono'  the  Land  Records  of  Baltimore  Citv  in. 
Liber  R.  O.  'No.  1613,  folio  267,  etc.,  where 
said  line  w^ould  be  intersected  by  a  straight  line 
drawn  west(^rly  in  continnation  of  the  north 
side  of  Baltimore  Street  as  condemned,  opened, 
exteiuled  ami  widened  to  the  east,  .nnder  Ordi- 
nance Xo.  585,  approved  March  13,  1915,  said 
point  of  beginning  being  distant  six  hundred 
and  eighty-five  feet  and  nine  and  one-fourth 
inches  westerly  from  the  corner  formed  by  the 
intersection  of  the  north,  side  of  Baltimore 
Street  with  the  southwestemmost  side  of  Ceme- 
tary  Lane,  and  running  thence  westerly  by  a 
straight  line  in  continuation  of  said  north  side 
of  Baltimore  Street  to  the  east  and  binding  on 
the  north  side  of  Baltimore  Street  as  recently 
laid  out  and  paved  by  the  Mayor  and  City 
Council  of  Baltimore  fifty-six  feet  and  ten 
inches,  to  a  point  in  the  first  line  of  the  lot  de- 
scribed  in    said    deed   from   Kirke   to    Carter: 
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tluMice  soutliwcstcrly  binding  on  [)art  of  said 
first  line  twcMity-five  feet  and  three  inches  to  the 
vnd  thereof,  and  thence  northeasterly  binding 
on  part  of  said  second  line  in  said  deed,  sixty- 
seven  feet  and  eight  inches  to  the  place  of  be- 
ginning. 

P)eing  designated  as  lot  ''A"  on  the  plat  here- 
to attached  and  made  a  part  thereof. 

And  whereas,  the  Mayor  and  City  Conncil 
of  Baltimore  is  vested  with  the  fee  simple  title 
in  and  to  all  that  lot  of  gronnd  sitnate,  lying 
and  being  in  Baltimore  City  and  which  is  more 
])articnlarly  described  as  follows,  that  is  to  say: 

Beginning  for  the  same  at  a  point  on  the 
north  side  of  Baltimore  Street  as  condemned, 
opened,  extended  and  widened  nnder  Ordinance 
Xo.  585,  approved  March  13,  1915,  distant  six 
hnndred  and  fifty-fonr  feet  and  five  and  one- 
half  inches  westerly  from  the  corner  fonned  by 
the  intersection  of  said  north  side  of  Baltimore 
Street  Avith  the  sonthwesternmost  side  of  Ceme- 
tary  Lane,  which  point  of  beginning  is  also  at 
the  westernmost  limit  of  Baltimore  Street,  as 
opened,  etc.,  imder  said  ordinance;  and  run- 
ning thence  westerly  by  a  straight  line  in  con- 
tinuation of  said  north  side  of  Baltimore  Street 
to  the  east  binding  on  the  north  side  of  Bal- 
timore Street  as  recently  laid  out  and  paved  by 
the  Mayor  and  City  Council  of  Baltimore  thir- 
ty-one feet  and  three  and  three-fourths  inches 
to  a  point  in  tlu^  second  line  of  the  lot  of  ground 
conveyed  in  a  deed  fi-om  William  J.  Kirke  and 
wife  to  John  F.  Carter,  dated  April  18,  1896, 
and  recorded  among  Land  Kecords  of  Baltimore 
City  in  Liber  B.  6.  Xo.  1618,  folio  267,  etc.: 
tluMice    northeasterly   l)inding   on    part   of   said 
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second  line  of  said  lot  tliirtv-seven  feet  and 
three  inches  to  the  end  thereof  and  to  the  be- 
ginning of  the  third  line  of  said  lot;  and  thence 
sonthwesterly,  by  an  extension  of  said  third 
line,  reversely,  thirteen  feet  and  eleven  inches 
to  \\w  place  of  lK\i>'i lining. 

Ijciiig  designated  as  lot  "B''  on  the  plat  here- 
to attached  and  made  a  part  hereof. 

And  whereas,  the  said  John  F.  Charter  and 
Florence  C  Carter,  his  wife,  are  willing  to 
convey  to  the  said  flavor. and  City  Council  of 
Baltimore  all  their  right,  title,  interest  and 
estate  in  and  to  said  lot  of  groniid  that  the 
flavor  and  City  Council  of  Baltimore  may  be 
seized  and  possessed  of  said  lot  in  fee  simple 
in  exchange  for  the  lot  of  ground  hereinl'>efore 
descrilx^d,  the  title  whereof  as  hereinl>efore 
stated  to  be  vested  in  the  flavor  and  City  Coun- 
cil of  Baltimore. 

Sectiox  1.  Be  it  ordained  hij  the  Mayor  and 
Citij  Council  of  Baltimore  that  the  Mayor  of 
Baltimore  be  and  he  is  hereby  authorized  and 
directed  : 

Plrst :  For  and  on  behalf  of  the  ^layor  and 
City  Council  of  Baltimore  to  accept  from  th(^ 
said  John  F.  Carter  and  Florence  C.  Carter, 
his  wife,  or  from  such  other  person  or  persons, 
a  deed  C()nv€n-ing  to  the  flavor  and  City  Coun- 
cil of  Baltimore  all  the  right,  title,  interest  and 
estate  of  the  said  grantors  in  and  to  said  lot  of 
ground  hereinbefore  designated  and  described 
and  referred  to  as  lot  A  so  that  said  lot  may  be 
vested  in  the  ^Fayor  and  City  Council  of  Balti- 
more in  fee  simple :  and 

Second :  I^pon  and  immediately  after  the 
execution  and  deliverv  of  the  deed  mentioned 
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ill  the  preceding  paragraph  to  the  Mayor  and 
City  C\)iiiieil  of  lialtiniore  in  exchange  there- 
for, for  and  in  the  name  of  the  Mayor  and  City 
Council  of  Baltimore  to  execnte  and  deliver  to 
said  »Tohn  F.  Carter  and  Florence  C  Carter, 
his  wife,  or  to  whom  may  be  entitled  thereto, 
(with  the  approval  of  the  Commissioners  of 
Finance  who  shall,  if  they  so  approve;  indicate 
snch  approval  as  provided  by  Law),  all  right, 
titk\  interest  and  estate  of  the  Mayor  and  City 
Conncil  of  Baltimore  in  and  to  all  that  lot  of 
ground  hereinlief ore, described  and  designated 
as  Lot  B,  which  deed  shall  be  acknowledged  on 
behalf  of  the  ^layor  and  City  Conncil  of  Balti- 
more by  the  City  Comptroller 

Section  2.  And  he  it  further  ordained, 
that  no  deed  shall  be  either  delivered  or  ac- 
cepted by  said  Mayor  of  L3aitimore  City,  in  ac- 
cordance with  the  foregoing  provisions  of  this 
ordinance,  until  the  said  deed,  and  the  title  to 
the  property  thereby  conveyed  shall  be  approved 
by  the  City  Solicitor. 

Approved  ^fay  21,  1023. 

WM.  F.  BBOFXTNG,  Mffj/or. 


Xo.  94L 

All  ordiiiauoe  .iimntiiiir  poniiissioii  to  the  American 
^fclcr  Conipniiy.  a  eorponilioii.  to  erect  niid  eon- 
stniet  at  .".().'  and  :)07  Kast  Sarato.i;a  Street,  a 
Mamifaetui'iu.ii:  liuildliii;.  and  reHevin.i,'  the  said 
Aniericaii  Meter  Coniiiaiiy  fi-oin  coiiipliaiK'^e  with  cer- 
tain rtMinirenients  of  th<'  llnildinu:  Code  of  Tialti- 
niore  (Mty. 

Skctiox  \.      Br  if  orddincfJ  ]))/  flic  Mayor  awl 
('ill/  Coinirll  of  /lalfiiiioic  ('Hi/  tliat  |)(M"missioii 
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Ik^  and  the  same  is  Iioroby  granted  to  the  Aiiior- 
icaii  ureter  Company,  a  coi-poration,  to  erect 
and  constrnct  at  oOil  and  305  E.  Saratoga 
Street  a  seven-storv  manufacturing  building. 

Secttox  2.  And  hp  it  further  ordained,  that 
in  the  construction  of  said  building  the  Ameri- 
can !Meter  C'ompany  is  hereby  authorized  and 
})ermitted  to  construct  same  in  accordance  with 
the  engineering  principles  and  formulas  here- 
inafter enumerated : 

Reinforced  concrete  footings — The  critical 
section  for  diagonal  tension  in  footings  bearing 
directly  on  soil  shall  be  taken  on  a  vertical  sec- 
tion through  the  ]:>erimeter  of  the  lower  base  of 
a  frustom  of  a  cone  or  pyramid  which  has  a 
base  angle  of  45  degrees  and  has  for  its  top,  the 
base  of  the  column  or  |>edestal  and  for  its  lower 
base  the  plane  of  the  center  of  longitudinal  re- 
inforcement. 

Reinforced  concrete  columns — Allowable  load 
per  square  inch  for  hooped  columns  with  from 
l^A  to  d7c  vertical  steel  and  1  .  minimum  hoop 
steel,  850J  per  sq.  in.  of  concrete  and  10,000jt 
per  square  inch  verticle  of  steel. 

Reinforced  concrete  slabs,  l)eams  and  gir- 
ders— 

Steel  stress  16, 000 J  per  sq.  in. 

Concrete  stress  65011:  per  sq.  in. 

Formulae  WL/S  for  simple  s])ans.  WT.  ''Id 
for  end  s])ans,  WL  12  for  continuous  C(Uistruc- 
tion. 

Allowable  punching  shear  120it  Web  shear 
in  reinforced  beams  120Jf  on  plain  concrete  40J( 
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per  sq.  in.      I^oiid  SOjf  per  sq.  in.  for  plain  and 
IdOj  ])vv  s(].  in.  for  deformed  steel. 

IJve  load  assnnied  at  roof — -lOf  per  sq.  ft. 

Li\'e    load    assnnied    at    :^nd    lloor   slal>s    (KKIJ 
])er  s(|.   ft. 

Beams  50()J  per  scj.  ft.,  i»,ir(lers  -f<>Oif  per  scj. 
ft.,  eolnmns  ;>()()}[  si),  ft. 

Live  load  all  other  Hoors — slabs  20()#,  Ix^ams 
150jf  and  girders  and  eolnmns  l^OJ  per  s(|.  ft. 

Allow  ])ressnre  per  sipiare  ft.  of  soil  (),0(H)J|:. 
Approved  ]\ray  '2^),  1923. 

HOWARD  W.  JAC]vSON,  Mayor, 


ISTo.  942. 


An  ordinance  irranting  perniLssion  to  Harwell  W. 
Thomas  to  erect  a  public  garage  in  the  rear  of 
:>S0T-11  Dalryniple  Avenue. 

Whereas,  Ordinanee  No.  606^^,  approved 
Jnne  17,  1921,  prohibits  the  ereetion  of  a  pnblie 
aarage  within  '>()0  feet  of  a  ehnreh,  therefore, 

Skcttox  1.  Be  if  orddincd  hi/  the  Mayor  ami 
C'dy  CoiniriJ  of  lUOIimore,  That  permission  be 
and  the  same  is  hereby  granted  to  Harwell  W. 
Thonnis  to  ereet  a  ])nbli('  garage  consisting  of 
ten  eom])artments,  in  the  rear  of  3807-11  Dal- 
lyniple  Av(Min(\  the  said  garages  to  be  of  brick, 
with  slag  roof,  and  to  be  erected  iinder  the  snp- 
(•i\ision  of  the  lns])ect(n'  of  I>nildings  of  I^alti- 
nior(     ("itv    in    accordance    with    the    Bnildinii 
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Law."^  of  said  city,  and  esiK'oially  in  accordance 
with  tlic  ])rovisi()ns  of  Paragraphs  12  and  13  of 
Section  47  of  Ordinance*  Xo.  155,  approved 
June  1".>,   IIKIS.  and  all  anicndnuMits  thereof. 

Section  2.  A))(]  he  it  further  ordained, 
Tlnit  tliis  ordinance  shall  take  effect  fr.nn  the 
date  of  its  passage. 

Ajiproved  ^fay  25,   11)28. 

HOWARD  W.  JACKSON,  Maijor. 


Iso.  943. 


All  ordinance  granting  permission  to  Setb  Lintliiciiiu 
to  erect  20  individual  garages  in  tlie  rear  of  liis 
premises,  .'^^l  Calverton  Road,  at  the  corner  of  Pop- 
lar Grove  street. 

Whereas,  Ordinance  Xo.  OOOIA  of  1924  pi*o- 
hibits  the  erection  of  a  pnblic  garage  within  300 
feet  of  a  chnrch  ;  therefore 

Section  1.  Be  it  ordained  hi/  the  Mayor  awl 
at  If  Council  of  Baltimore,  that  permission  be 
and  the  same  is  hereby  granted  to  Seth  4.inthi- 
cnm  to  erect  20  individnal  garages  in  the  rear 
of  his  premises  801  Calverton  road,  at  the  cor- 
ner of  Poplar  Grove  street:  the  said  garages  to 
l,e  of  brick  construction  and  to  be  erected 
nnder  the  supervision  of  the  Inspector  of  Build- 
ings of  Baltimore  City  in  accordance  with  the 
Bnilding  Laws  of  said  City,  and  especially  in 
accordance^  with  the  jnovisii^ns  of 'Paragra])hs 
12  ami  13  of  Secticm  47  of  Ordinance  Xo.  155, 
app»roved  Jnnc^  1I>.  190S,  and  all  amendments 
tlH»re(^f. 


()(i(J  O  HOT  NANCES. 

Section  2.  And  he  It  further  ordained, 
that  this  ordinaneo  shall  take  eftWt  from  the 
(late  of  its  passage. 

A])prove(l  ^lny  2."),  192.^>. 

HOWARD  W.  JACKSON,  Mayor. 


No.  944. 


All  ortlinaiicf  .irraiitiiiij:  perniission  to  .Toliii  E.  Muhly 
to  erect  a  public  iiara.iie  on  his  premises  on  the  east 
side  of  (Hiv<'  Street,  in  tlie  rear  of  1322  S.  Charles 
Street. 

Section  1.  Be  it  ordained  hy  the  Mayor  and 
City  Conneil  of  Baltimore,  that  permission  be 
and  the  same  is  hereby  "ranted  to  John  E. 
^[nhly  to  erect  a  ]>nblie  garag'e  20  ft.  wide  and 
40  ft.  lonii'  on  liis  premises  on  the  east  side  of 
Olive  Street,  in  the  rear  of  1822  S.  Charles 
Street ;  the  said  g-arage  to  he  of  brick  construc- 
tion, with  slaii'  roof,  and  to  be  erected  tnider 
the  supervision  of  the  Tnspeetor  of  Buildings 
of  Baltimore  City  iu  accordance  with  the  Build- 
ing Laws  (^f  said  City,  and  especially  in  accord- 
ance with  the  ju'ovisions  of  Paragraphs  12  and 
i:>  of  Section  47  of  Ordinance  Xo.  155,  ap- 
proved June  10.  lOOS.  and  all  amendment.- 
ther(H)f. 

Section  2.  And  he  it  farther  ordained, 
that  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Ap]u-..ved  AFay  25,  1023. 

HOWARD  W.  JACKSON,  Mayor. 
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No.  945. 

All  ordiiiaucc  si'niitiii.i:  luMiiiissioii  to  Aaron  Apps  to 
install  a  iiasoliiic  tank  on  his  picmises  ll.'Jo  E.  Fay- 
ette Street. 

Skctiox  1.  Be  it  ordain rd  hi/  the  Mayor  and 
City  Council  of  Baltimore,  Tliat  permission  l>e 
and  the  same  is  hereby  granted  to  Aaron  Apps 
to  install  a  gasoline  tank,  with  a  capacity  of 
550  gallons  on  the  premises  1133  E.  Fayette 
street;  the  said  tank  to  l)e  erected  nnder  the 
snpervision  of  the  Inspector  of  Bnildings  of 
Baltimore  City  in  accordance  with  the  laws 
and  ordinances  of  said  city  and  the  regnlations 
of  the  Board  of  Fire  Commissioners. 

Section  2.  And  he  it  further  ordained, 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  May  20,  1923. 

HOWAKD  W.  JACKSOK,  Mayor. 


No.  946. 

An  ordinance  granting  permission  to  the  Chnrch 
Home  and  Infirmary  of  Baltimore  City  to  erect  a 
snperstrnctnre  or  JJi'idgeway  five  stories  high  above 
and  across  Bethel  Street,  to  connect  its  main  Imild- 
ing  with  tlie  new  hnilding  on  the  west  side  of 
Bethel  Street,  and  to  constrnct  a  snl>way  nnder  the 
bed  of  Bethel  Street,  to  connect  its  main  bnilding 
with  its  new  bnilding  on  the  west  side  of  Bethel 
Street. 


Secttox  1.     Be  it  ordained  hy  the  Mayor  and 

(^ity  C()}iiiril  of   Bali iiiioie,  tliat  in   jmrsiniiice 
of  tlie  power  v(\<ted   in   it  and  tV)r  the  ccniven- 
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ioiico  of  tlio  Clnircli  Tloiiie  (&:  Tnfiraiaiy  of  Bal- 
timore City  and  its  oni])l()ye(^s  poniiission  and 
anthority  arc  Ikm'oLv  iiivon  and  i>rant('d  to  tlio 
said  C'hnrcli  Home  (^^  Iniirmaiy,  its  snecessors 
and  assiiiiis,  to  constrnet  and  maintain,  at  its 
own  eost,  for  a  period  of  25  years  a  snperstrne- 
tnre  or  brid^'eway  5  stories  high,  alwve  and 
across  Bethel  Street,  which  shall  connect  its 
nniin  bnilding  with  its  new  bnilding  on  the 
west  side  of  Bethel  Street,  npon  the  terms  and 
conditions  following: 

That  the  lowest  part  of  the  said  snperstrnc- 
tnre  or  bridgeway  be  not  less  than  14  ft.  0  in. 
above  the  snrface  of  Bethel  Street,  that  it  shall 
l)e  l'>  ft.  wide  and  30  ft.  long  and  5  stories  high. 
Xo  wood  work  or  other  combustible  material 
shall  be  used  in  the  construction  of  same  and 
the  entire  structure  shall  be  constructed  under 
the  supervision  and  to  the  satisfaction  of  tli(> 
Inspector  of  Buildings  of  Baltimore  City,  and 
shall  be  at  all  times  hereafter  under  the  regn- 
lation  and  control  of  the  said  Inspector  of 
I)uil  dings. 

Sk(  TTOx  2.  And  he  if  further  ordained, 
that  pel  mission  and  autliority  is  hereby  given 
and  granted  to  tlie  said  Church  Home  tV  Tn- 
lliniaiy  of  r)altimo]'e  City,  its  successors  and 
assigns,  to  construct  and  maintain  at  its  own 
cost,  for  a  ])eriod  m^t  to  exceed  25  years  a  snb- 
way  or  tunnel  under  the  bed  of  Bethel  Stre(>t, 
to  connect  the  ])remises  of  its  main  building 
with  the  premises  of  the  ncnv  building  on  the 
west  side  of  Bethel  Stnv't,  u])on  the  following 
tei'nis  and  conditions  : 

Hie  said  -nbway  or  tnniiel  shall  connect  the 
1  :is(  nienl    cd'  the   main   bnildini^   of  the   (linrch 
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ITomc  iV'  IiiHiinarv  with  the  l)as(Mii('iit  of"  its 
new  l)iiil(liii<i'  on  the  west  side  of  I>ethc'l  Street; 
said  siil^way  or  tiniiicl  to  be  coiistnieted  of  con- 
crete and  to  he  <>  feet  hi<;h  and  4  feet  wi(h' 
inside  nieasunMiients ;  no  comhnstihle  or  in- 
ihimmahle  material  to  Ix^  used  in  the  constnie- 
tion  of  the  same  and  shall  be  constnicted  under 
the  supei-A^sion  and  to  the  satisfaction  of  the 
Hiii'hways  Euii'ineer. 

Sectiox  3.  And  he  it  further  ordained, 
that  the  flavor  and  City  Council  of  Baltimore 
hereby  ex])ressly  reserves  the  riii'ht  and  duty  at 
all  times  to  exercise  in  the  interest  of  the  pulv 
lic  full  su])erintendence,  regulation  and  con- 
trol in  res]H'ct  to  all  matters  connected  with  this 
grant  and  not  inconsistent  with  the  terms  there- 
of. 

Section  4.  And  he  it  further  ordained, 
that  the  said  Church  Home  &  Infirmary  of  Bal- 
timore City,  their  snccessors  and  assigns,  shall 
maintain  the- said  superstructure  or  bridgeway 
and  the  said  subway  or  tunnel  in  good  condi- 
tion throuii'hout  the  full  tenn  of  this  a'rant,  and 
that  the  privilege  hereby  granted  shall  be  re- 
vocable at  any  time  by  an  order  of  the  Mayor 
or  by  an  ordinance  of  the  Mayor  and  City 
Council  of  Baltimore. 

Section  5.  And  he  it  further  ordained,  that 
the  said  Church  Home  k  Tnfirman^  of  Balti- 
more City  shall  pay  to  the  City  of  Baltimore 
as  compensation  for  tlu^  franchises  hereby 
granted  the  sum  of  six  hundred  and  forty-two 
dollars  and  sixty  cents  ($642.60)  per  annum 
and  all  expenses  of  advertising. 
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Si<:cTi()X  0.  And  he  it  further  ordained,  that 
iion-conipliaiice  with  any  of  the  terms  or  coiuli- 
lioiis  of  the  iiraiit  herein  made  shall  operat(»  as 
a  forfeiture  of  the  same,  and  that  nothing  short 
of  an  ordinanee  of  the  Mayor  and  City  Council 
of  Jjaltimore  shall  operate  as  a  waiver  of  any 
forfeiture  of  the  grant  hereby  made. 

!Secti():s'  7.  And  he  it  farther  ordained,  that 
this  ordinanee  shall  take  effect  from  the  date 
of  its  ])assage. 

Approved  June  4,  1923. 

HOWARD  AV.  JACKSON,  Mai/or. 


No.  947. 

An  ordinance  jrranlini?  permission  to  The  Carolina 
Aiuirtment  Company,  a  body  corporate,  to  con- 
struct on  the  North  side  of  T  Diversity  I'arkway, 
160  feet  east  of  30th  Street,  in  the  City  of  Balti- 
more, an  Apartment  Biiildin.cr  not  exceeding  60  feet 
in  height,  37  feet  in  width  and  170  feet  in  length. 

Section  1.  Be  it  ordained  hy  the  Mayor  and 
City  Council  of  Baltimore,  that  permission  be 
and  the  same  is  hereby  given  and  gTanted  to 
The  Carolina  x\partment  Company,  a  body  cor- 
porate, to  construct  on  the  north  side  of  Uni- 
versity Parkway,  100  feet  east  of  89th  Street, 
an  A])artm(Mit  Ijuilding  not  exceeding  60  feet 
in  height,  3T  f(>et  in  width  and  170- feet  in 
h^ngth. 

Section  2.  And  he  it  further  ordained, 
tliat  iu  the  construction  of  the  said  building 
^aid    C\irolina    Apartment   Coni])any   is  hereby 
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aiitli(n'iz('(l  and  ])t'nnitte(l  to  c•()ll^^tnR•t  tlie  saiiic 
in  accordance  witli  the  engineering  principles 
and  fornmlas  herein  ennnierated: 

1.  Reinforced  Concrete  footings:  The  crit- 
ical section  for  diagonal  tension  in  footings 
bearing  directlv  on  soil  shall  be  taken  on  a  vert- 
ical section  throngh  the  }>erimeter  of  the  lower 
base  of  a  frustrnm  of  a  cone  or  pyramid  wliicli 
has  a  base  angle  of  45  degrees  and  has  for  its 
top  the  base  of  the  column  or  pedestal  and  for 
its  lower  base  the  plans  of  the  center  of  longi- 
tudinal reinforcement. 

'2.  Reinforced  Concrete  slabs,  Ix^ams  and 
girders:  Steel  stress  16,000  lbs.  per  square 
inch.  Concrete  stress  (>50  lbs.  per  square  inch. 
Fonnulae  WL/8  for  simple  spans,  WL  10  for 
end  spans.  WL   12  for  continuous  construction. 

.'].  Allowable  jmnching  shear  120  lbs.  Web 
shear  in  reinforced  beams  120  lbs.  on  plain 
concrete  40  lbs.  ])er  square  inch,  bond  80  lbs. 
per  sq.  in.  for  plain  and  100  lbs.  per  sq.  in.  for 
(lefonued  steel. 

4.  Live  load  assumed  at  50  lbs.  per.  sq.  ft. 
for  first  floor,  40  lbs.  per  sq.  ft.  for  upper  floors 
and  20  lbs.  per  sq.  ft.  for  sloping  roof. 

5.  Allowable  tensile  stress  for  all  steelwork 
of  any  kind  16,000  lb?.  |)er  square  inch. 

H.  Steel  Columns:  Safe  load  per  square 
inch— 16,000— TO  L/R  pounds. 

For  continuous  or  restrained  beams  built 
monolithically  into  supports,  the  span-length 
may  be  taken  as  the  clear  distance  taween  suj>- 
poi-ts. 
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The  assiniied  effective  width  of  a  tee  beam 
shall  not  exceed  one-sixth  of  the  span  lenji'th  on 
either  si(k'  of  the  beam,  nor  shall  the  overhang- 
on  either  side  of  the  web  exceed  six  times  the 
thickm^ss  of  the  slab. 


Columns  reinforced  with  longitudinal  bars 
only,  the  amount  of  not  less  than  V2  per  cent., 
h(K)ped  at  distances  not  greater  than  the  least 
dimension  of  column  with  1/]  ii^ch  diam.  rods 
or  larger,  may  be  stressed  by  concentric  load- 
ing to  500  lbs.  per  s(piare  inch  of  area  within 
hoops,  ])rovi(le(l  length  of  column  does  not  ex- 
cised 12  times  the  least  dimension. 

Approved  June  4,  1923. 

HOWARD  W.  JACKSON,  Mayor, 


1^0.  948. 

An  ordinance  crrantinj;  permission  to  the  Baltimore 
and  Ohio  Railroad  Company  to  erect  and  construct 
an  ottice  bnildinu:,  three  (3)  stories  in  heisj:ht  at  its 
Mt.  Clare  Shops,  at  the  intersection  of  Arlington 
Avenue  and  Pratt  Street,  in  the  City  of  Baltimore, 
and  relieving  the  Baltimore  and  Ohio  Railroad 
Company  from  compliance  with  certain  require- 
ments of  the  Building  Code  of  Baltimore  City,  and 
providing  that  in  the  construction  of  said  office 
building  the  Baltimore  and  Ohio  Railroad  Company 
shall  lie  authorized  to  follow  certain  special  regu- 
lations. 

Sfctiox  1.  Beit  ordained  hi/  the  Mayor  an^l 
City  Council  of  Baltimore  that  permission  be, 
and  the  same  is  hereby  given  and  granted  to 
the  Baltimc^re  and  Ohio  Railroad  Company,  a 
(M)r])oration,  to  (>rect  and  construct  on  its  prop- 
erty, known  as  Mt.  Clare  Shops,  at  the  intersec- 
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tioii  (if  Arliii<itoii  Avenue  and  Pnitr  Street,  in 
tlie  City  of  Baltimore,  an  otHce  bnilding  tliree 
stories  in  lieiiilit,  and  it  is  hereby  authorized 
and  permitted  to  eonstruct  said  building-  in  ac- 
eordanee  with  the  following-  engineering  prin- 
ciples, formulas  and  special  regulations. 

1  :'2  :4  Concrete  : 

Direct  bearing  ~ii)()  lbs.  per  scj.  inch. 
Direct  bearing  on  2X  loaded  area,   800  lbs. 

per  sq.  inch  on  contact  area. 
Fibre  stress  in  bcnnling,  (350  lbs.  per  sq.  incli. 
Fibre  stress  in- bending  at  supports,  650  plus 

15^ r    per  sq.  inch  for  continuous  beams. 
Punching  shear,  120  lbs.  per  sq.  inch. 
Shear    measuring    diagonal    tensi(ui    40    ll)s. 

per  sq.  inch,  no  stirrups. 
Shear  measuring  diagonal   tension    1'2()   lbs. 

per  sq.  inch,  stirrups  and  bent  bars. 
1  :1  Vi>  ••>  Concrete: 

Direct  Ix'aring,  025  lbs.  per  s(|.  inch. 

Direct  bearing  on  2X  loaded  area  l.CMHJ  lbs. 

per  S(|.  inch  on  contract  area. 
Fibre  stress  in  bending,  800  lbs.  per  sq.  inch. 
Fibre  stress  in  bending  at  sup}X)rts,  SOO  lbs. 

sq.  inch  plus  IVc   per  sq.  inch  for  continu- 
ous beams. 
Punching  shear,  150  lbs.  per  sq.  inch. 
Shear  measuring  diagonal   tension,    50   lbs. 
per  sq.  inch. 

Shear  measuring  diagonal  tension.   150  lbs. 
per  sq.  inch. 

Stirrups  and  bent  bars. 
Steel : 

Tensile  stress  in  reinforcing  bars,  16,000  lbs. 

per  sq.  inch. 
Compression  stress  on  bars  in  beams.  10,0*10 
lbs.  per.  sq.  inch. 
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Fnit  direct  shear  on  bars,  10, 000  lbs.  per 
sq.  inch. 

Bond  stress,  phiin  bars,  80  lbs.  defomied 
bars,  100  lbs. ;  for  1  :2  :4  mix  and  100  and  120 
lbs.  respectively  for  1  :lVii  ''^>  mix  hoops  to  add 
159^. 

^lodnlus  of  elasticity,  IT)  and  12  for  1:2:1: 
and  l:ll/>:r]  mix  respectively. 

Formnlas: 

Beams — Tlie  sti'aiiilit  line  formnhis  for  flex- 

nre. 
Cohmms — P  ecpials  Fc  (Ac  plus  nAs). 

Columns : 

Rodded  columns : 

Vertical  rods  not  less  than  1%  nor  more  tlian 

P  equals  500  Ac  7500  AVS  for  1  :2  :4. 
P  equals  625  Ac  7500  AVS  for  1:1V2:8. 

Hooped  columns : 

Vertical  rods  not  less  than  1%  nor  more  than 

4%. 
P  equals  850  Ac  10000  AVS  for  1  :2  :4. 
P  eipuils  1050  Ac  10000  AVS  for  l:ll/>:3. 

General  Assumption  of  Desiii'u : 

For  sin;f>le  s]>ans,  span  equals  distance  to  cen- 
ter of  supports. 

For  continuous  or  restrained  beams,  span 
equals  clear  distance  between  supports. 

Brackets  at  an^le  of  45°  reduce  span  to  point 
where  their  depth  (H]uals  'i /^>  of  beam 
depth,  brackets  to  b(^  desiii'ned  for  shear 
and  bending. 

Tee  Beams : 

The  assumed  effective  width  of  tee  Ix^ams 
shall  not  exceed  one-sixth  the  span  length 
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Oil  cither  side  of  beam,  nor  shall  the  ovcr- 
haiiii"  on  oitlicr  s'ldv  at  the  wcl)  cxcchm.I  six 
times  the  tiiiekness  at  tlie  shih,  nor  shall 
the  total  effective  width  on  eithei'  si<le  of 
ccMitcr  of  l)eani  exceed  three-ei«ihths  of  the 
distance  between  centers  of  the  adjoin ini: 
beams. 

Continuous  ]>eams  and  Slabs: 

M  eqnals  WL  dividcnl  by  S;  WL  divided  by 
10;  WL  divided  by  12;  for  simple,  semi- 
continnons  members  respectively  where  W 
ecjnals  total  load. 

But  in  all  other  respects  the  construction  of 
said  buildin<i'  shall  be  in  accor(huice  with 
the  provisions  of  the  present  Buildin«i' 
Code  of  Baltimore  City. 

Spx'tion  2.  And  he  it  fiu'tlicr  ordained, 
that  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Approved  June  4,  B)23. 

HOWARD  W.  JACKSON,  Mayor. 


No.  949. 
An  ordinance  to  authorize  the  Raltimoie  and  Ohio 
Railroad  Company  to  construct,  maintain  and  op- 
erate a  sini^le  railroad  tracts  in  the  bed  of  Warner 
Street,  said  track  to  be.irin  at  the  north  end  of  the 
present  track  maintained  by  the  Baltimore  and 
Ohio  Railroad  Company  in  Warner  Street  at  a 
point  104  feet  south  of  the  south  line  of  Stockholm 
Street,  and  to  extend  northwardly  the  distance  of 
22  feet. 

Section  1.     Be  it  ordained  hy  the  Mayor  and 
City  Council  of  Baltimore  that  the  Baltimore 


()  i  ()  OKDINANCES. 

and  Ohio  Railroad  Company  Ix^,  and  it  is  lioro- 
1)A'  antliorized  to  constrnct,  maintain,  and  oper- 
ate a  single  railroad  track  described  as  follows : 
Beginning-  for  the  center  line  at  the  north  end 
of  the  track,  which  the  Baltimore  and  Ohio 
Eailroad  Company  is  now  maintaining  on  the 
cast  side  of  Warner  Street,  south  of  Stockholm 
Street,  at  a  point  in  said  street  104  feet  south 
of  the  south  line  of  Stockholm  Street,  and  (S 
feet  west  of  the  east  line  of  Warner  Street,  and 
running  thence  northeastwardly  on  Warner 
Street  8  feet  west  of  the  east  building  line  of 
Warner  Street  the  distance  of  22  feet. 

Section  2.  And  he  it  further  ordained, 
that  the  Mayor  and  City  Council  of  Baltimore 
shall,  at  all  times,  have  and  retain  the  power 
and  right  to  reasonably  regulate,  in  the  public 
interest,  the  exercise  of  the  right  herein  grant- 
ed, and  that  the  said  right  shall  be  executed  and 
enjoyed  Avithin  six  months  after  the  grant,  as 
provided  by  Section  ')7,  of  Article  4,  of  tlu* 
Code  of  Public  Local  LaAVs  of  Maryland,  en- 
titled ''City  of  Baltimore,"  sub-title  ''Charter," 
and  that  the  right  herein  granted  shall  be  held, 
(^xercised  and  enjoyed  for  the  period  of  tAventy- 
five  years;  and  with  the  further  right  to  said 
grantee,  at  a  fair  revaluation,  including  in 
such  rcA^aluation  the  value  derived  from  said 
right,  to  rencAvals  not  exceeding  in  the  aggre- 
gate twenty-fiA'e  years;  that  upon  the  terminn- 
tion  of  said  right  herein  granted  there  shall  b(^ 
a  fair  A-aluation  of  the  plant  and  ])ro])erty  of 
the  said  grantee,  to  be  constructed  by  virtue  of 
this  ordinance,  Avhich  shall  be  and  bc^coiue  the 
property  of  the  City  of  Baltimore,  at  its  elec- 
tion, on  its  paying  said  grantee  said  valuation 
the   said    ])ayment   to  be   a    fair   and   equitable 
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valuation  of  the  same  as  propert}',  excliidiiig 
any  valne  derived  from  the  right  or  franchise 
by  this  ordinance  granted,  the  said  revahiation 
and  valuation  hereinbefore  ])r()vided  for  to  be 
determined  upon  by  two  arbitrators,  one  to  be 
ap2X)inte(l  by  the  Mayor  of  the  City  of  Ixilti- 
more  and  the  other  to  be  appointed  by  the 
grantee,  its  representatives  or  assigns,  who,  in 
case  they  shall  be  unable  to  agree  between  them- 
selves, shall  appoint  a  third  arbitrator,  and  the 
decision  of  a  nnijority  of  said  arbitrators  shall 
be  tinal  and  binding  as  to  the  revaluation  and 
valuation  aforesaid;  provided,  that  if  the  said 
two  arbitrators  shall,  after  a  reasonable  time, 
fail  to  agree  upon  an  umpire,  then  the  Mayor 
shall  ap|X)int  such  umpire. 

Section  3.  And  he  it  furilier  ordained, 
that  the  right  and  duty  are  hereby  expressly 
reserved  to  the  Mayor  and  City  Council  of  Bal- 
timore at  all  times  to  exercise  in  the  interest  of 
the  ]mblic,  full  municipal  superintendence,  reg- 
ulation and  control  in  respect  to  all  matters  con- 
nected with  the  grant  herein  contained  and  not 
inconsistent  with  the  terms  thereof,  and  that  in 
the  event  of  the  said  grantee,  its  successors  or 
assigns,  refusing,  neglecting  or  failing  to  com- 
ply with  any  of  the  terms  or  conditions  upon 
which  the  sjiid  franchise  or  right  are  hereby 
granted,  said  franchise  or  right  shall  be  and 
become  wholly  null  and  void. 

Section  4.  And  he  it  furtlier  ordained, 
that  the  said  grantee,  its  successors  and  assigns, 
shall,  at  its  own  expense,  in  laying  down,  from 
time  to  time,  its  said  railroad  track  on  said 
rti'cet.  :idjust  its  said  track,  to  tlu^  grade  of  such 
street,  as  the  same  is  now  or  niav  hereafter  be 
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cstablisliod  bv  Inw,  and  shall  at  its  own  ex- 
jK-iise  keep  the  space  between  the  rails  of  said 
track  and  for  two  feet  on  either  side  thcn'cof  in 
tliorongh  repair,  and  shall  at  its  own  expense 
keep  the  same  free  from  snow  or  other  obstrnc- 
tion  bnt  withont  obstmcting'  the  other  portion 
of  said  street  on  either  side  of  said  track,  and 
shall  pay  to  the  City  if  and  so  often  as  said 
street  shall  be  paved  or  repaved  by  the  ^fayor 
and  City  of  Baltimore,  its  officers  and  agents, 
or  any  other  officers  or  agents  dnly  anth(^rized 
by  law,  the  cost  of  paving  or  repaving  the  space 
between  the  rails  of  said  track  and  for  two  feet 
on  either  side  thereof. 

The  said  Baltimore  and  Ohio  Railroad  Com- 
pany shall  also  pay  to  the  City  within  thirty 
days  after  written  notice  from  rhe  Highways 
Engineer  of  the  amonnt  due,  the  cost  of  relocat- 
ing, strengthening  or  encasing  in  concrete,  all 
snb-surface  stnictnres  belonging  to  the  flavor 
and  City  Council  of  Baltimore,  located  in  the 
street  beneath  the  space  between  the  rails  of 
said  track  and  for  two  feet  on  either  side  there- 
of, and  shall  also  pay  to  the  City,  within  thirty 
days  after  written  notice  from  the  Highways 
KngiiK^er  of  tlie  amount  due,  the  cost  of  re- 
1( seating  any  surface  structures  belonging  to  the 
City  made  necessary  by  the  construction  of  said 
track,  the  judgment  of  the  Highways  iMigineer 
as  to  the  woi'k  necessary  to  safeguard  said  sub- 
sui'facc^  sti'uctnres  and  as  to  the  necessity  of 
relocating  any  surface  structures  to  be  final : 
and  the  said  Baltimore  and  OhioBailroad  Com- 
panv  shall  also  pay  to  the  City  within  thirty 
days  alter  the  written  notice^  fi-om  the  High- 
ways Engineer  (d'  the  anuuint  dne,  the  cost  of 
sncli    ;i(l(liti(in;il    -ewer    inlet   or    inlets   with    the 
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iiecossarv  eonnoeting'  pi]K»  or  pipes,  as  in  the 
jiulii'einent  of  the  Highways  Engineer  are  re- 
qnired  for  the  pui-pose  of  proper  drainage  as 

the  result  of  the  eonstnietion  of  said  traeks. 

Skctiox  5.  And  be  it  further  ordained, 
that  in  consideration  of  the  right  hereinbefore 
granted,  the  said  grantee  shall  pay  to  the  Mayor 
and  City  Conncil  of  Baltimore,  within  thirty 
days  after  the  passage  of  this  ordinance,  all 
expenses  of  advertising,  and  the  snni  of  Forty- 
fonr  Dollars  ($44.00  l^md  a  like  snni  of  Forty- 
fonr  Dollars  ($44.00)   annnally  thereafter. 

Sfxttox  6.  And  he  it  further  ordained, 
that  non-compliance  at  any  time  or  times  by  the 
grantee,  its  snccessors  or  assigns,  with  any  of 
the  terms  of  the  grant  hereby  made,  shall  oper- 
ate as  a  forfeiture  of  the  grant  hereby  made, 
which  shall  thereupon  be  and  become  void,  and 
that  nothing  short  of  an  ordinance  of  the  ^layoi' 
and  City  Conncil  of  Baltimore  shall  operate  as 
a  waiver  of  any  forfeiture  of  the  grant  hereby 
made. 

Secttox  7.  And  he  it  further  ordained. 
that  if  at  any  time  the  track  of  the  Baltimore 
and  Ohio  Railroad  Company  shall  he  removed, 
or  if  the  track,  hereby  authorized  shall  be  ac- 
(juired  by  the  City  of  Baltimore  for  the  pur- 
])ose  of  establishing  a  municipal  trackage  sys- 
tem, or  for  any  other  purpose  of  the  municipal- 
ity, then  this  ordinance  shall  be  void,  and  all 
the  franchises  and  rights  hereby  granted  shall 
cease  and  d(>terniine  without  compensaticui  to 
the  ii'rantee,  its  snccessors  or  assioiis. 
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Sp:ction  8.  A7id  he  it  further  ordained, 
that  the  track  lioreby  authorized  shall  bo  coii- 
stmctod  inidor  the  supervision  of  and  to  the 
entire  satisfaction  of  the  Highways  Engineer, 
and  that  the  rails  to  be  nsed  in  the  said  con- 
strnetion  ami  renewals  thereof,  from  time  to 
tim(^,  shall  bo  of  such  character  as  the  High- 
ways Kiigiiieer  shall  determine,  the  grantee 
lierenndc^'  shall,  frcmi  time  to  time,  change  the 
location  of  the  track  hereby  authorized  to  be 
constructed  whencn'er  in  the  judgment  of  the 
Highways  Engineer  the  })ublic  convcMiience  may 
require  it,  and  he  shall  issue  a  writt(Mi  order 
iherefor  a])])r()ve(l  l>v  the  I^oard  of  Estimates. 

Skctton  9.  And  be  it  further  ordained, 
that  the  Baltimore  and  Ohio  Railroad  Companv 
shall  be  ])eri]iitte(l  to  stand  a  car  or  cars  on  tli(» 
track  hereby  authorized  to  be  constructed  pro- 
vid(Ml,  however,  that  any  and  every  right  here- 
by granted,  to  stand  any  car  or  cars  on  the 
track  hereby  authorized  to  be  constructed,  shall 
b(^  revocable^  by  the  Mayor  and  City  (^ouncil  of 
Baitimore  at  any  time  hereafter,  when,  in  its 
judgment,  the  ])ublic  w(dfare  oi'  convenience 
may  so  requir(\ 

Skctiox  10.  And  he  it  finilier  ordained, 
that  this  ordimnic(^  shall  take  effect  from  the 
date  of  its  passage. 

Approved  June  4,  1923. 

HOWAIM)  W.  JACKSON^  Maijor. 


ORDINANCES.  (j8l 

:N'o.  950. 

An  ordinance  to  repeal  and  reordain  with  amend- 
ments Section  97  of  Article  23  of  the  Baltimore 
City  Code  of  1906,  title  "Markets,"  by  extending 
the  limits  of  Lexington  Market  on  the  North  side 
of  Lexington  Street,  east  of  Eutaw  Street. 

Sk(^tton  1.  Be  it  ordained  hy  the  Mayor  ami 
(^iiy  (U)ii.nri]  of  liaU'n]\ore,  'I'liat  Soctioii  1)7  of 
AyUv\v  :>))  of  the  Unltiiuoro  City  Code  of  lt)Of), 
title  '']\rarkets;'  be  nnd  it  is  lierebv  repealed 
and  reordaiiied  with  aiiieiidments,  to  read  as 
follows : 

1)7.  The  limits  of  th(^  Lexington  ]\[arket 
shall  l>e  as  fV)llows : 

Beginning  with  the  flagstone  on  the  east  side 
of  Entaw  street,  and  running  westerly  to  Pine 
street,  inelndiiig  the  whoh*  width  of  Lexington 
Market  sjxiee,  and  all  streets  crossing  or  int(U'- 
s(H'ting  said  space,  south  to  Fayette  street  and 
iioi'th  to  Sarat(\<i"a  street,  save  and  excepting  that 
the  northern  limit  of  said  market  on  i\"orth 
Entaw  street  shall  be  at  a  line  across  Entaw 
str(H^'t,  which  wovdd  be  formed  l)y  the  projection 
westward  in  a  straiglit  line  of  the  north  side  of 
(1av  street,  subject  to  the  provisions  regarding 
footways,  pres(U'ilie(l  by  Section  75;  providcnl, 
however,  that  nothing  herein  contained  shall 
give  the  right  to  any  ])erson  or  persons  to  place 
any  wagon,  cart  or  carriage  upon  Pearl  and 
Pine  streets,  on  market  days,  except  the  sanu^ 
shall  be  placed  on  a  line  in  the  centre  of  said 
street ;  and  if  any  person  or  persons  shall  vio- 
late the  provisions  of  this  section  by  placing 
any  wagon,  cart  or  other  carriage,  (so  as  to  ]) re- 
vent  th(^  access  c.i  a.ny  other  wagon,  cart  or  car- 
riage,)  to  the  cnrhstone  o])])osite  any  building, 
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witlioiu  tlio  consent  of  the  owner  or  occupier  of 
sncli  building,  sncli  jx^rson  or  persons  so  offend- 
ing, shall  forfeit  and  pay  a  fine  of  five  dollars 
($5);  ]:>rovi(le(l  that  nothing  herein  contained 
shall  Ix^  construed  to  prevent  the  florists  hereto- 
fore occupying  their  stalls  on  the  north  side  of 
Lexington  street,  and  extending  a  distance  of 
thirty-seven  feet  six  inches  east  of  the  east  line 
of  the  flagstone  above  mentioned,  from  occupy- 
ing their  stalls  as  now  or  hereafter  leased  to 
them  by  the  flavor  and  City  Council  of  Balti- 
more. 

Section  2.  And  he  it  further  ordained. 
That  this  ordinance  shall  take  effect  from  the 
date  of  its  passage. 

Ap]) roved  June  (»,  1923. 

HOWARD  W.  TACKSOlSr,  Maijor. 


RESOLl'TIOXS.  C83 

No.  17. 

Resolution  granting  the  use  of  the  Iceboat  Lati'obe  to 
the  Fort  Worthington  Home  School  Club. 

Be  it  resolref]  hi/  tlte  Mayor  and  City  Council 
of  Baltimore,  That  the  Harbor  Board  be  and 
it  is  hereby  authorized  and  directed  to  grant 
the  free  nse  of  the  ice-lx)at  Latrobe  to  the  Fort 
Wortliington  Home  Schoctl  Clnb  for  an  excur- 
sion on  Satnrchiy,  June  '2Mi,  11)22. 

A])prc)ved  June  1."),  1922. 

\VM.  F.  BROEXIXG,  Mayor. 


'^o.  18. 


Resolution  granting  the  use  of  the  Iceboat  '"Latrobe" 
to  Women's  Club  of  Patterson  Park. 

Be  it  resolred  hy  the  Mayor  and  City  Council 
of  Haltiinore,  that  the  Harlxir  Board  be  and  it 
i.s  herel>v  authorized  and  directed  to  grant  the 
free  use  of  the  Icel^oat  "Latrolx'''  to  the 
Women's  Club  of  Patterson  Park,  for  an  excur- 
sion on  Wednesday,  July  12,  1922. 

Approved  Tune  28,    1922. 

WM.  F.  BPtOEXIXG,  Mayor. 
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1^0.  19. 

Resolution  granting  the  use  of  the  Iceboat  "Latrobe" 
to  the  Women's  Club  of  Fell's  Point,  for  Wednes- 
day, July  19,  1922. 

J)('  it  resolrcd  by  the  Mayor  and  City  Council 
of  IUiUi))ior(',  That  the  Harbor  Board  bo  and 
ir  is  licrebA'  dircctcMl  to  iiraiit  the  free  use  of 
the  Icelioat  "Latiolx'"  to  the  Women's  Club  of 
Foil's  Point,  lor  a  froo  oxcnrsion  on  We(bies- 
day,  July  ID,  \\)->^l. 

Approved  dnlv  S,   1!)22. 

W^r.  F.  BROENIiVG,  Mayor. 


TvTo.  20. 


Resolution  providing  for  the  creation  of  a  Tax  Com- 
mission   to    t'xnmini^'    and    reixnt    ihe    fn-esont    sys 
tern  of  taxation  and  revenue  for  the  City  of  Balti- 
more. 

Wiuroas,  tlio  j)rosoiit  tax  i^ato  in  Bjdtiniorc^ 
City  is  proviiiii'  l)ui'doiisonio,  nor  only  to  tlio 
sniidl  homo  owiior  liiit  also  to  all  businoss  ^'oii- 
orally  ;  and 

W'horc^as,  thor(>  s(M'ins  littlo  j)i'()S])oot  of  s(>onr- 
inii'  a  lower  rate  of  taxation,  ov(mi  und(M'  the 
})rosont  system  of  reassessing'  property  fro(jnent- 
ly ;  ami 

Whereas,  it  is  desirable  to  have  additional 
rovennes,  not  only  for  the  pnrj)ose  of  rodneiniz" 
the  present  rate  of  taxation  hnt  to  nndvo  addi- 
tiomd  municipal  imjyrovomonts ;  thendbre  be  it 
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IiCHolvcd  hij  the  Jfaijor  (Did  City  Council  of 
Baltimore,  That  a  Tax  Comiiiissioii  be  and  it  is 
lu^robv  created  for  the  purpose  of  investigatinii' 
the  present  system  of  taxation  and  revenue  in 
the  City  of  Baltimore,  with  a  view  to  securing- 
an  eipialization  of  tlie  present  tax  burdens  and, 
if  possible,  of  finding  new  sources  of  revcjuue ; 
the  said  Commission  thus  created  to  consist  of 
the  following  persons : 

Dr.  Jacob  H.  Hollander, 

Dept.  of  Political  Economy,  Johns 
Hopkins  University ; 

Oscar  Leser, 

^fember.  State  Tax  Commission   and 
former  Pres.  of  the  Appeal  Tax  Court; 

Edward  A.  Hartman, 

President,  Appeal  Tax  Court ; 

Erank  A.  Furst, 

Repres(Miting-  Building  &  l.oaii  Associ- 
ations ; 

Hon.  J.  Barry  IMahool, 

Representing  the  Chamber  of  Commerce; 

E.  Asbury  Davis, 

President,  Merchants'  <Sr  Manufacturers' 
Association ; 

Philip  S.  Morgan, 

President,  Eeal  Estate  Board; 

B.  Howell  Griswold,  Jr., 

Representing  the  Financial  Institutions ; 

Frank  ^ovak, 

Representing  the  Home  Builders ; 

A.  T.  Benzinger, 

Deputy-Collector,    Tax   Department,   City 
of  Baltimore. 

and  be  it  further 


(l8()  J?K!SOLUTlU.\S. 

Resolved,  that  the  said  Coiiiinissioii  hv  and 
it  is  lu'ivby  r(M|iiest(Ml  to  rc'])ort  its  findings  to 
tlic  Arav(^r  and  City  Council  1)y  Octol^er  1, 
l*.t2'),  with  recomnienchitions  for  any  changes 
whicli  said  Commission  may  tliink  (k'sii'a1>lc  to 
nndvc  in  the  present  system  of  taxation  for  l)al- 
tiniore  City;  and  be  it  further 

lif'soh'cd ,  tlnit  the  iM^ard  of  Estimates  be  and 
it  is  liereby  reipiested  to  allow  the  said  Com- 
mission sniiicient  funds  out  of  the  ContingcMit 
Fuiul  of  said  Board  for  any  expenses  necessary 
for  the  work  of  said  Commission. 

Approvcnl  February  26,  1923. 

WM.  F.  BKOENING,  Manor. 


:n"o.  21. 

Resolution  to  propose  an  amendment  to  Section  20 
of  the  Charter  of  Baltimore  City  increasing  the 
salary  of  the  Mayor,  and  providing  for  the  submis- 
sion of  said  amendment  to  the  qualified  voters  of 
the  City  for  adoption  or  rejection. 

Be  it  resolved  hy  the  Mayor  and  City  Cowicil 
of  Baltimore,  That  the  following  section  be  and 
the  same  is  hereby  projiosed  as  an  amendment 
to  Section  20  of  the  Charter  of  Baltimore  City, 
and  if  ad()})ted  by  the  legally  qualified  voters 
of  the  City,  as  herein  proA'ided,  to  become  Sec- 
tion 20  of  the  Charter  of  Baltimore  City. 

20.  The  term  of  l\rayor  shall  commence  on 
the  Tuesday  n(\xt  after  tlu^  third  Monday  of 
^Fav  succeeding  his  election,  and  continue  for 
four  years,  and  until  his  successor  shall  be 
elected  and  qualificMl,  and  he  shall  recive  a  sal- 
ary of  ten  thousand  dollars  per  annum,  pay- 
able monthly.     He  may  ap])oint  such  persons  to 
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aid  liiiii  ill  thv  discharge  of  his  duties  as  may 
\n'  preseribed  by  ordinance. 

And  he  if  fiwilicr  resolved,  That  tlie  said 
al'oreiioinii'  section  here]>y  ])r()|)()sed  as  an 
aineiubnent  to  the  Cliarter  of  Baltimore  City 
shall,  at  the  i>eneral  election  to  be  held  Xovein- 
hvY  ('),  1J)23,  be  submitted  to  the  leii'ally  quali- 
fied voters  of  the  City  of  T3altimore  for  adop- 
ti(ni  or  rejection,  in  accordance  with  the  pro- 
visions of  Article  XIA  of  the  Constitution  of 
]\raryland. 

State  of  Maryland, 

City  of  Baltimore,  ss. : 

By  reason  of  the  Mayor's  failure  to  act  thereon 
within  the  time  limit  as  prescribed  in  Section  23  of 
the  Baltimore  City  Charter,  this  ordinance  became 
an  ordinance  of  the  Mayor  and  City  Council  of  Bal- 
timore on  May  1st,  1923. 

JAS.  W.  CLAYTON, 
Secretary  to  the  Mayor. 


Xo.  22. 


Resolution  granting  the  use  of  the  Iceboat  "Latrobe" 
to  the  Women's  Club  of  Patterson  Park  Casino 
for  Wednesday,  July  25,  1923. 

Be  it  resolved  hy  the  Mayor  and,  City  Council 
of  Baltimore,  That  the  Harbor  Board  be  and 
it  is  hereby  authorized  and  directed  to  grant 
the  free  use  of  the  Iceboat  ''Latrobe"  to  the 
Women's  Club  of  Patterson  Park  Casino,  for 
an  excursion  on  Wednesday,  July  25,  1923. 

Approved  May  9,  1923. 

WM.  F.  BROEXIXG,  Mayor. 
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Alleys : 

Close — 

Camel  Alley  from  Brevard  St.  to  Cathedral  St 419 

Unnamed  alley  northeast  of  Cuba  St.  from  Andre  St. 

to    Towson    St 405 

Unnamed    alley    15S    ft.    northeast    Clement    St.    from 

Reynolds  St.  to  unnamed  alley  northwest 410 

Paved  on  request  of  70  per  cent,  of  the  owners 172 

Public — Defining    public    alleys 197 

American  Ice  Co.: 

Erect  building  northeast  corner  Eden  St.  and  Young  Al. .  .     372 

Building  northwest  corner   Gough   and  Regester   Sts 229 

American  Meter  Co.— Building  at  305-307  E.  Saratoga  St 662 

Andre    Street — Close    for    a    distance    100    ft.    northeast    from 

Cuba  St 401 

Annex : 

1888 — Streets  are  not  public  highways  unless  conforming 

to  the  general  plan 197 

1918— Tax   rate 288 

Ashes — To  be  placed  in  separate  receptacles 310 

Ashland  Avenue — One-way  street  from   Harford  Ave.  to  Mc- 

Kim   St 326 

Assessments — (See  also  Paving.) 

Auchentoroly  Terrace — Change  name  of  Evergreen  Ter.   to..     321 

B 

Baltimore  &   Ohio  Railroad: 

Bush  St.  track  west  of  Ridgely  St 649 

Deed  to  the  City  land  lying  along  railroad  right  of  way 
near  Clement  St.  and  near  Torsch  Packing  Co.;  south- 
west of  the  Third  Section  of  Key  Highway 656 

Fort  Ave.  tracks  west  of  Decatur  St 656 

Grain  elevator  at  Beason  and  Andre  Sts 590 

Office  building  at  Arlington  Ave.  and  Pratt  St.   (Mt.  Clare 

Shops)    672 

Race  St.  track 135 
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Baltimore  &  Ohio  Railroad  (continued): 

Sisson  St.   track 141 

Warner  St.  track  south  of  Ostend  St 486 

Warner  St.  track  south  of  Stockholm  St 129 

Warner  St.  track  south  of  Stockholm  St 675 

Baltimore  City: 

Charter,  Sec.   20 — Increase  Mayor's  salary  to  $10,000  per 

annum    686 

Code  1893,  Art.  7— Elevator  Code 17 

Code  of  1906— 

Art.  1,  Sec.  52 — Advance  standard  time 203 

Art.  4,  Sec.   24-A — Remove  parking  restrictions   from 

vehicles   of  physicians 654 

Art.  14,  Sec.   43 — Prohibit  waste  water  and   drainage 
containing  naphtha   and   oil  from  flowing  into   the 

harbor    381 

Art.  23,  Sec.  97 — Extend  the  limits  of  Lexington  Mar- 
ket north  side  Lexington  St.  east  of  Eutaw  St 681 

Art.  32,  Sec.  34— Tuition  fees  for  children  of  non-resi- 
dents             3 

Art.  35,  Sec.  20 — Owner  given  option  of  paving  side- 
walk              5 

Art.  36,  Sees.  9-F-l  and  9-F-2— Ashes  to  be  placed  in 

separate    receptacles    310 

Baltimore  Street  East  and  Cemetery  Lane — Exchange  of  land 

between  City  and  Carter 659 

Banks : 

Bank  of  Hampden    230 

Canton  National  Bank   434 

Federal  Land  Bank 363 

Bartlett-Hayward  Company: 

Permit  for  building  about  600  ft.   southeast  of  Columbia 

Ave 254 

Permit  for  McHenry  St.  crane 450 

Bay  Windows: 

3403  Bateman  Ave 183 

4402  Groveland  St 183 

East  side  Garrison  Ave.  between  Bateman  and  Carlisle..     196 

West  side  Garrison  Ave.  50  ft.  north  of  Duval  Av 256 

South  side  Ocala  PI.  216  ft.  west  Reisterstown  Rd 245 
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Beason  Street — Close  for  a  distance  of  165  ft.   near  Reynolds 

St 413 

Belair  Road— Open  from  City  Boundary  of  1888  to  City  Boun- 
dary of   1918 206 

Bellona  Avenue — Change  name  Blenheim  Rd.  to 150 

Belvieu  Avenue — Open  from  Laredo  Ave.  to  Zimmerman's  La.     421 
Berryman,  Ephraira  I.— Appointed  constable  from  28th  Ward.         7 

Blacksmith  Shop— 1120   Watson   St 202 

Blenheim  Road— Change  name  to  Bellona  Ave 150 

Bioomingdale   Road — Open   from   west   side   Poplar   Grove   St. 

to   south   side    Clifton   Ave 352 

Bouldin  Street — Open  from  Philadelphia  Rd.  to  a  point  48.45 

ft.   northerly    389 

Bridges : 

Connecting   Broadway  and   Bethel   St 667 

Connecting  1116-20  Thomson  St.  and  1145  Low  St 151 

Connecting  Tyson  St.  at  Ivy  Al 583 

Harbor    Engineer — Regulate    use 15 

Buck's  Lane — Open  from  Liberty  Heights  Ave.  to  Kensington 

Ave 423 

Building  Code: 

Amend   Paragraph   12,   Sec.   47,   so   as   to   include   storage 

warehouses  among  buildings  limited  as  to  location 385 

Amend  Paragraphs  1-59,  Sec.  39 — Elevator  Code 17 

Buildings — (See  also  Banks;    Bay  Windows;   Bridges;    Black- 
smith Shops;  Churches;  Garages;  Gasoline  Tanks;  Hos- 
pitals;   Lumber   Sheds;    Names   of  Firms   and   Corpora- 
tions;  Oil  Tanks;   Schools): 
Forbid    erection   of    any    building    higher    than    58    ft.    on 

North  Charles  St.  between  26th  and  29th  Sts 210 

Limited  as  to  Location — 

Storage   warehouses   included 385 

Stores   included    177 

Permits — 

3040  Arunah  Ave 325 

48  Berwick  Ave.,  west  of  Harford  Rd 227 

3015  Clifton  Ave;   frame  addition 373 

North   side   Gibbons   Ave.,    100   ft.    west   of   Magnolia; 

frame   bungalow    303 

Lloyd  Ave.  between  Haddon  and  Thornton  Ave 302 
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EUILDINGS   (couUiiuecO  : 

Midwood  Ave.,  Mt.  Washington  Heights;    l)ungalow..  148 

3303  Norwood  Ave.;  frame  building  near  party  line..  223 

3721  Reisterstown  Rd. ;    extension  of  second   floor...  146 

St.  Paul  PI.  and  Pleasant  St.,  northwest  corner 168 

Restrictions   as   to   height  and   bulk  determined   by   Zone 

Plan    524 

C 

Camel  Alley— Close  from  Brevard  St.  to  Cathedral  St 419 

Canton  Company: 

Permit  for  building  25  South  St 498 

Storage  warehouse  on  Pier  8,  south  12th  Ave.  and  west  of 
8th  St.  Dock 587 

Canton  National   Bank — Building  at  northwest  corner  Elliott 

and   Clinton   Sts 434 

Carlin's   Park — Roof  over  arena 180 

Carlisle  Avenue — Open  from  Longwood  St.  to  Carlisle  Ave...     464 

Carolina   Apartment   Company — Apartment   house   at    Univer- 
sity Parkway  east  of  39th  St 670 

Carter,  John  F.  &  Florence  C. — Exchange  of  land  with  the  City     659 

Catonsville  M.  E.   Church — Buy  City  lot  on  east  side  Melvin 

Ave 444 

Cemetery  Lane — Exchange  of  land  between  City  and  Carter..     659 

Charles  Avenue — Open  from  northeast  side  List  Ave.  to  south- 
west side  Southern  Ave 329 

Charles    Street,    North— Between    26th    and    29th    Sts.,    forbid 

erection  of  any  building  higher  than  58  ft 210 

Cherry  Hill  Road — Open   from  Varonika  Ave.  to  Fish   House 

Road     472 

Church  Home  and  Infirmary: 

Bethel  St.  bridgeway  and  tunnel 667 

Building  west  side  Bethel  St.  50  ft.  north  Fairmount  Ave.       12 

Churches — (See    First   Christian    Church;    Catonsville    Metho- 
dist Episcopal  Church). 

Cilento,  Joseph — Appointed  Constable  from  7th  Ward 7 

Citizens  National  Bank — Office   and  bank  building  Light  and 

Redwood   Sts 8 
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City  Property     (See  also  Comfort  Stations): 

B.  &  0.  R.  R. — Deed  property  to  the  City  lying  along 
their  right  of  way  near  Clement  St.  and  near  Torsch 
Packing   Co.;    southwest   of   the    Third    Section   of   Key 

Highway    656 

Exchange  of  land  at  East  Baltimore  St.  and  Cemetery  La. 

with  Carter    659 

Sell  Fairfield   School,   located  on  road   between   Brooklyn 

and  Wagner's  Point   209 

Sell  lot  east  side  Hunter  Al.  near  Preston  St 442 

Sell  property  west  side  Hunter  Al.  north  of  Preston  St. .  .     295 

Sell  lot  east  side  Melvin  Ave.  north  of  Frederick  Ave 444 

Sale   of   bed    of   Race    St.    from    Donaldson    St.    to    10    ft. 

alley  south  of  and  parallel  with  McComas  St 387 

Comfort  Stations: 

Authorize  purchase  of  land  on  Forrest  St 317 

Authorize  purchase  of  land  near  Hollins  Market 316 

Consolidated  Gas  Electric  Light  &  Power  Company: 

Permit  for  building  at  1092  North  Front  St 322 

Building  south  side  500  block  Madison  St 370 

Constables: 

6th  Ward— Appoint  Peter  H.  Phillippi 366 

7th,  24th  and  28th  Wards— Appoint  Cilento,  Byer  and  Ber- 

ryman 7 

12th  Ward— Appoint  Hugh  Doyle  chief  constable 248 

16th  Ward— Appoint  F.  A.  Waltemyer 220 

Cooksie  Street — Close  between  Marriott  St.  and  Nicholson  St.     415 
Cottage  Avenue — Pave  from  east  side  Park  Heights  to  470  ft. 

south  of  Ulman  Ave 166 

D 

Daylight  Saving — Provide  for  referendum  May,  1923 203 

Decatur  Street — Close  between  Marriott  St.  and  Nicholson  St.  399 

Delaware  Road— Change  name  to  Duvall  Ave 129 

Delaware    Avenue^ — Open    from    northeast    side    Cole    Ave.    to 

southwest  side   Baltimore  Ave 332 

Dolfield  Avenue — Open  from  north  side  Groveland  Ave.  to  Se- 
quoia and  Hilton  St 318 

Doyle.  Hugh — Appoint  chief  constable  from   12th  Ward 248 
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Druid  Park  Drive — Change  name  of  Woodberry  Ave  to 153 

Dumbwaiters     17 

Duvall  Avenue — Change  name  of  Delaware  Rd.  to 129 

E 
East  Avenue — Open  from  northwest  side  Philadelphia  Rd.  to 

southwest  side   15-ft.   alley 219 

Edmondson  Avenue — Open  from  east  side  Allendale  St.  west 

to  Old  Frederick  Rd 336 

Elevator  Code    17 

Elm  Avenue   (Mt.  Washington) — Deed  accepted  by  City 149 

Escalators    „ 17 

Evergreen  Terrace — Change  name  to  Auchentoroly  Ter 321 

i 

F 

Fairfield   School — Sell  property  on  road   leading   from   Brook- 
lyn to  Wagner's   Point 209 

Fairmount  Avenue — Open  from  Highland  Ave.  to  Clinton  St..  .  466 
Fayette  Street: 

.  Open  from  west  side  East  Ave.  to  west  side  Third  St 311 

Widen  on  south  side  from  Gay  St.  to  Fallsway 521 

Federal  Land  Bank — Southeast  corner  24th  St.   and   St.   Paul 

St.,  erect  building  363 

Fire  Department: 

Obstructing  apparatus  at  time  of  fires 327 

Provide   for    two-platoon    system 383 

Two-platoon  system  to  go  into  effect  Jan.  1,  1924 654 

First    Christian    Church— Northwest    corner    Liberty    Heights 

Ave.  and  Copley  Rd.,  permit  for  building 227 

Fish  House  Road — Open  from  Manokin  St.  to  Hanover  St 468 

Franchises : 

B.  &  O.  R.  R.— 

Bush  St.  track  west  of  Ridgely  St 649 

Fort  Ave.  tracks  near   Decatur   St 656 

Race  St.  track 135 

Sisson  St.  track 141 

Warner  St.  track 486 

Warner  St.  track 129 

Warner  St.  track  south  of  Stockholm  St 675 

Bartlett-Hayward  Co. — McHenry  St.  crane 450 
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Franchises    (continued)  : 

Church    Home   and    Infirmary — Bethel    St.    bridgeway    and 

tunnel     667 

Horn   Ice   Cream   Co. — Bridge 151 

Lexington  Refrigeration  and   Storage  Co 304 

Minch  &  Eisenbrey  Co.— Tyson  St.  bridge 583 

P.  R.  R.— Philpot  St.  track 233 

United  Railways- 
Track  on  Belvieu  Ave.  and  at  many  corners 391 

Broadway  and  Eastern   Ave. — Track  curves 644 

Liberty   Rd.— Trackless    trolley 240 

Montebello  Ave. — Tracks    505 

North  and   Maryland   Ave. — Tracks 249 

Patterson  Park  Ave.  and  Pratt  St. — Tracks 63S 

Smallwood     St.,     track;     Calvert    and    Redwood     St.. 

curves,  etc 491 

Windsor  Mill  Road — Track 453 

Wolfe  and  Bank  Sts.,  Eastern  Ave.  and  Wolfe  Sts. — 

Tracks,   etc 458 

Franklin  Road— Open  from  Mosher  St.  to  W.  M.  R.  R 477 

Frederick  Street: 

Close   from   Fayette    to   Lexington 516 

Widen  on  east  side  from  Lexington  St.  49.80  ft.  northwest  517 

Garages : 

108    S.    Amity    St 418 

Southwest  corner  Ashland  Ave.  and  Ensor  St 376 

609-615  North  Bethel   St 375 

1228  East  Biddle  St 178 

801  Calverton  Rd.  corner  Poplar  Grove  St 665 

701  North  Carrollton  Ave 378 

South  side  alley  parallel  with  Dalrymple  Ave.  near  Win- 
field  Ave 257 

3807-11   Dalrymple  Ave 664 

3712  Dillon  St 375 

1804  Edmondson  Ave 154 

1303-5-7   Ensor   St 199 

3631  Falls   Rd 420 

1307    E.    Federal    St 201 
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Garages   (continued): 

665-6G7  W.   Franklin  St 297 

East  side  Garrison  Ave.  south  of  the  Western   Maryland 

Railroad     377 

2917-23  Greenmount  Ave 429 

3118   Greenmount  Ave 417 

Alley   between    Greenmount  Ave.    and    Star   Lane.    100   ft. 

north  of  34th   St 426 

2325-2333  Guilford  Ave.,  alley  in  rear 504 

East  side  Harford  Rd.,  400  ft.  south  of  Hamilton  Ave 179 

West  side  Harford  Ave.  between  North  Ave.  and  20th  St.  380 

1133-1135    Harford   Ave 16 

East  bide  Hargrove  Al.  near  34th  St 388 

121   Hawthorne  Rd 148 

1500  Homestead   St 299 

Southwest  corner  Homestead  and   Polk   Sts 380 

1512   W.    Lafayette  Ave 433 

2338-40    McElderry    St 382 

1515-29    Madison   Ave 192 

Southeast  corner  Merville  and  Manhattan  Aves 147 

3513  Morris  Ave 436 

West  side  Morton  Al.  between  Eager  and  Read  Sts 158 

Morton  Al.  and  Maryland  Ave 296 

East  side  Mount  St.  between  Baker  and  Presbur\   Sts 438 

10  E.   Mt.  Royal  Ave 293 

1401-19   W.    Mulberry   St 500 

East  side  Olive  St.  in  rear  of  1322  S.  Charles  St 666 

814  Park  Ave 436 

Pennsylvania  Ave.  and  Cumberland  St 328 

Alley  100  ft.  north  of  Presbury  St 379 

1619-1635   East  Preston   St 589 

1105  Proctor  St 439 

2721-23   Rayner  Ave 294 

653  W.  Redwood  St 381 

Reese  and  28th  Sts 298 

5252  and  5254  Reisterstown  Rd 362 

3739  Roland  Ave 301 

1000  Rutland  Ave 426 

3115  Walbrook  Ave 300 

815  Washington  Boulevard    575 

1128  Watson  St 200 

1224-26   William    St 300 

514-516   Wilson  St 205 
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Gasoline  Tanks: 

Berwyn  and  Liberty  Heights  Aves 578 

1133   East  Fayette  St 667 

700  Hanover  St 524 

23  Harford  Rd 437 

711-713   E.   Lexington   St 388 

Northeast  corner  Mulberry  St.  and  Park  Ave 576 

3044  W.  North  Ave 222 

North  side  Philadelphia  Ave.  75  ft.  east  of  Curley  St 369 

900  Poplar  Grove  St 577 

Gelfand  Manufacturing  Company-    Permit  for  building  south- 
west corner  Sth  St.  and  Old  Line  Union  R.  R 313 

Gutman  &  Co.,  Julius — Permit  for  additional  story  southwest 

corner  Park  Ave.  and  Lexington  St 232 

Gwynn's  Falls  Parkway-    Open  from  Pennsylvania  Ave 511 


H 

Harbor — Prohibit  discharge  of  gasoline,  oil  and  naphtha 331 

Harbor  Engineer — Regulate  use  of  bridges 15 

Harford    Road— Widen    from    City    Boundary    of    1S88    to    Ba- 

tavia    Ave 481 

Hendler  Creamery  Co. — Permit  for  building  northwest  corner 

Aisquith  and  Laurel  Sts 211 

Highways  Engineer — Maintain  private  streets  and  roads  open 

to   public   use 195 

Homestead  Street — Open  from  Polk  St.  to  Tinges  La 448 

Horn    Ice   Cream   Co. — Permit   for   bridge   connecting    1116-20 

Thomson  St.  with  1145  Low  St 151 

Hospitals — (See  Church  Home  and  Infirmary:   ?klaryland  Gen- 
eral:   Veterinary  Hospital). 
Housing — Regulating  number  of  families  on  acre  of  land...     524 
Howard  Place — Open  from  southSvest  side  Park  Heights  Ave. 

to  northeast  side  Reisterstown  Rd 164 

Hunter  Alley: 

City  sell  lot  on  east  side  north  of  Preston  St 442 

City  sell  lot  on  west  side  north  of  Preston  St 295 
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Iceboat  Latrobe: 

Grant  use  to  Fort  Worthington   Home  School   Club 683 

Grant  use  to  Women's  Club  of  Pell's  Point 684 

Grant  use  to  Women's  Club  of  Patterson  Park 688 

Grant  use  to  Women's  Club  of  Patterson  Park  Casino...  687 

Industries — Regulating"   location    524 

J 

Jones  Hollow  Ware  Company — Permit  for   garage  southwest 

corner  Ashland  Ave.  and  Ensor  St 376 

Johns    Hopkins    University    Chemical    Laboratory 578 

K 

Kate  Avenue — Widen  at  Garrison  Ave : 514 

Knox  Net  &   Twine  Co. — Building  southeast  side   Barney  and 

Byrd   Sts 582 

L 

Lanes — (See  Streets;    Alleys). 

Lafayette  Avenue — Open  between  Poplar  Grove  St.  and  Frank- 
lin   Rd 214 

Lexington    Market — Extend    limits    on    north    side    Lexington 

St.  east  of  Eutaw   St 681 

Lexington  Refrigeration  and   Storage   Corporation 304 

Lexington   Street — Widen   on   north   side   from   Gay   to   Fred- 
erick St 519 

Liberty  Heights  Avenue: 

Open  from  Copley  Rd.  to  east  side  Garrison  Ave 348 

Open  from  Gwynn  Oak  Ave.  to  City  Boundary  of  1918.  .  .  .     342 
Sewers  built  by  Northwest  Realty  Co 440 

Lloyd  Avenue — Open  to  Penhurst  Ave 340 

Longwood  Street — Open  from  north  side  Edmondson  Ave.   to 

southwest  side   Franklin  Rd 243 

Lovegrove  Alley — Close  from  Biddle  St.  to  alley  106  ft.  south 

thereof    258 

Low    Street — Repeal    Ord.   499,   1914,   to   close   from   east   side 

Fallsway    155 

Lumber  sheds — 2328   Riggs  Ave 374 
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Maier  Avenue — Close  from  Midwood  Ave.  to  Ivanhoe  Ave. .  .  .      427 

Maple  Avenue  (Alt.  Washington) — Deed  accepted  by  City 149 

Markets — (See  Lexington  Market;    Public  Comfort  Stations.) 

Marlborough  Auto  Co. — Garage  1515-29  Madison  Ave 192 

Maryland  Electric  Co. —  (See  United  Railways). 

Maryland  General  Hospital — Erect  building  at  S07-809  X.  Eu- 

taw   St 223 

May  Avenue — Open  from  Cole  to  Baltimore  Ave 334 

Mayor's   Salary — Referendum  to   amend   Charter   and    provide 

for  increase 6S6 

Meisner.  Dr.  H.  A. — Permit  for  veterinary  hospital   and   gar- 
age 1133-1135  Harford  Ave 16 

Methodist  Hospital  Asso..    Inc.— Erect  building  at   807-809   N. 

Eutaw    St 223 

Mexican  Petroleum  Corporation — Oil  storage  tanks  First  Ave. 

Wagner's   Point    155,  585 

Minch  &  Eisenbrey  Co. — Bridge  over  Tyson  St.  at  Ivy  Alley.  .  583 
Montebello  Avenue — Open  from  Belmont  Ave.  to  Gorsuch  Ave.  474 
Monument  Street — Open  from  Loney's  La.  to  Philadelphia  Rd.     357 

Mosher  Street- -Open  from  Payson  St.  to  Franklin  Rd 177 

Mutual  Chemical  Company — Philpot   St.   track  between   Point 

and  Block  Sts 233 


Nicholson  Street — Close  from  Towson  St.  to  Cooksie  St 412 

North  Avenue — Deed  of  bed  from  Third  St.  to  Cross  Country 

Bould.  accepted  by  City 194 

Northwest  Realty  Co.--Build  sewers  in  Liberty  Heights  Ave..  .  440 


0 

Oil — Prohibit  discharge  into  harbor 331 

Oil  Tanks — Mexican  Petroleum  Corporation,  corner  First  Ave. 

Wagner's   Point    155,  585 

Ordinance  of  Estimates   for   1923 250 
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Park    Heights    Avenue — Southwest    side    Belvedere    Ave.,    en- 
largement of  Pimlico  Theatre 221 

Parking — (See  Vehicles). 

Paving — Streets  paved  on  request  of  70  per  cent,  of  the  own- 
ers      172 

Pennsylvania  Railroad — Philpot  St.  track  extension  to  Mutual 

Chemical    Co 233 

Philadelphia  Road: 

Widen  from  B.  &  O.  R.  R.  to  City  Boundary  of  1918 445 

Widen  from  Highland  Ave.  to  point  225  ft.  west  of  B.  & 

O.  R.   R 350 

Phillippi,  Peter  H. — Appoint  as  constable  from  the  6th  Ward .     366 
Pittsburgh  Plate  Glass  Co. —  (See  Rennous-Kleinle  Division). 
Poplar  Avenue   (Mt.  Washington) — Deed  accepted  by  City....     149 
Porches : 

West  side  Montgomery  Ave.  east  of  Haddon  Ave 497 

3006    St.    Paul   St 298 

Private  Streets — (See  Streets). 

Purchasing  Agent    239 

B 

Race  Street — 

B.  &  O.  R.  R.— -Track 135 

Sell  bed  of  street  from  Donaldson  to  alley  south  of  and 

parallel  with  McComas  St 387 

Reisterstown  Road— Open  from  City  Boundary  of  1888  to  City 

Boundary  of  1918    344 

Rennous-Kleinle    Division.    Pittsburgh    Plate    Glass    Co. — Fac- 
tory No.  12  Stafford  St 184 

Reynolds  Street — Close  from  Clement  St.  to  Reason  St 406 

Richardson  Street-  -Close  from  Cuba  St.  northeast  to  a   20-ft. 

alley  403 

Rural    Tax    Rate 288 

Russell  Street — Open  from  Maryland  Ave.  to  Stockholm  St...     216 
Ryer,  Charles  J. — Appointed  constable  from  24th  Ward 7 

S 
St.  •  Edward's    R.    C.    Church — Build    school    northeast    corner 

Poplai-  Crrove  St.   and  T^afayette  Ave 501 


Index.  703 

page 
St.  Paul  Place  and  Pleasant  Street— Northwest  corner;  Waldo 

Hack,  erect  office  building 168 

Schools : 

Holy  Rosary — Southeast  corner  Eastern  Ave.  and    Bethel 

St 161 

St.  Edward's  R.  C.  Church 501 

Stock  issue  of  $15,000,000  for  purchase  of  sites  and  con- 
struction of  buildings 188 

Tuition  fees  of  children  of  non-residents 3 

Sewers — Northwest  Realty  Co.  build  sewers  in  Liberty  Heights 

Ave 440 

Shirley  Avenue — Open   from   Park   Heights   Ave.   to   Reisters- 

town   Rd 484 

Sidewalks — Owner    given    option    of   paving 5 

Sisson  Street — Baltimore  &  Ohio  R.  R.  track 141 

Stock  Issue— $15,000,000  for  schools 188 

Stocks  and  Bonds: 

City  tax  rate 292 

State  tax  rate 291 

Storage  Warehouses — (See  Warehouses). 

Stores — Limited  as  to   location 177 

Street  Cleaning  Commissioner — Ashes  to  be  placed  in  separate 

receptacles    310 

Streets : 
Close — 

Andre  St.  for  a  distance  of  100  ft.  northeast  of  Cuba 

St 401 

Reason  St.  for  a  distance  of  165  ft.  near  Reynolds  St.     413 

Cooksie   St.   betw^een   Marriott   and    Nicholson    St 415 

Decatur   St.   between   Marriott  and   Nicholson   St 399 

Frederick   St.  from  Fayette  to   Lexington   St 516 

Maier  Ave.  from  Midwood  Ave.  to  Ivanhoe  Ave 427 

Nicholson  St.  from  Tow^son  St.  to  Cooksie  St 412 

Reynolds  St.  from  Clement  St.  to  Beason  St 406 

Richardson   St.   from   Cuba   St.   northeast   to   a   20-ft. 

alley  403 

Thirtieth  St.  from  Huntingdon  Ave.  westerly  to  City 

property    198 

Towson  St.  from  Marriott  St.  to  Nicholson  St 408 
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Streets    (continued) : 
Deeds — 

Defining    public   highways 197 

Elm  Ave 149 

Maple  Ave.    (Mt.  Washington) 149 

North   Ave 194 

Poplar  Ave.    (Mt.   Washington) 149 

Low  St. — Repeal  Ord.  499,  1914,  to  close  to  the  east  side 

of   Fallsway    155 

Maintain  private  streets  and  roads  open  to  public  use...  195 
Names,   Change — 

Blenheim  Rd.  to  Bellona  Ave 150 

Delaware  Rd.  to  Duvall  Ave 129 

Evergreen  Ter.  to  Auchentoroly  Ter 321 

Woodberry  Ave.  to  Druid  Park  Drive 153 

Open — 

Belair  Rd.  from  City  Boundary  of  1888  to  City  Boun- 
dary of  1918 206 

Belvieu  Ave.  from  Laredo  Ave.  to  Zimmerman's  La...  421 
Bloomingdale   Rd.   from    Poplar   Grove   St.    to    Clifton 

Ave 352 

Bouldin  St.  from  Philadelphia  Rd.  to  48.45  ft.  north- 
erly    389 

Buck's  Lane  from  Liberty  Heights   Ave.  to  Kensing- 
ton Ave 423 

Carlisle  Ave.  from  Longwood  St.  to  Carlisle  Ave 464 

Charles  Ave.  from  List  Ave.  to  Southern  Ave 329 

Cherry  Hill  Rd.  from  Varonika  Ave.   to  Fish  House 

Road     472 

Delaware  Ave.   from  Cole  to  Baltimore  Ave 332 

Dolfield    Ave.    from    Groveland    Ave.    to    Sequoia    and 

Hilton  St 318 

East  Ave.  from  Philadelphia  Rd.  to  15-ft.  alley 219 

Edmondson   Ave.   from   Allendale   St.    to   Old    Freder- 
ick Rd 336 

Fairmount  Ave.  from  Highland  Ave.  to  Clinton  St 466 

Fayette  St.  from  East  Ave.  to  Third  St 311 

Fish  House  Rd.  from  Manokin  St.  to  Hanover  St 468 

Franklin  Rd.  from  Mosher  St.  to  W.  M.  R.  R 477 

Gwynn's  Falls  Parkway 511 

Homestead  St.  from  Polk  St.  to  Tinges  La 448 
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Streets   (continued) : 

Howard   PI 164 

Lafayette  Ave.  between  Poplar  Grove  St.  and  Frank- 
lin  Rd 214 

Liberty  Heights  Ave.  from  Copley  Rd.  to  Garrison  Ave.  348 
Liberty  Heights  Ave.  from  Gwynn  Oak  Ave.   to  City 

Boundary  of  1918 342 

Lloyd  Ave.  to  Penhurst  Ave 340 

Longwood  St.  from  Edmondson  Ave.  to  Franklin  Rd.  243 

May  Ave.  from  Cole  Ave.  to  Baltimore  Ave 334 

Montebello  Ave.  from  Belmont  Ave.  to  Gorsuch  Ave..  474 

Monument  St.  from  Loney's  La.  to  Philadelphia  Rd. .  .  357 

Mosher  St.  from  Payson  St.  to  Franklin  Rd 477 

Reisterstown  Rd.  from  City  Boundary  of  18SS  to  City 

Boundary  of  1918 344 

Russell  St.  from  Maryland  Ave.  to  Stockholm  St 216 

Shirley   AA-e.    from    Park    Heights    Ave.    to    Reisters- 
town  Rd 484 

Third   St.  from  Baltimore  St.  to  Monument  St 360 

Towanda  AA^e.  from  Violet  Ave.  to  Towanda  Ave.  as 

it  now  exists 355 

26th  St.  from  Huntingdon  Ave.  to  Sisson  St 367 

Pave — Cottage  Ave.  from  east  side   Park   Heights   to   470 

ft.   south   of  Ulman  Ave 166 

Paved  on  request  of  70  per  cent,  of  the  owners 172 

Public — (See  also  Streets.  Deeds)  — 

Defining  streets  declared  public  highways 197 

Widen — 

Fayette  St.   from  Gay  St.  to  Fallsway 521 

Frederick   St.   on  east  side  from  Lexington  St.   49.80 

ft.  northwest   517 

Harford  Rd.   from  City  Boundary  of  1888  to  Bata^ia 

Ave 481 

Kate  Ave.  at  Garrison  Ave 514 

Lexington  St.  from  Gay  St.  to  Frederick  St 519 

Philadelphia  Rd.  from  B.  &   0.  R.  R.  to  City  Boun- 
dary of  1918 445 

Philadelphia   Road   from  Highland  Ave.  to  point   225 

ft.  west  B.  &  O.  R.  R 350 

York  Rd.  from  City  Boundary  of  1888  to  City  Boun- 
dary of  1918    245 
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Suburban    Amusement    and    Development    Company — Enlarge 

Pimlico    Theatre    221 

Suburban  Property  Tax "...     287 

Supplies  to  be  bought  by  City  Purchasing  Agent 239 

T 

Tax  Commission — Appointed  to  study  system  of  taxation  and 

revenue    684 

Tax  discounts  for  prompt  payment 287 

Tax  Rate: 

Annex,  1918   288 

City— Stocks  and  bonds    292 

Full  City  rate  289 

Rural    288 

State- 
On  City  property  292 

On  stocks  and  bonds 291 

Suburban    287 

Third  Street — Open  from  Baltimore  St.  to  Monument  St 360 

Thirtieth    Street — Close    from    Huntingdon    Ave.    westerly    to 

City  property    198 

Time — Advance  standard  time   203 

Towanda  Avenue — Open   from   Violet  Ave.   to   Towanda   Ave. 

as  it  now  exists 355 

Towson  Street — Close  from  Marriott  St.  to  Nicholson  St 408 

Traffic  Regulations: 

Valley  St.   and  Ashland  Ave. — One-way  streets 326 

Vehicles  may  not  obstruct  Police  and  Fire  Departments.  327 
Twenty-sixth   Street — Open   from   southwest   side   Huntingdon 

Ave.   to  northeast  side   Sisson   St 367 

U 
Union  Trust  Company,   Charles   and   Fayette   Streets — Permit 

for  three  additional   stories 187 

United  Auto  Sales  Company— Permit  for  building  at  10  E.  Mt. 

Royal  Ave 293 

United  Railways  and  Electric  Company: 

Franchise  for  tracks  on  Belvieu  Ave.  across  Belvedere 
Ave.,  and  single-track  curves  at  southeast  corner  Clif- 
ton Ave.  and  Dennison  St.  and  many  other  corners....     391 
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United  Railways  and  Electric  Company  (continued): 

Broadway  and  Eastern  Ave. — Track  curves 644 

Liberty    Road — Trackless    trolley 240 

Maryland    and    North   Aves. — Southeast    side,    tracks    and 

curves    249 

Montebello  A^ve. — Tracks  from  Gorsuch  Ave.  to  33rd  St..  505 
Patterson  Park  Ave.   and   Pratt  Street — Tracks   and   con- 
necting curves    638 

Pennsylvania  Ave.   and  Cumberland   St. — Garage 328 

Smallwood  St. — Tracks,  Calvert  and  Redwood  St.;   curves, 

etc 491 

Windsor  Mill  Road— Track    453 

Wolfe    and    Bank    Sts.,    Eastern    Ave.    and    Wolfe    Sts — 

Tracks,  etc 458 

Y 
Valley  Street — One-way   street   from   Ashland    Ave.    to   Eager 

St 326 

Vehicles^ — (See  also  Traffic  Regulations) : 

Parking  in  neighborhood  of  fires 327 

Parking — Physicians  are  not  restricted  as  to  their  vehi- 
cles standing  in  front  of  their  own  residences 654 

Veterinary  Hospital  and  Garage — 1133  and  1135  Harford  Ave.       16 

W 

Waltemyer,  Frederick  Alexander — Appointed   16th  Ward   con- 
stable       220 

Warehouse— 3634  Falls  Road 430 

Warehouses  for  storage  limited  as  to  location 385 

Warner  Street — B.  &  0.  R.  R.   track 129 

Western  Maryland  Railroad— Building  at  Port  Covington 170 

Woodberry  Avenue — Change  name  to  Druid  Park  Drive 153 

Y 

York  Road— Widen  to  80  ft.  from  the  City  Boundary  of  1888  to 

the  City  Boundary  of  1918 245 

Z 

Zoning  of  buildings 524 
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